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WSR 91-16-001 
PERMANENT RULES 
UNIVERSITY OF WASHINGTON 
[Filed July 25, 1991, 9:01 a.m.] 


Date of Adoption: July 19, 1991. 

Purpose: To update the program rules for continuing 
education. 

Citation of Existing Rules Affected by this Order: 
Repealing WAC 478-160-180, 478-160-185, and 478- 
160-195; and amending WAC 478-160-170, 478—160— 
175, and 478-160-190. 

Statutory Authority for Adoption: RCW 28B.20.130. 

Pursuant to notice filed as WSR 91—11—057 on May 
16, 1991. 

Effective Date of Rule: Тһігіу-опе days after filing. 

July 23, 1991 
Melody Tereski 
Administrative Procedures Officer 


AMENDATORY SECTION (Amending Order 72-5, 
filed 11/6/72) 


WAC 478-160-170 CONTINUING EDUCA- 
TION—POLICY. Continuing education((;7-im-coopera- 
: rt ; hoo! icol d | 


, 


educational-opportumities,-primarily)) at the University 
of Washington provides access to the academic and re- 


search resources of the institution in credit and noncredit 
courses for adults and occasionally for young people. 


Courses are offered by the University of Washington 


Extension and continuing education units in the profes- 
sional schools and colleges. 


AMENDATORY SECTION (Amending Order 72-5, 
filed 11/6/72) 


WAC 478-160-175 CREDIT DEFINITIONS. 
пл 1-2 налан саа 


WSR 91-16-002 


degree requirements:)) Credit courses are offered either 
for resident credit or for extension credit. 

(1) Most courses offered through University of 
Washington Extension are offered for resident credit, 

and grades earned in such courses are transcripted as 
resident credit and are included in the student's resident 
cumulative grade—point average. 

(2) Courses offered through correspondence study, 
and some other courses, are offered for extension credit. 
These credits and grades are not included in the resident 
grade-point average, and students may apply only ninety 
such university credits toward an undergraduate degree. 
Extension credit courses are identified by an "X" prefix 
when listed in catalog material. 

Additional information concerning credit courses may 
be obtained by contacting University of Washington Ex- 
tension at 5001 25th Ave. N.E., Seattle, WA 98195, 


(206) 543-2300. 


AMENDATORY SECTION (Amending Order 72-5, 
filed 11/6/72) 


WAC 478-160-190 NONCREDIT COURSES. 
Noncredit courses, covering a variety of topics, are of- 
fered during the day and evening for both adults and 


young people. ((Fhey—inetudetecture=diseusston—series; 
once-to-three-day-symposia; residential-semmars;-short 


5 , 
L 
, 


A . 
concerts-and-telecourses:)) 
The delivery format of noncredit courses include cer- 
tificate programs, lecture-discussion series, symposia, 


seminars, short courses, and conferences. 
Specific information may be obtained by contacting 


the-OffRee of Noncredit + rograms; Lew 15 Hat Seattle; 
X A-98195)) University of Washington Extension or the 
appropriate professional school or college. 


REPEALER 


The following sections of the Washington Adminis- 
trative Code are repealed: 


WAC 478-160-180 EXTENSION CREDIT. 

WAC 478-160-185 CONTINUING STUDIES 
CREDIT COURSES. 

WAC 478-160-195 COMMUNITY SERVICES. 


WSR 91-16-002 
RULES COORDINATOR 
COLUMBIA BASIN COLLEGE 
[Filed July 25, 1991, 9:02:a.m.] 


The rules coordinator for Columbia Basin College is 
Jean Dunn, as per WAC 1325-05-010. 

Jean Dunn 

Administrative Assistant 


WSR 91-16-003 


WSR 91-16-003 
NOTICE OF PUBLIC MEETINGS 
WHATCOM COMMUNITY COLLEGE 
[Memorandum—July 22, 1991] 


The board of trustees of Whatcom Community College, 
District Number Twenty-One, has cancelled its regular- 
ly scheduled August 13, 1991, meeting. 


WSR 91-16-004 
RULES COORDINATOR 
SHORELINE COMMUNITY COLLEGE 
[Filed July 25, 1991, 3:27 р.т.) 


Dr. Chuck Fields, Vice-President for Student Services, 
is the agency rules coordinator for Shoreline Community 
College. His mailing address and phone number are as 
follows: Dr. Chuck Fields, Vice-President for Student 
Services, Shoreline Community College, 16101 
Greenwood Avenue North, Seattle, WA 98133, phone 
546—4641 or 274—464] scan. 

R. E. Bell 

President 


WSR 91-16-005 
PERMANENT RULES 
DEPARTMENT OF AGRICULTURE 
[Order 2091—Filed July 25, 1991, 4:12 p.m.] 


Date of Adoption: July 25, 1991. 

Purpose: To set in rule the dates for license renewals. 

Statutory Authority for Adoption: RCW 15.32.100, 
15.32.110, 15.32.584, 69.07.040, 16.49.440, 16.49.630, 
15.80.460, 15.80.470, 15.80.500, 16.58.060, 20.01.050, 
22.09.050, 22.09.055, 22.09.070, 22.09.075, 17.21.070, 
17.21.110, 17.21.126, 17.21.129, 17.21.220, 17.21.122, 
15.58.200, 15.58.210, 15.58.220, 17.21.140, and 
16.57.080. 

Pursuant to notice filed as WSR 91-13-106 on June 
19, 1991. 

Changes Other than Editing from Proposed to Adopt- 
ed Version: The following statement was added to WAC 
16-146-110, 16-22-015, 16-23-014, 16-674-040, 16- 
605 А-005, 16-694-020, 16-694-021, 16-212-125, 16- 
212-126, 16-212-128, and 16-228-020: Nothing herein 
shall be construed to limit the department's ability, as 
otherwise provided by law, to deny a license, to condition 
license renewal, or to enforce violations of applicable 
laws, subsequent to the expiration of a license. 

The following statement was added to WAC 16-620- 
390 (underlined): (1) Owners of registered brands must 
file for renewal of registration by December 31st of odd— 
numbered years. Failure to do so will cause the brand to 
revert to the department and result in a penalty for later 
renewal as provided by RCW 16.57.080 if the depart- 


ment later reissues the brand to the prior registered 
owner. 


[4] 


Washington State Register, Issue 91-16 


Also added to WAC 16-620-390 was: (2) Nothing 
herein shall be construed to limit the department's abili- 
ty, as otherwise provided by law, to deny a brand regis- 
tration to condition brand registration renewal, or to en- 
force violations of applicable laws, subsequent to the ex- 
piration of a brand registration. 

Effective Date of Rule: Thirty—one days after filing. 

July 25, 199] 
Michael V. Schwisow 
Deputy Director 


Chapter 16-122 WAC 
MILK VENDORS 


NEW SECTION 


WAC 16-122-001 MILK VENDOR LICENSE 
EXPIRATION. Milk vendor licenses issued under 
RCW 15.32.100 shall expire on June 30th of each year. 


Chapter 16-126 WAC 
MILK AND CREAM—BUYING IN BULK 


NEW SECTION 


WAC 16-126-001 LICENSE TO BUY MILK 
AND CREAM IN BULK. Licenses to buy milk or 
cream in bulk issued under RCW 15.32.110 shall expire 
on June 30th following the date of issuance. 


NEW SECTION 


WAC 16-124-011 DAIRY TECHNICIAN LI- 
CENSE. Dairy technician licenses issued under RCW 
15.32.584 shall expire December 31st of each year. 


Chapter 16-146 WAC 
FOOD PROCESSORS 


NEW SECTION 


WAC 16-146-100 FOOD PROCESSOR LI- 
CENSE. Licenses to operate a food processing plant or 
to process food issued under RCW 69.07.040 shall ex- 
pire on the 31st day of March of each year. 


NEW SECTION 


WAC 16-146-110 LATE RENEWAL PENALTY 
FOR FOOD PROCESSOR LICENSE. (1) An addi- 
tional fee shall be assessed for any license issued under 
chapter 69.07 RCW for which an application for renew- 
al is not filed prior to April Ist in any year. 

(2) Nothing herein shall be construed to limit the de- 
partment's ability, as otherwise provided by law, to deny 
a license, to condition license renewal, or to enforce vio- 
lations of applicable laws, subsequent to the expiration 
of a license. 


NEW SECTION 


WAC 1622-011] LICENSE FOR CUSTOM 
FARM SLAUGHTERERS—CUSTOM SLAUGHT- 
ERING ESTABLISHMENTS—CUSTOM MEAT 
FACILITIES. Custom farm slaughterers, custom 
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slaughtering establishments, and custom meat facility li- 
censes issued under RCW 16.49.440 shall expire on June 
30th following the date of issuance. 


NEW SECTION 


WAC 16-22-015 LATE RENEWAL PENAL- 
TIES FOR CUSTOM FARM SLAUGHTERERS, 
CUSTOM SLAUGHTERING ESTABLISHMENTS, 
AND CUSTOM MEAT FACILITIES. (1) A late fee 
shall be assessed for any license issued under RCW 16- 
.49.440 for which an application for renewal is not filed 
prior to July 1st of each year. 

(2) Nothing herein shall be construed to limit the de- 
partment's ability, as otherwise provided by law, to deny 
a license, to condition license renewal, or to enforce vio- 
lations of applicable laws, subsequent to the expiration 
of a license. 


NEW SECTION 


WAC 16-23-012 CUSTOM MEAT FACILITY 
OPERATOR LICENSE. Custom meat facility operator 
licenses issued under RCW 16.49.630 shall expire on 
June 30th of each year. 


NEW SECTION 


WAC 16-23-014 CUSTOM MEAT FACILITY 
OPERATOR LICENSE—LATE RENEWAL PEN- 
ALTY. (1) A late fee shall be assessed for any custom 
meat facility operator licenses issued under RCW 16- 
.49.630 for which an application for renewal is not filed 
prior to July Ist of each year. 

(2) Nothing herein shall be construed to limit the de- 
partment's ability, as otherwise provided by law, to deny 
a license, to condition license renewal, or to enforce vio- 
lations of applicable laws, subsequent to the expiration 
of a license. 


NEW SECTION 


WAC 16-674-030 WEIGHMASTER LICENSE. 
Weighmaster licenses issued under RCW 15.80.460 
shall expire on June 30th following the date of issuance. 


NEW SECTION 


WAC 16-674-040 WEIGHMASTER LI- 
CENSE—LATE RENEWAL PENALTY. (1) Renewal 
applications for weighmaster licenses issued under chap- 
ter 15.80 RCW not filed by July of any one year are 
subject to a penalty as provided by RCW 15.80.470. 

(2) Nothing herein shall be construed to limit the de- 
partment's ability, as otherwise provided by law, to deny 
a license, to condition license renewal, or to enforce vio- 
lations of applicable laws, subsequent to the expiration 
of a license. 


NEW SECTION 


WAC 16-674-050 WEIGHER LICENSE. Weigh- 
er licenses issued under RCW 15.80.500 shall expire on 
June 30th following the date of issuance. 
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Chapter 16-605А WAC 
CERTIFIED FEED LOTS 


NEW SECTION 


WAC 16-605A-005 CERTIFIED FEED LOT LI- 
CENSE EXPIRATION—LATE RENEWAL PEN- 
ALTY. (1) Certified feed lot licenses issued under RCW 
16.58.060 shall expire on June 30th following the date of 
issuance. 

(2) Applicants filing for license renewal after June 
30th shall be subject to an additional assessment as pro- 
vided by RCW 16.58.060. 

(3) Nothing herein shall be construed to limit the de- 
partment's ability, as otherwise provided by law, to deny 
a license, to condition license renewal, or to enforce vio- 
lations of applicable laws, subsequent to the expiration 
of a license. 


NEW SECTION 


WAC 16-694-020 COMMISSION MERCHANT 
LICENSE. Commission merchant licenses issued under 
RCW 20.01.040 shall require renewal on or before Jan- 
uary lst of each year. Commission merchant licenses 
shall expire December 31st following date of issuance. 


NEW SECTION 


WAC 16-694-021 COMMISSION MERCHANT 
LICENSE—LATE RENEWAL PENALTY. (1) Ap- 
plications for renewal of commission merchant, dealer, 
broker, or cash buyer licenses not filed prior to January 
Ist of any year shall be assessed a penalty as provided 
by RCW 20.01.050. 

(2) Nothing herein shall be construed to limit the de- 
partment's ability, as otherwise provided by law, to deny 
a license, to condition license renewal, or to ‘enforce vio- 
lations of applicable laws, subsequent to the expiration 
of a license. 


NEW SECTION 


WAC 16-212-125 LICENSES; WAREHOUSE, 
TERMINAL WAREHOUSE, COUNTRY WARE- 
HOUSE—LATE RENEWAL PENALTY. (1) If the 
application for renewal of a warehouse license or licenses 
is not received by the department prior to June 30th of 
any year a penalty shall be assessed as provided by 
RCW 22.09.050. 

(2) Nothing herein shall be construed to limit the de- 
partment's ability, as otherwise provided by law, to deny 
a license, to condition license renewal, or to enforce vio- 
lations of applicable laws, subsequent to the expiration 
of a license. 


NEW SECTION 


WAC 16-212-126 GRAIN DEALER  LI- 
CENSE—LATE RENEWAL PENALTY. (1) If the 
application for renewal of a grain dealer license is not 
received by the department prior to June 30th of any 
year a penalty shall be assessed as provided by RCW 
22.09.055. 
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(2) Nothing herein shall be construed to limit the de- 
partment's ability, as otherwise provided by law, to deny 
a license, to condition license renewal, or to enforce vio- 
lations of applicable laws, subsequent to the expiration 
of a license. 


NEW SECTION 


WAC 16-212-127 WAREHOUSE LICENSE EX- 
PIRATION. Warehouse licenses issued under RCW 
22.09.070 shall expire on June 30th after the date of 
issuance. 


NEW SECTION 


WAC 16-212-128 GRAIN DEALER LICENSE 
EXPIRATION. Grain dealer licenses issued under 
RCW 22.09.075 shall expire on June 30th after the date 
of issuance. 


NEW SECTION 


WAC 16-620-390 RENEWAL OF REGIS- 
TERED BRANDS. (1) Owners of registered brands 
must file for renewal of registration by December 31st of 
odd-numbered years. Failure to do so will cause the 
brand to revert to the department and result in a penalty 
for later renewal as provided by RCW 16.57.080 if the 
department later reissues the brand to the prior regis- 
tered owner. 

(2) Nothing herein shall be construed to limit the de- 
partment's ability, as otherwise provided by law, to deny 
a brand registration, to condition brand registration re- 
newal, or to enforce violations of applicable laws, subse- 
quent to the expiration of a brand registration. 


NEW SECTION 


WAC 16-228-020 PESTICIDE LICENSES— 
RENEWAL DATES—PENALTIES. (1) The following 
pesticide licenses shall expire on the December 31st fol- 
lowing their issuance: 

(a) Commercial pesticide applicator licenses issued 
under the authority of RCW 17.21.070; 

(b) Commercial pesticide operator licenses issued un- 
der the authority of RCW 17.21.110; 

(c) Private applicator licenses issued under the au- 
thority of RCW 17.21.126; 

(d) Public operator licenses issued under the authority 
of RCW 17.21.220. 

(2) The following pesticide licenses shall expire on the 
fifth December 31st following their issuance: 

(a) Private-commercial applicator licenses issued un- 
der the authority of RCW 17.21.122; 

(b) Pesticide dealer-manager licenses issued under the 
authority of RCW 15.58.200; 

(c) Demonstration and research licenses issued under 
the authority of RCW 17.21.129. 

(3) The following pesticide licenses shall expire on the 
final day of February of each year: 

(a) Pest control consultant licenses issued under the 
authority of RCW 15.58.210; 

(b) Public pest control consultant licenses issued un- 
der the authority of RCW 15.58.220. 
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(4) Pesticide renewal applications for licenses issued 
under the authority of chapter 17.21 RCW shall be filed 
on or before January 1st of the appropriate year. 

(5) If an application for renewal of any pesticide li- 
cense issued under the authority of chapter 17.21] RCW 
is not filed-on or prior to January Ist following the expi- 
ration date of the license, a penalty shall be assessed as 
provided in RCW 17.21.140. 

(6) If an application for renewal of a pesticide dealer 
license issued under the authority of chapter 15.58 
RCW is not filed on or before the master license expira- 
tion date, the master license delinquency fee shall be as- 
sessed under chapter 19.02 RCW and shall be paid by 
the applicant before the renewal license is issued. 

(7) If an application for renewal of any license issued 
under the authority of chapter 15.58 RCW, other than 
the pesticide dealer license, is not filed on or before the 
expiration date of the license, penalty equivalent to the 
license fee shall be assessed and added to the original 
fee, and shall be paid by the applicant before the renew- 
al license is issued. 

(8) Nothing herein shall be construed to limit the de- 
partment's ability, as otherwise provided by law, to deny 
a license, to condition license renewal, or to enforce vio- 
lations of applicable laws, subsequent to the expiration 
of a license. 


WSR 91-16-006 
EMERGENCY RULES 
DEPARTMENT OF FISHERIES 
[Order 91-55— Filed July 26, 1991, 8:36 a.m., effective July 25 [26], 
199], 12:01 a.m.] 


Date of Adoption: July 25, 1991. 

Purpose: Personal use rules. 

Citation of Existing Rules Affected by this Order: 
Amending WAC 220—56-325. 

Statutory Authority for Adoption: RCW 75.08.080. 

Pursuant to RCW 34.05.350 the agency for good 
cause finds that immediate adoption, amendment, or re- 
peal of a rule is necessary for the preservation of the 
public health, safety, or general welfare, and that ob- 
serving the time requirements of notice and opportunity 
to comment upon adoption of a permanent rule would be 
contrary to the public interest. 

Reasons for this Finding: The catch rate for spot 
shrimp in the northern section of Shrimp District 1 has 
declined over the past four years, with the lowest rate on 
record in June 1991. Any further harvest would endan- 
ger the resource. Р 

Effective Date of Rule: 12:01 a.m. July 25 [26], 1991. 

July 25, 1991 
Judith Merchant 
Deputy 

for Joseph R. Blum 
Director 


NEW SECTION 


WAC 220-56-32500T SHRIMP FISHERY — 
PUGET SOUND. Notwithstanding the provisions of 
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WAC 220-56-325, effective 12:01 a.m. July 26, 1991, 
until further notice, it is unlawful to take or possess 
shrimp taken for personal use from Shrimp District 1, 
north of a line from Diamond Point to Cape George. 


WSR 91-16-007 
EMERGENCY RULES 
DEPARTMENT OF FISHERIES 
[Order 91-54—Filed July 26, 1991, 8:38 a.m., effective July 30, 1991, 
11:59 p.m.] 


Date of Adoption: July 25, 1991. 
Purpose: Personal use rules. 
Citation of Existing Rules Affected by this Order: 
Repealing WAC 220-56-190001. 
Statutory Authority for Adoption: RCW 75.08.080. 
Pursuant to RCW 34.05.350 the agency for good 
cause finds that immediate adoption, amendment, or re- 
peal of a rule is necessary for the preservation of the 
public health, safety, or general welfare, and that ob- 
serving the time requirements of notice and opportunity 
to comment upon adoption of a permanent rule would be 
contrary to the public interest. 
Reasons for this Finding: The coho quota in Marine 
Area 3 has been met. 
Effective Date of Rule: 11:59 p.m. July 30, 1991. 
July 25, 199] 
Judith Merchant 
Deputy 
for Joseph R. Blum 
Director 


NEW SECTION 


WAC 220-56-19000J SALTWATER SESONS 
AND BAG LIMITS. Notwithstanding the provisions of 
WAC 220—56-180 and WAC 220—56-190, effective im- 
mediately until further notice, it is unlawful to fish for 
salmon in Marine Areas 1—4, except as provided for in 
this section: 

(1) Areas and times open to salmon angling: 

(a) Marine Area 4 east of the Bonilla- Tatoosh Line — 
August 19 through September 26, 1991 or until the coho 
quota of 16,000 is met — Saturday through Thursdays 
only. 

(b) Marine Area 2 — June 24 through September 26, 
1991 or until overall chinook quota (40,000) or coho 
sub-quota of 88,400 is met — Sunday through Thursdays 
only. 

(c) Marine Area l, except closed in the ocean area 
surrounding the Columbia River mouth bounded by a 
line extending six nautical miles due west from North 
Head 46°18'00" north latitude to 12491318" west lon- 
gitude, then southerly along a line 167 true to the 
Washington Oregon border — June 24 through Septem- 
ber 15, 1991 or until overall chinook quota of (40,000) 
or coho sub-area quota of 109,500 is met — Sunday 
through Thursdays only. 
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(d) In those waters south of the Red Buoy Line at the 
mouth of the Columbia River open September 16 
through September 26, 1991 or until overall chinook 
quota (40,000) or coho sub-area quota of 7,000 is met - 
seven days a weck. 

(2) Bag Limit — 2 salmon per day, minimum size limit 
in all ocean waters; chinook salmon 24 inches in length 
and coho salmon 16 inches in length. 

(3) Single point barbless hooks unless otherwise pro- 
vided for. 

(4) Shore based anling from the north jetty of the 
Columbia River is allowed and single point barbed hooks 
may be used. 

Reviser's note: The spelling errors in the above section occurred in 


the copy filed by the agency and appear in the Register pursuant to the 
requirements of RCW 34.08.040. 


REPEALER 


The followng section of the Washington Administra- 
tive Code is repealed effective 11:59 p.m. July 30, 1991: 


WAC 220-56-190001 SALTWATER SEASONS 
AND BAG LIMITS. (91—51) 
Reviser's note: Тһе spelling error in the above repealer occurred 


in the copy filed by the agency and appears in the Register pursuant 
to the requirements of RCW 34.08.040. 


WSR 91-16-008 
PREPROPOSAL COMMENTS 
DEPARTMENT OF REVENUE 
[Filed July 26, 1991, 9:30 a.m.] 


Subject of Possible Rule Making: WAC 458-20-228 
Returns, remittances, penalties, interest, extensions, stay 
of collection. 

Persons may comment on this subject in writing or by 
attending the public meeting. Written comments should 
be addressed to: Les Jaster, Rules Coordinator, Depart- 
ment of Revenue, Interpretation and Appeals, General 
Administration Building, Mailstop AX-02, Olympia, 
Washington 98504. Public meeting scheduled at: Ever- 
green Plaza Building, 2nd Floor Conference Room, 711 
Capitol Way South, Olympia, WA, on September 10, 
1991, at 10:00 a.m. (Written comments will be accepted 
to this date.) 

Other Information or Comments by Agency at this 
Time, if any: The rule will be amended to implement 
chapter 142, Laws of 1991. The rule will discuss changes 
in interest and penalty amounts. It is proposed to include 
a discussion of the negligence penalty and the evasion 
penalty. A copy of the rule draft is available upon re- 
quest. Contact Roseanna Hodson, (206) 586-4281. 

July 25, 1991 
Les Jaster 
Rules Coordinator 


WSR 91-16-009 


WSR 91-16-009 
PREPROPOSAL COMMENTS 
DEPARTMENT OF REVENUE 
[Filed July 26, 1991, 9:33 a.m.] 


Subject of Possible Rule Making: WAC 458-20-229 
Refunds. 

Persons may comment on this subject in writing or by 
attending the public meeting. Written comments should 
be addressed to: Les Jaster, Rules Coordinator, Depart- 
ment of Revenue, Interpretation and Appeals, General 
Administration Building, Mailstop AX-02, Olympia, 
Washington 98504. Public meeting scheduled at: Ever- 
green Plaza Building, 2nd Floor Conference Room, 711 
Capitol Way South, Olympia, WA, on September 10, 
1991, at 10:00 a.m. (Written comments will be accepted 
to this date.) 

Other Information or Comments by Agency at this 
Time, if any: The rule will be amended to implement 
chapter 142, Laws of 1991. The rule will indicate the 
circumstances under which refunds will be considered in 
the event of successful challenges on constitutional 
grounds. The rule will discuss procedures for obtaining 
refunds. A copy of the rule draft is available upon re- 
quest. Contact Roseanna Hodson, (206) 586—4281. 

July 25, 1991 
Les Jaster 
Rules Coordinator 


WSR 91-16-010 
PROPOSED RULES 
DEPARTMENT OF REVENUE 
[Filed July 26, 1991, 9:36 a.m.] 


Original Notice. 

Title of Rule: Amending WAC 458-20-255 Carbona- 
ted beverage and syrup tax. 

Purpose: To implement change of chapter 80, Laws of 
1991, effective June 1, 1991. 

Statutory Authority for Adoption: RCW 82.32.300. 

Statute Being Implemented: Chapter 82.64 RCW. 

Summary: Chapter 80, Laws of 1991 changed the 
carbonated beverage and syrup tax from a first posses- 
sion to a tax upon the activity of selling carbonated bev- 
erage or syrup. 

Name of Agency Personnel Responsible for Drafting 
and Implementation: Steve Zagelow, 711 Capitol Way, 
#205, Olympia, (206) 586—4291; and Enforcement: Ed 
Faker, 711 Capitol Way, #400, Olympia, (206) 753- 
5579. | 

Name of Proponent: Department of Revenue, 
governmental. Ë 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: This rule amendment implements the chapter 80, 
Laws of 1991 legislative change of the carbonated bev- 
erage and syrup tax from a possession tax to tax upon 
the activity of selling carbonated beverages and syrup. 
The act and the rule amendment requires the wholesaler 
collecting the tax to separately state the amount of the 
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tax on an instrument of sale. This rule was emergency 
adopted on May 24, 1991. 

Proposal does not change existing rules. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

The Department of Revenue has reviewed administra- 
tive provisions contained in this rule in order to lessen 
the economic impact on small businesses. 

A Small Business Economic Impact Statement is not 
required for the following reason(s): No economic im- 
pact. This rule has no identifiable administrative impact. 

Hearing Location: Evergreen Plaza Building, 2nd 
Floor Conference Room, 711 Capitol Way South, 
Olympia, WA, on September 17, 1991, at 9:30 a.m. 

Submit Written Comments to: Steve Zagelow, Sr. 
A.L.J., Department of Revenue, Interpretation and Ap- 
peals, General Administration Building, Mailstop AX— 
02, FAX 586-7603, Olympia, Washington, 98504, by 
September 17, 1991. 

Date of Intended Adoption: September 24, 1991. 

July 25, 1991 
Edward L. Faker 
Assistant Director 


AMENDATORY SECTION (Amending Order 89-13, filed 8/3/89) 


WAC 458-20-255 CARBONATED BEVERAGE AND SYRUP 
TAX. 1) INTRODUCTION. Under the provisions of chapter ((27+)) 80, 
Laws of 19((89))91, a tax (( ) is 
imposed, effective ((July)) June 1, ((+989)) 1991, upon the volume of 
carbonated beverages and syrups ((possessed)) sold at wholesale and 
retail in this state with specific credits and exemptions provided. This 
tax is an excise tax upon the ((privitege-of-possessimg)) business activi- 
ty of selling carbonated beverages or syrups in this state. It is imposed 
in addition to all other taxes of an excise or property tax nature and is 
not in lieu of any other such taxes. 


(2) DEFINITIONS. For purposes of this section the following terms 
will apply. | 

(a) "Tax" means the carbonated beverage or syrup tax imposed by 
chapter ((27-+)) 80, Laws of 19((89))91. 

(b) "Carbonated beverage" has its ordinary meaning and includes 
any nonalcoholic liquid intended for human consumption which con- 
tains carbon dioxide.. . 

(i) Thus, "carbonated beverage" includes but is not limited to soft 
drinks, "soda pop," mineral waters, seltzers, fruit juices, or any other 
nonalcoholic beverages, including carbonated waters, which are pro- 
duced for human consumption and which contain any amount of car- 
bon dioxide. 

(ii) However, "carbonated beverage" does not include bromides or 
other carbonated liquids commonly sold as pharmaceuticals. 
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((€d3)) (c) "Previously taxed carbonated beverage or syrup" means 
a carbonated beverage or syrup in respect to which a tax has been paid 
under this chapter. A "previously taxed carbonated heverage" includes 
carbonated beverages in respect to which the tax has been paid on ei- 
ther the carbonated beverage or on the syrup in the carbonated 
beverage. 

(i) Example. A retailer who produces a carbonated beverage by 
adding water and carbonation to a syrup, upon which the tax has been 
paid to and collected by a ((prror-possessor)) wholesaler((;"possesses-a 

)) incurs no addi- 
e tax liability ((аз)) because the tax has been paid upon the syrup 

((ased-in-the-production-process)) and collected by the wholesaler. 

((€)) (d) "Syrup" means a concentrated liquid which is added to 
carbonated water to produce a carbonated beverage. 

(i) Thus, "syrup" includes the concentrated liquid marketed by 
manufacturers to which the purchaser adds water and/or carbon 
dioxide, or, carbonated water to produce a carbonated beverage. 

((69)) (е) "State" means for the credit provisions of this section: 

(i) A state of the United States other than Washington, or any po- 
litical subdivision of such other state, 

(ii) The District of Columbia, and 

(iii) Any foreign country or political subdivision thereof. 

((623)) (f) Except as otherwise expressly defined in this section, the 
definitions of terms provided in chapters 82.04, 82.08, and 82.12 RCW 
apply equally for this section. Other terms not expressly defined in 
these chapters or this section are to be given their common and ordi- 
nary meanings. 

(3) TAX IMPOSITION, RATE AND MEASURE. 

(a) The tax is imposed upon the wholesale or retail business activity 
((priviłege)) of ((possessing)) selling carbonated beverages or syrups 
within this state. The tax shall be paid by the buyer to the wholesaler 
and each wholesaler shall collect the tax from the buyer unless the 
wholesaler is prohibited from collecting the tax from the buyer under 


the Constitution of this state or the Constitution or laws of the United 
States in which case the wholesaler is liable for the amount of the tax. 


The amount of the tax required to be collected by the wholesaler is a 
debt from the buyer to the wholesaler until the tax is paid by the buyer 
to the wholesaler. A wholesaler who fails or refuses to collect the tax 
with the intent to violate the provisions of this chapter or to gain some 
advantage directly or indirectly, is guilty of a misdemeanor. When a 
retailer sells carbonated beverages or uses syrup which the retailer has 
purchased from an out-of-state wholesaler who has not collected the 


tax, the retailer must report and pay the tax. 
(i) When a ((manufactureror)) bottler produces a carbonated bev- 


erage end product, the measure of the tax shall be the volume of the 
carbonated beverage ((produced)) end product sold at wholesale or re- 
tail (C )). 
(ii) Manufacturers о of syrup are taxable on the ((possesston)) busi- 

ness activity of selling syrup only when such syrup is removed from the 
production process (( 
зіюп)) and sold without further processing by them or another manu- 
facturer or bottler. 

(iii) Example. An ingredient used in the manufacturing process by a 
((manufaeturer—or)) bottler of carbonated beverages is never taxed 
even if the ingredient is a syrup. Therefore, a manufacturer of syrup 
who ((usesyor)) sells ((or-transfers-possession-of)) an ingredient to an- 
other manufacturer of syrup or a bottler, is not taxed on the ingredient 
((pessessed)) sold even if the ingredient is a syrup. The product 
((used;)) sold ((or-transferred)) is not a taxable syrup but an ingredi- 
ent in the manufacturing process. The ((wsimg-or)) purchasing manu- 
facturer or bottler is taxed upon the end product produced by such 
manufacturer of syrup or bottler, or by a contract bottler hired by him. 
Similarly, a manufacturer of syrup or bottler who receives a product 

from an out of state source for use as an ingredient in the manufac- 


turing or bottling process ((ts not taxed-on the-possesstor-of the-ingre= 


nated-beverage)) is taxed ((upom)) when the end product produced is 
sold. 

7 (b) The tax rate and measure for carbonated beverages is eighty— 
four one thousandths of a cent per ounce. The tax rate and measure 
for syrup is seventy five cents per gallon. Fractional amounts shall be 
taxed proportionally. 
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(4) ExEMPTIONS. The following are exempt from the tax: 

(a) Any successive possession of a previously taxed carbonated bev- 
erage or syrup. 

(i) In order to verify the payment of the tax, all persons selling or 
otherwise transferring possession of taxed beverages or syrup, except 
retailers, shall separately itemize the amount of the tax on the invoice, 
bill of lading, or other ((dełivery-docnment)) instrument of sale. Beer 
and wine wholesalers selling carbonated beverages or syrup upon which 
the tax has been paid and who are prohibited under RCW 68.28.010 
from having a direct or indirect financial interest in any retail business 
may, in lieu of a separate itemization of the amount of the tax, provide 
a statement on the instrument of sale that the carbonated beverage and 
syrup tax has been paid. For purposes of the payment and the itemiza- 
tion of the tax, the tax computed on standard units of a product, cases, 
liters, gallons, etc., may be stated in an amount rounded to the nearest 


cent. ((Focattow-suffieient-time-for-the-imstatlation-of-equipment-and 
procedures-recessary-to-itemize-the-tax;-the-requirement-for-itenmiza- 
tior-of-the-tax-shat take effect November +989:)) In competitive bid 


documents, the tax will be considered to not be included in the bid 
price unless the bid documents separately itemizes the tax. In either 
case, the tax must be separately itemized on the instrument of sale ex- 
cept when the separate itemization is prohibited by law. 


(ii) Any person prohibited by federal or state law, ruling or require- 
ment from itemizing the tax on an invoice, bill of lading, or other doc- 
ument of delivery shall retain the documentation necessary for verifi- 
cation of the payment of the tax. 

(iii) A subsequent ((possessor)) sale of carbonated beverages or syr- 
ups sold or delivered upon an invoice, bill of lading, or other document 
of sale which contains a separate itemization of the tax shall be exempt 
from the tax. 

(iv) However, a ((possessor)) subsequent sale of carbonated bever- 


ages or syrups sold or delivered to the subsequent seller upon an in- 
voice, bill of lading or other document of sale which does not contain a 


separate itemization of the tax is conclusively presumed to be ((the 
first-possessor-of-the)) previously untaxed carbonated beverage ог syr- 
up ((im-this-state)) and the wholesaler ((istiabte-for)) must report and 


pay the tax. The retailer must report and pay the tax when the retailer 
purchases from an out-of-state wholesaler who has not collected the 


tax. 

(v) This exemption for taxes previously paid is available for any 
person ((in-successive-possession-of-2)) selling previously taxed carbo- 
nated beverage or syrup even though the previous payment may have 
been satisfied by the use of credits or offsets available to the ((prevrous 
person in-possession) ) prior seller. 

(vi) Example. Company A sells to Company B ((brimgs)) а carbo- 
nated beverage or syrup ((into-thts-state) ) upon which it has paid a 
similar carbonated beverage or syrup tax in another state. Company A 
takes a credit against its Washington tax liability in the amount of the 
other state's tax paid. It ((then—seliscthe-substancc-to-Company- B; 
amd)) provides Company B with an invoice containing a separate item- 
ization of the tax. Company B's ((possesston)) subsequent sale is tax 
exempt even though Company A has not directly paid Washington's 
tax but has used a credit against its Washington liability. 

(b) Any carbonated beverage or syrup that is transferred to a point 
outside the state for use outside the state. 

(i) The exemption for ((possessions)) the sale of exported carbona- 
ted beverages or syrups ((for-export-sate-or use) ) may be taken by any 
((possessor)) seller within the chain of distribution of such products in 
this state. To perfect its entitlement to this exemption the ((possessor)) 
seller of such carbonated beverage or syrup must take from its buyer 
or transferee of the carbonated beverage or syrup a written certifica- 
tion in substantially the following form: 


Certificate of Tax Exempt Export Carbonated Beverages or Syrup 


I hereby certify that the carbonated beverages or syrups specified 
herein, purchased by ((or-transferred-to)) the undersigned, from (seller 
((or-transferor))), are for export for use or sale outside Washington 
state. | will become liable for and pay any carbonated beverage or syr- 
up tax due upon all or any part of such products which ((are)) is not 
so exported outside Washington state. This certificate is given with full 
knowledge of, and subject to the legally prescribed penalties for fraud 
and tax evasion. 
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Registration No. Type of Business 


((Cf-applicabic))) 
Firm Name 


Registered Name (If different) 


Authorized Signature 
Title 


Identity of Carbonated Beverages or Syrups. 
(Kind and amount by volume) 


Date 


This certificate may be used so long as some portion of the product 
is exported. ((Fransferors)) Sellers are under no obligation to verify 
the amount of the product to be exported by their ((tramsferees)) buy- 
ers providing such certificates. ((Fransferees)) Buyers providing ack 
Certificates are, however, subject to penalties and interest, for any late 
payment of tax due on products not exported. 

(ii) Each successive ((possessor)) sale of such carbonated beverages 
or syrups must, in turn, take a certification in substantially this form 
from any other person to whom such carbonated beverages or syrups 
are sold ((or-transferred-in this-state)). Failure to take and keep such 
certifications as part of its permanent records will incur carbonated 
beverage or syrup tax liability by such sellers (e em 

)) if the tax has not been previously pai 

(iii) Persons ((t )) es 
themselves export or cause the exportation of such products to persons 
outside this state for further sale or use outside this state must keep 
the proofs of actual exportation required by WAC 458-20-193((; 
Parts-^cor-€)). 

(c) Persons or activities which the state is prohibited from taxing 
under the United States Constitution are tax exempt. 

(i) This exemption extends to the U.S. Government, its agencies and 
instrumentalities, and to апу ((possessiom)) sale the taxation of which 
has been expressly reserved or preempted under ДЕ laws of the United 
States. This exemption applies only ((when)) to purchases by the 
United States, its agencies and instrumentalities((-is-the-first-possessor 
of-carbonated-beverages-or-syrup-in-this-state)). The exemption does 
not apply to persons who ((possess)) sell carbonated beverages or syr- 
ups ((for-sałe-or-delivery)) to agencies and instrumentalities of the 
United States located in this state. When the United States or its 
agencies or instrumentalities purchases carbonated beverages or syrup 
from a wholesaler who is required to collect this tax from its buyer, the 
wholesaler itself is liable for, and must report and pay, the tax on the 
volume of product sold to the United States or its agencies or 


instrumentalities. 


(Сен 


(d) The ((possesston)) sale of any carbonated beverages or syrups 
prior to ((Этзіу-Қ-3989)) June 1, 1991 is tax exempt. Sales of carbona- 
ted beverages and syrups after June 1, 1991 are exempt if carbonated 
beverage and syrup possession tax has been paid on the product. (CFhrs 
a ; 2 - ; i Е i А 


beverages-or-syrups-on-hand-on—hity31731989-when-the-tax-first-takes 
Beet һе id } К ki А 
((69)) It is the intent, under the law, that this exemption will apply 
to the carbonated beverages or syrups throughout tlieir succeeding 
chain of distribution((-m-the-possession-of amy persom;)) for the life of 


those carbonated beverages or syrups. That is, carbonated beverages or 
syrups already possessed as of ((J1me—30,-1989)) May 31, 1991 and 
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upon which the possession carbonated beverage and syrup tax has been 
paid will not incur another tax liability ((i 


soratanytime)) u upon the sale of the product after May 31, 1991. 


i dowe thats d ) 

(е) Any sale at wholesale of а trademarked carbonated beverage or 
syrup by any person to a person commonly known as a bottler who is 
appointed by the owner of the trademark to manufacture, distribute 
and sell such trademarked carbonated beverage within a specific geo- 


graphic territory. 
(5) cREDIT. Credit shall be allowed against the taxes imposed in this 


section for any carbonated beverage or syrup tax paid to another state 
with respect to the same carbonated beverage or syrup. The amount of 
the credit shall not exceed the tax liability arising under this chapter 
with respect to that carbonated beverage or syrup. 

(a) "Carbonated beverage or syrup tax" means a tax: 

(i) That is imposed on the ((act-or-privitege-of-possessing)) sale at sale at 
wholesale of carbonated beverages or syrup and is not generally im- im- 
posed on other activities or privileges; and 

(ii) That is measured by the value or volume of the carbonated bev- 
erage or syrup ((possessed)). 

(b) In order for this credit to apply, the other state's tax must be 
significantly similar to Washington's tax in all its various respects. The 
taxable incident must be ((possessimg)) the wholesale sale of carbona- 
ted beverages or syrups without deductions for costs of doing business, 
such that the other state's tax does not constitute an income tax or 
added value tax. 

(c) This credit may be taken for the amount of any other state's 
qualifying tax which has actually been paid as a result of the same 
carbonated beverage or syrup being previously ((possessed)) sold by 
the same person in another taxing jurisdiction before Washington 
State's tax is incurred. 

(d) The amount of credit is limited to the amount of tax paid in this 
state upon ((possession)) the wholesale sale of the same carbonated 
beverage or syrup in this state. Also, the credit may not be applied 
against any tax paid or owed in this state other than the carbonated 
beverage tax imposed by chapter ((27+)) 80, Laws of ((+989)) 1991. 


e m NT REALIA 


((ӨЗ)) (6) HOW AND WHEN TO PAY TAX. 

(a) The tax must be reported on a special line of the combined ex- 
cise tax return designated "carbonated beverage or syrup". The volume 
reported shall be the net volume subject to tax, i.e., the gross volume 
((possessed)) sold less volume exempt. 

(b) The tax is due for payment together with the timely filing of the 
return upon which it is reported, covering the tax reporting period 
during which the carbonated beverage or syrup is ((ftrst—possessed 
withirr-this-state)) sold. ((A&ny-person-who-is-mot-expressty-exempt-of 
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thatearbonated-beverage-or-syrup; птизі-терот-апі-рау-с-+ах:)) 

(i) A wholesaler making a wholesale sale of carbonated beverage or 
syrup in this state must collect the tax from the buyer and report and 
pay it to the department. The buyer is not obligated to report or pay 
the tax. 

(ii) A retailer making a retail sale in this state of carbonated bever- 
age or syrup purchased from an out-of-state wholesaler who has not 
collected the tax must collect the tax from the buyer and report and 
pay it to the department. The buyer is not obligated to report or pay 


the tax. 
(c) The taxable incident or event is the ((possessron)) sale of the 
carbonated beverage or syrup. Tax is due for payment by the first 


((possessor)) seller, whether wholesaler or retailer, of carbonated bev- 


erage or syrup upon which the tax has not been paid ((im-this-state 
whether—or-not-the-carbonated-beverage—or-syrup—has—been—sotd—or 


f К hetherzif-soid tl } bui idi 
от-т-ҒеН)). It is the intent of the law that all carbonated beverages or 
syrups sold in this state should incur this tax liability only once unless 
they are expressly exempt. 

(d) Various circumstances may arise whereby a person will sell car- 
bonated beverages or syrups in this state, some of which have been 
previously taxed in this or other states and some of which may not. In 
such cases formulary tax reporting may be used, only after receipt of a 

special ruling issued by the department of revenue authorizing such 
formulary reporting. 

( (4) Бреста provision for-mamufacturers, bottlers-and-wholesaters: 


:)) 

(Өз) (7) HOW AND WHEN TO CLAIM CREDIT. Any tax credit avail- 
able to the taxpayer should be claimed and offset against tax liability 
reported on the same excise tax return when possible. The tax return 
form provides a line for reporting tax on carbonated beverages and 
syrups and the credit shall be taken on the line for taking "other cred- 
its" as an offset against the tax reported. A statement showing the 
computation of the credit must be provided. It is not required that any 
other documents or other evidences of entitlement to credits be sub- 
mitted with the report. Such proofs must be retained in permanent re- 
cords for the purpose of verification of credits taken. 


(((9)-e&RBONXTED-BEVERAGES-OR-STRUPSCON-CONSIGNNIENT—CoT- 


leen herf E isitiom-)) 

(8) NOTICE TO CONSUMERS BY RETAILERS THAT PURCHASE PRICE IN- 
CLUDES WASHINGTON DRUG FUND TAX. Chapter 80, Laws of 1991 au- 
thorizes the voluntary posting or print advertising by certain retailers 
that the price of the product includes the Washington Drug Fund Tax. 
The intent of this voluntary program is to increase public and consum- 
er awareness of the state's drug problem and its enforcement measures. 
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((€+H)) (9) ADMINISTRATIVE PROVISIONS. The provisions of chapters 
82.32 and 82.04 RCW regarding due dates, reporting periods, tax re- 
turn requirements, interest and penalties, tax audits and limitations, 
disputes and appeals, and all such general administrative provisions 
apply equally to the carbonated beverage or syrup tax. 


Reviser's note: RCW 34.05.395 requires the use of underlining and 
deletion marks to indicate amendments to existing rules. The rule pub- 
lished above varies from its predecessor in certain respects not indicat- 
ed by the use of these markings. 


WSR 91-16-011 
` PERMANENT RULES 
SUPERINTENDENT OF 
PUBLIC INSTRUCTION 
[Order 91-12—Filed July 26, 1991, 10:45 a.m.] 


Date of Adoption: July 26, 1991. 

Purpose: To update RCW references. 

Citation of Existing Rules Affected by this Order: 
Amending WAC 392-140-336, 392-140-337, 392-192- 
005, 392-192-040, 392-191-001 — 392-191-085, 392- 
127-004 — 392-127-011, and 392-142-005 — 392-142- 
250. 

Statutory Authority for Adoption: HB 2276, chapter 
33, Laws of 1990. 

Pursuant to notice filed as WSR 91-12-006 on Мау 
28, 1991. 

Effective Date of Rule: Thirty-one days after filing. 

July 26, 1991 
Judith A. Billings 
Superintendent of 
Public Instruction 


AMENDATORY SECTION (mendis Order 10, 
filed 6/1/90, effective 7/2/90) 


WAC 392-127-004 AUTHORITY. The authority 
for this chapter is RCW ((28A-4+78)) 28A.150.290(1) 
which empowers the superintendent of public instruction 
to make such rules and regulations as are necessary for 
the administration of chapter ((28A4)) 284.150 
RCW, including RCW ((28A-4+H6)) 28A.150.100(2) 
which sets forth for each school district as a minimum, a 
ratio in the basic education program of forty-six certifi- 
cated instructional staff per one thousand annual aver- 
age full-time equivalent students. 


AMENDATORY SECTION (Amending Order 10, 
filed 6/1/90, effective 7/2/90) 


WAC 392-127-006 PURPOSE. The purpose of 
this chapter is to set forth the policies and procedures 
used by the superintendent of public instruction to de- 
termine the following: 

(1) Compliance of school districts with the statutory 
ratio of certificated instructional staff per one thousand 


full-time equivalent students in kindergarten through 
twelfth grade set forth in RCW ((28A—++-++9)) 


28A.150.100(2). 


(2) The monetary penalty associated with not main- 
taining this ratio. 
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AMENDATORY SECTION (Amending Order 10, 
filed 6/1/90, effective 7/2/90) 


WAC 392-127-011 OTHER RATIO REQUIRE- 
MENTS. School districts are advised that compliance 
with this chapter does not ensure compliance with the 
following statutes: 

(1) RCW ((28А-4-+30)) 28A.150.250, which re- 
quires that the ratio of students per classroom teacher in 
kindergarten through third grade be no greater than the 
ratio of students per classroom teacher in fourth through 
twelfth grade. 

(2) Section 502(10), chapter 19, Laws of 1989 154 ex. 
sess. (uncodified), (Omnibus Appropriations Act) which 
sets forth a staffing and funding process to increase cer- 
tificated instructional staff ratios in kindergarten 
through third grade to a level greater than that provided 
in statute. 


AMENDATORY SECTION (Amending Order 13, 
filed 6/1/90, effective 7/2/90) 


WAC 392-140-336 1989-90 THROUGH 1993-94 
SCHOOL YEAR ENROLLMENT OF RETURNING 
HIGH SCHOOL STUDENTS—APPLICABLE PRO- 
VISIONS AND AUTHORITY. The provisions of 
WAC 392-140-336 through 392-140-338 apply to en- 
rollment of high school students for the 1989—90 
through 1993—94 school years as identified in RCW 
((28А-+20-092)) 28A.175.090. The authority for WAC 
392-140-336 through 392-140-901 is RCW ((28A= 
-120.800)) 28A.630.810 directing the superintendent of 
public instruction to adopt rules and regulations as nec- 
essary to carry out RCW ((284-120:092)) 284.175.090. 


AMENDATORY SECTION (Amending Order 13, 
filed 6/1/90, effective 7/2/90) 


WAC 392-140-337 1989-90 THROUGH 1993-94 
SCHOOL YEAR ENROLLMENT OF RETURNING 
HIGH SCHOOL STUDENTS—AUTHORITY TO 
REPORT FOR APPORTIONMENT PURPOSES. 
School districts are authorized to report those nonresi- 
dent high school students enrolled pursuant to RCW 
((284-120-092)) 28A.175.090 according to those proce- 
dures authorized in chapters 392-121, 392-122, and 
392-141 WAC. 


AMENDATORY SECTION (Amending Order 21, 
filed 1/2/90, effective 2/2/90) 


WAC 392-142-005 AUTHORITY. The authority 
for this chapter is RCW ((28А-43-170)) 284.160.140 
which authorizes the superintendent of public instruction 
to adopt rules and regulations for the proper adminis- 
tration of chapter ((28A-4+)) 284.160 RCW, which in- 
cludes state depreciation and replacement payments for 
school buses as specified in RCW ((28А-4+:540)) 
284.160.200. 


AMENDATORY SECTION (Amending Order 21, 
filed 1/2/90, effective 2/2/90) 


WAC 392-142-095 DEFINITION—STATE SUP- 
PORTED SPECIFICATIONS. As used in this chapter, 
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"state supported specifications," means the specifications 
developed pursuant to chapter 392-143 WAC (Trans- 
portation—Specifications for school buses) plus added 
equipment, components, or requirements judged by the 
advisory committee formed pursuant to RCW ((28А-Н= 
-540)) 284.160.200 to produce minimum long-range 
operating costs and to accommodate transportation of 
students with handicapping conditions. 


AMENDATORY SECTION (Amending Order 21, 
filed 1/2/90, effective 2/2/90) 


WAC 392-142-235 ALLOCATION OF STATE 
DEPRECIATION PAYMENT FOR SCHOOL BUS- 
ES PURCHASED AFTER SEPTEMBER 1, 1975, 
AND BEFORE SEPTEMBER 1, 1982. The superin- 
tendent of public instruction shall apportion each school 
district's annual school bus depreciation payment as cal- 
culated in WAC 392-142-230 according to the schedule 
set forth in RCW ((28А-48-0+9)) 284.510.250. 


AMENDATORY SECTION (Amending Order 21, 
filed 1/2/90, effective 2/2/90) 


WAC 392-142-250 ALLOCATION OF STATE 
DEPRECIATION PAYMENT SUPPORT—SCHOOL 
BUSES PURCHASED AFTER SEPTEMBER 1, 1982. 
The superintendent of public instruction shall apportion 
school bus depreciation payments each school year 
calculated: 

(1) Pursuant to WAC 392-142-235 in: 

(a) The September apportionment payment for those 
school buses issued school bus operating permits in prior 
school years; or 

(b) The first apportionment payment after the issu- 
ance of the school bus operating permit for school buses 
purchased in the current school year; 

(2) Pursuant to WAC 392-142-240 according to the 
schedule set forth in RCW ((28:48-019)) 284.510.250. 


AMENDATORY SECTION (Amending Order 20, 
filed 1/2/90, effective 2/2/90) 


WAC 392-191-001 AUTHORITY. The general 
authority for this chapter is RCW ((28А-67-065)) 
284.405.100 which authorizes the superintendent of 
public instruction to adopt minimum criteria for the 
evaluation by districts of the professional performance 
capabilities and development of certificated classroom 
teachers and certificated support personnel. This general 
authority is supplemented by RCW ((28А-67:225)) 
28A.405.150 which authorizes the superintendent of 
public instruction to develop minimum procedural stan- 
dards for evaluation of certificated classroom teachers 
and certificated support personnel conducted pursuant to 
RCW ((284-67-065)) 284.405.100. 


AMENDATORY SECTION (Amending Order 41, 
filed 11/2/90, effective 12/3/90) 


WAC 392-191-007 EVALUATION REQUIRE- 
MENTS. Local school districts shall establish and im- 
plement on or before September 1, 1991, an evaluation 
program consisting of the following: 
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(1) Evaluation criteria meeting the minimum stan- 
dards specified in WAC 392-191-010 and 392-191-020; 

(2) Evaluation procedures meeting the minimum 
standards specified in WAC 392-191-025 through 392- 
191-045; 

(3) Evaluation criteria and procedures as specified in 
RCW ((28А-67:225)) 28A.405.100 and ((28A-67-065)) 
28A.405.150; 

(4) Additional criteria and procedural standards as 
may be established pursuant to the bargaining process 
set forth in chapter 41.59 RCW. 


AMENDATORY SECTION (Amending Order 41, 
filed 11/2/90, effective 12/3/90) 


WAC 392-191-030 MINIMUM PROCEDURAL 
STANDARDS—FREQUENCY OF EVALUATION. 
Each school year the frequency of evaluation shall be: 

(1) All classroom teachers and certificated support 
personnel shall be observed for the purposes of evalua- 
tion at least twice in the performance of their assigned 
duties. 

(2) At least one observation shall be a minimum of 
thirty minutes. 

(3) New employees shall be observed at least once for 
a total observation time of thirty minutes during the first 
ninety calendar days of their employment period. 

(4) Total observation time for each employee for each 
school year shall be not less that sixty minutes: PRO- 
VIDED, That after an employee has four years of satis- 
factory evaluations, a school district may use a short 
form of evaluation pursuant to RCW ((28А-67-065)) 
28A.405.100(5). 


AMENDATORY SECTION (Amending Order 41, 
filed 11/2/90, effective 12/3/90) 


WAC 392-191-035 MINIMUM PROCEDURAL 
STANDARDS—CONDUCT OF THE EVALUA- 
TION. The conduct of the evaluation of classroom 
teachers and certificated support personnel shall include, 
at a minimum, the following: 

(1) Observation and written comment pursuant to 
RCW ((284:67.065)) 284.405.100 by the principal or 
his/her designee at the school to which the certificated 
employee is assigned. 

(2) The opportunity for the employee to attach writ- 
ten comments to his/her evaluation report. 

(3) For certificated classroom teachers, the minimum 
criteria set forth in WAC 392-191—010; and for certifi- 
cated support personnel the minimum criteria set forth 
in WAC 392-191—020. Nothing in this chapter shall be 
construed to prohibit a local school district from devel- 
oping an evaluation instrument which contains criteria in 
excess of those established by the superintendent of pub- 

. lic instruction. 

(4) When appropriate, suggestions for improvement 
should be part of the principal's or his/her designee's 
comments. 


113] 


WSR 91-16-011 


AMENDATORY SECTION (Amending Order 41, 
filed 11/2/90, effective 12/3/90) 


WAC 392-191-040 MINIMUM PROCEDURAL 
STANDARDS—PROCEDURES TO BE USED IN 
MAKING EVALUATIONS. The following procedures 
shall be used in making evaluations: 

(1) The procedures stipulated т RCW ((28A-67- 
:065)) 284.405.100 shall be used by principals or their 
designees conducting evaluations of certificated class- 
room teachers and certificated support personnel. 

(2) Following each observation, or series of observa- 
tions, the principal or his/her designee shall promptly 
document the results of the evaluation in writing, and 
shall provide the employee with a copy thereof within 
three days after such report is prepared. 

(3) Each classroom teacher and each certificated sup- 
port person shall have the opportunity for a minimum of 
two confidential conferences during each school year 
with his/her principal or principal's designee either fol- 
lowing receipt of the written evaluation results, or at a 
time mutually satisfactory to the participants. The sole 
purpose of each such conference shall be to provide ad- 
ditional information to aid the principal or his or her 
designee in evaluating the teacher or certificated support 
person (e.g. providing direction, assistance, guidance, 
encouragement to the employee). 

(4) If other evaluators are used, additional procedures 
may be adopted pursuant to local policy. 


AMENDATORY SECTION (Amending Order 20, 
filed 1/2/90, effective 2/2/90) 


WAC 392-191-075 PROFESSIONAL GROWTH 
COMPONENT—COMMITTEE MEMBERSHIP. 
Each local school district shall establish in accordance 
with local district policy a professional growth 
planning/review committee which shall include, at a 
minimum, representatives of the following groups: 

(1) Certificated classroom teachers. A minimum of 
one teacher from the К-8 level and one teacher from the 
high school level if the local school district provides edu- 
cation services to any grades beyond the sixth grade. 

(2) Certificated support personnel. A minimum of one 
itinerant staff person, if the school district employs itin- 
erant personnel, and a minimum of one other represen- 
tative of counseling, assessment, library and/or other 
certificated support staff, if the school district employs 
nonitinerant certificated support staff. 

(3) Central office administrators. A minimum of one 
representative. 

(4) Building level administrators. A minimum of one 
administrator from the K-8 level and one administrator 
from the high school level if the local school district 
provides education services to any grades beyond the 
sixth grade. 

(5) Additional persons. Local school districts may add 
additional members to the committee. 

(6) PROVIDED, That the local school district com- 
mittee established under the In-Service Training Act of 
1977—Administration of funds—Rules—Requirements 
for local districts—In-Service training task force, RCW 
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((28A-74-210)) 28А .415.040, may be used by the school 
district as the professional growth committee. 


AMENDATORY SECTION (Amending Order 20, 
filed 1/2/90, effective 2/2/90) 


WAC 392-191-085 PROFESSIONAL GROWTH 
COMPONENT—SHORT FORM OF EVALUA- 
TION. Nothing in the professional growth component 
shall preclude a district from combining the short form 
of evaluation, RCW ((28А-67-065)) 28А.405.100, with 
its professional growth models. 


AMENDATORY SECTION (Amending Order 42, 
filed 11/2/90, effective 12/3/90) 


WAC 392-192-005 AUTHORITY. The authority 
for these standards is RCW  ((284-67-225)) 
28A.405.150 which authorizes the superintendent of 
public instruction to develop minimum procedural stan- 
dards for evaluation of certificated classroom teachers 
and certified support personnel conducted pursuant to 
RCW ((284-67-065)) 284.405.100. 


AMENDATORY SECTION (Amending Order 42, 
filed 11/2/90, effective 12/3/90) 


WAC 392-192-040 PROFESSIONAL GROWTH 
PROGRAM—COMMITTEE. Each district shall estab- 
lish a professional growth committee which shall develop 
the district's professional growth program in accordance 
with the procedures in this chapter. The professional 
growth committee shall include, at a minimum, repre- 
sentatives of the following groups: 

(1) Certificated classroom teachers. A minimum of 
one teacher from the К—8 level and one teacher from the 
high school level if the local school district provides edu- 
cation services to students K-12. 

(2) Certificated support personnel. A minimum of one 
itinerant staff person, if the school district employs itin- 
erant personnel, and a minimum of one other represen- 
tative of counseling, assessment, library and/or other 
certificated support staff, if the school district employs 
nonitinerant certificated support staff. 

(3) Central office administrators. A minimum of one 
representative. 

(4) Building level administrators. A minimum of one 
administrator from the K-8 level and one administrator 
from the high school level if the local school district 
provides education services to students K-12. 

(5) Additional persons, if the local school district so 
desires. 

(6) PROVIDED, That the local school district com- 
mittee established under the In-Service Training Act, 
RCW ((28&-71:210)) 284.415.040, may be used by the 
School district as the professional growth committee. 
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WSR 91-16-012 
PROPOSED RULES 
OFFICE OF 
INSURANCE COMMISSIONER 
[Filed July 26, 1991, 11:09 a.m.] 


Continuance of WSR 91-13-076. 
Title of Rule: Amendments to the Washington health 
insurance access (high risk health pool) regulation. 
Other Identifying Information: Insurance Commis- 
sioner Matter No. R 91-4. 
Date of Intended Adoption: August 1, 1991. 
July 26, 1991 
Melodie Bankers 
Assistant Deputy Commissioner 
for Dick Marquardt 
Insurance Commissioner 


WSR 91-16-013 
PROPOSED RULES 
DEPARTMENT OF 
SOCIAL AND HEALTH SERVICES 
(Institutions) 

[Filed July 26, 1991, 3:50 p.m.] 


Original Notice. 

Title of Rule: WAC 275—54—290 Patient rights; and 
275-55—241 Rights of patient. 

Purpose: This revision clarifies procedures for mental 
health providers to follow relating to the involuntary ad- 
ministration of antipsychotic medications. 

Statutory Authority for Adoption: Chapter 105, Laws 
of 1991. 

Statute Being Implemented: Chapter 105, Laws of 
199]. 

Summary: Individuals maintain the right to make an 
informed decision regarding the use of antipsychotic 
medications. These proposed rules outline the circum- 
stances under which antipsychotic medications may be 
administered over the person's objection or lack of 
consent. 

Reasons Supporting Proposal: To implement ESSB 
5672 relating to the involuntary administration of anti- 
psychotic medications. 

Name of Agency Personnel Responsible for Drafting, 
Implementation and Enforcement: Kathy Burns, Mental 
Health, 753-0639. 

Name of Proponent: Department of Social and Health 
Services, governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: Same as above. 

Proposal Changes the Following Existing Rules: See 
above. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Location: OB-2 Auditorium, 12th and 
Franklin, Olympia, Washington, on September 10, 1991, 
at 10:00 a.m. 
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Submit Written Comments to: Troyce Warner, Chief, 
Office of Issuances, Department of Social and Health 
Services, Mailstop 45805, Olympia, Washington 98504, 
by September 10, 1991. 

Date of Intended Adoption: September 24, 1991. 

July 26, 1991 
Rosemary Carr 

Acting Director 
Administrative Services 


AMENDATORY SECTION (Amending Order 2323, filed 12/23/85) 


WAC 275-54—290 PATIENT RIGHTS. Absent a risk to self or 
others, minors treated under this chapter have the following rights, 
which shall be prominently posted in the evaluation and treatment 
facility: 

(1) To wear their own clothes and to keep and use personal 
possessions; 

(2) To keep and be allowed to spend a reasonable sum of their own 
money for canteen expenses and small purchases; 

(3) To have individual storage space for private use; 

(4) To have visitors at reasonable times; 

(5) To have reasonable access to a telephone, both to make and re- 
ceive confidential calls; 

(6) To have ready access to letter-writing materials, including 
stamps, and to send and receive uncensored correspondence through 
the mail; 

(7) To discuss treatment plans and decisions with mental health 
professionals; 

(8) To have the right to adequate care and individualized treatment; 


(9) Not to consent to the administration of antipsychotic medica- 


tions or the performance of electroconvulsive treatment or surgery, 
(0 unless the procedures below аге followed: 

(a) Emergency life-saving surgery((;-upor-trm-or-her.-and-not-to 
have—etectroconvulsive-treatment-or)) may be performed; however, 


nonemergency surgery ((i )) may 


Tr-such-cireumstaneceamtesscordered-by 
only be provided involuntarily upon an order of the court ((pursuant-to 


ajuditetat-hearmrem-which) ); 

(b) Antipsychotic medications may be administered involuntarily for 
up to thirty days if a nontreating physician concurs with the treating 
physician's decision to medicate. Thereafter, antipsychotic medications 
may be administered involuntarily only upon an order of the court; 

(c) Electronconvulsive treatment may be administered involuntarily 
upon an order of the court; 

(d) In any court proceeding the minor ((is)) must be present and 


represented by counsel, and the court shall appoint a psychiatrist, psy- 
chologist, or physician designated by the minor or the minor's counsel 
to testify on behalf of the minor. The minor's parent may exercise this 
right on the minor's behalf, and must be informed of any impending 
treatment; 

(10) Not to have psychosurgery performed on ((him-or-her)) the 
minor under any circumstances. 


Reviser's note: The spelling error in the above section occurred іп 
the copy filed by the agency and appears in the Register pursuant to 
the requirements of RCW 34.08.040. 


AMENDATORY SECTION (Amending Order 1775, filed 3/11/82) 


WAC 275-55-241 RIGHTS OF PATIENT. Any agency, facility, 
or component providing services defined in this chapter to persons with 
a mental disorder shall not withhold from any patient the following 
rights((and)). The facility shall prominently post a list of such rights 
((shatt-be-prominentty-posted)) within the department or ward where 
Such person is housed if the person is an inpatient or receiving services 
from an emergency component. Outpatient facilities or components 
shall prominently post a list of such rights drawn from the following as 
are appropriate to an outpatient facility or component((;)) and such 
list ((to)) shall be posted within the reception area. The agency, facili- 
ty, or component shall ((speerficaity)) ensure, unless an imminent dan- 
ger to the ((imdividwat)) person or others would result, each patient 
shall have the rights listed in subsection (1)(a), ((€0)) (j), ((09)) (1), 
(()) (р), (2)(a), (b), (3)(a). (с), (d), (f). and (g) of this section. 

(1) Rights of all patients. All patients shall have the right: 
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(а) ((Fhe-right)) Not to be restrained from sending written commu- 
nications of the fact of the patient" 5 detention, commitment, or admis- 
sion((; 

). The facility, director, or ((his 
or-her)) the facility's designee((:)) shall mail such written communica- 


tion to the person to whom addressed; 

(b) ((Fhe—right)) То adequate 
treatment((:)); 

(c) ((Fhe-right)) To make an informed decision regarding the use of 
antipsychotic medication. Documentation shall be entered in the medi- 
cal record of the physician's attempt to obtain informed consent and 
the reasons why antipsychotic medication is being administered over 
the patient's objection or lack of consent. The physician may adminis- 
ter antipsychotic medications over the patient's objection or lack of 
consent: 

(i) When an emergency exists, provided there is a review of this de- 
cision within twenty-four hours. An emergency exists if: 

(A) The patient presents an imminent likelihood of serious harm to 
self or others; and 

(B) Medically acceptable alternatives to administration of antipsy- 
chotic medications are not available or are unlikely to be successful; 
and 

(C) In the opinion of the physician, the patient's condition consti- 
tutes an emergency requiring that treatment be instituted before ob- 
taining a second medical opinion. 

(ii) For short-term treatment up to thirty days, provided there is an 
additional concurring medical opinion approving medication. 

(iii) For continued treatment beyond thirty days through the hearing 
on any petition filed under RCW 71.05.370(7), provided the facility 
director or director's designee reviews the decision to medicate a pa- 
tient. The director's review shall occur at least every sixty days. 

(iv) Petitions for antipsychotic medications filed under the authority 
of RCW 71.05.370(7) shall be signed by an examining physician. All 
involuntary medication orders shall be consistent with the provisions of 
RCW 71.05.370 (7)(a) through (c), whether ordered by either a phy- 


sician or the court. 

(d) To wear ((hrs-or-her)) the patient's own clothes and to keep and 
use ((hts-or-her)) the patient's own personal possessions, except when 
deprivation of same is essential to the protection and safety of the pa- 
tient or other persons((—(d)-Fhe-right)); 

(e) To keep and be allowed to spend a reasonable sum of ((%15-от 
her)) the patient's own money((-te}-Fhetight)); 

(0 To access to individual storage space for ((his-or-her)) the pa- 
tient's own private use((—tf)-Fhe-right)); 

(g) (g) To have visitors at reasonable times((—g)-Fhe-right)); 

(h) To have reasonable access to a telephone, both to make and re- 
ceive confidential calls((—(y-The-rrght)); 

(i) To have ready access to letter writing material, including stamps, 
and to send and receive uncensored correspondence through the 
mails ((—t)-Fheight)); 

(j) Not to consent to the performance of ((shock-treatment)) elec- 
troconvulsive therapy or surgery, except emergency life-saving surgery, 
upon ((hrm-or-her)) the patient, and not to have ((shock-treatment)) 
electroconvulsive therapy or nonemergency surgery in such circum- 
stances unless ordered by a court ((purswant-to)) under a judicial 
hearing where: 

(i) The patient is present and represented by counsel((;)); and 

(ii) The court appoints a psychiatrist, psychologist, or physician des- 
ignated by such patient or ((hrs-or+rer)) the patient's counsel to testify 
on behalf of the patient((—tReference)) as described under RCW 71- 
:05.210, 71.05.370, and 71.05.380((3-Ө3-Ғһе-ттрһ4)). 

(k) To dispose of property and sign contracts unless the patient has 
been adjudicated ((an)) as incompetent in a court proceeding directed 


to the particular issue((—k)-Fhe-right)); 


(1) Not to have psychosurgery performed under any circumstances((- 


care and individualized 


(m) To object to detention 7 „request release through writ of habeas 
corpus((—€mr)-Ne-person-shatt 

(n) To maintain the right a "be presumed ((imcompetent-er)) com- 
petent and not lose any civil rights as a consequence of SA eval- 
uation or treatment for a mental disorder((—(m)-Fhe-right)); 

(о) Of access to attorneys, courts, and other legal redress((—€o)-Fhe 
right); 

(p) To have all information and records compiled, obtained, or 
maintained in the course of receiving services kept confidential, ((pur- 
suant-to)) under the provisions of RCW 71.05.390 through 71.05.420. 
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(2) Rights of all voluntary patients. All voluntary patients shall have 
the right to: 

(a) (CFhe-right-to)) Release, unless involuntary commitment pro- 
ceedings are initiated. Specific patients' rights to release are as follows: 
(i) Adult patient, no guardian — Release at request of patient((:)); 

(ii) Adult admitted by guardian — Release at request of guardian or 
patient((:)); 

(iii) Minor, thirteen years of age or under — Release at request of 
parent(s), conservator, guardian, or other person entitled to 
custody((:)); 

(iv) Minor, fourteen years of age or over — Release upon request of 
both minor and ((hrs—or—her)) the minor's parent(s), conservator, 
guardian, or other person entitled to custody. If requested by minor 
only, release on next judicial day. 

(b) (CFhe-right-to)) A review of condition and status at least each 
one hundred and eighty days((—Reference)) as required under RCW 
71.05.050, 71.05.380, and 72.23.070((amd-7-05-3803)). 

(3) ((Rights-of)) All involuntary patients shall: 

(a) Unless released within seventy-two hours as defined ((by)) un- 
der WAC 275-55-020(21), ((at-invotuntary—adtit—patients)) have a 
right to a judicial hearing not more than seventy-two hours, as defined, 
after initial detention to determine whether probable cause exists to 
detain such patient after seventy-two hours for a further period up to 
fourteen days((:)); 

(b) Have the right to: 

(i) Communicate immediately with an attorney((;)) and, if indigent, 
the right to have an attorney appointed to represent the patient before 
and at such hearing((;)); and ((the-right-to)) 

(ii) Be told the name and address of the attorney appointed((:)); 

(c) Have the right to remain silent((:)); 

(d) Have the right to be told statements the patient makes may be 
used in the involuntary proceedings((:)); 

(e) Have the right to present evidence and to cross-examine wit- 
nesses testifying against the patient at the probable cause hearing((:)); 

(f) Have the right to refuse medication beginning twenty-four hours 
((prior-to)) before any court proceeding wherein the patient has the 
right to attend and which bears upon the continued commitment of the 
patient((:)); 

(g) When taken into custody by a peace officer and then placed in a 
facility without prior authorization by the county-designated mental 
health professional, the involuntary patient shall be: 

(i) Examined by a mental health professional within three hours of 
the patient's arrival((;)); and ((shati-be)) 

(ii) Released within twelve hours unless the county-designated men- 
tal health professional files a supplemental petition for initial detention 
and the detained person receives a copy((—¢Referenee)) as described 
under RCW 71.05.150(5)(0)). 


WSR 91-16-014 
PROPOSED RULES 
DEPARTMENT OF 
SOCIAL AND HEALTH SERVICES 
(Public Assistance) 

[Filed July 26, 1991, 3:53 p.m.] 


Original Notice. 

Title of Rule: WAC 388-33-135 Effective date of 
change in eligibility. 

Purpose: To implement SHB 1052 passed by 1991 
state legislature, which amended RCW 74.04.005. It ex- 
tends the general assistance to pregnant women program 
(GA-S) eligibility from six weeks following the birth of 
a child that is relinquished for adoption to the end of the 
month in which the six week period ends. 

Statutory Authority for Adoption: Chapter 126, Laws 
of 1991. 

Statute Being Implemented: Chapter 126, Laws of 
1991. 

Summary: For GA-S and AFDC recipients, this 
amendment extends the eligibility period for recipients 
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whose eligibility is based on the relinquishment of their 
only child for adoption. This amendment extends the el- 
igibility period from six weeks following the birth of the 
child to the end of the month in which the six week pe- 
riod ends. 

Reasons Supporting Proposal: This rule amendment is 
necessary to amend RCW 74.04.005 to extend the GA- 
S program and clarify program eligibility. The intent of 
the bill was to clarify the intent of the original legisla- 
tion to continue general assistance only to women who 
relinquish their child for adoption. It also changed the 
language to extend eligibility under this criteria from six 
weeks following the birth of the child to the end of the 
month in which the six week period ends for ease of 
administration. 

Name of Agency Personnel Responsible for Drafting, 
Implementation and Enforcement: Rose Mary Micheli, 
Income Assistance, 586-3913. 

Name of Proponent: Department of Social and Health 
Services, governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: Same as above. 

Proposal Changes the Following Existing Rules: See 
above. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Location: OB-2 Auditorium, 12th and 
Franklin, Olympia, Washington, on September 10, 1991, 
at 10:00 a.m. 

Submit Written Comments to: Troyce Warner, Chief, 
Office of Issuances, Department of Social and Health 
Services, Mailstop 45805, Olympia, Washington 98504, 
by September 10, 1991. 

Date of Intended Adoption: September 24, 199]. 

July 26, 1991 
Rosemary Carr 

Acting Director 
Administrative Services 


AMENDATORY SECTION (Amending Order 3045, filed 8/1/90, 
effective 9/1/90) 


WAC 388-33-135 EFFECTIVE DATE OF CHANGE IN ELI- 
GIBILITY. (1) A change in circumstances is any change affecting eli- 
gibility or continued payment of the grant previously authorized. 

(2) When a change in income including the receipt of a lump-sum 
payment causes ineligibility for more than one month, the recipient 
Shall be ineligible effective the first day of the month of receipt. All 
assistance the recipient receives shall be an overpayment and subject to 
recovery under chapter 388-44 WAC. 

(3) If the change causes ineligibility for one month only, refer to 
WAC 388-33-355. 

(4) Except as provided in subsection (5) of this section, when a 
change of circumstances other than increased income renders the as- 
sistance unit or any member of the assistance unit ineligible, the effec- 
tive date of the recipient's ineligibility shall be the first day of the 
month following the month in which the change occurred. For ineligi- 
bility of striking workers, see WAC 388—24-042. 

(5) Effective ((31e7,-1990.—when-a )) July 28, 1991, the effective 

date of ineligibility for a a recipient of ((&FB€-or)) general assistance 
based on (( )) 
the relinquishment of a child for adoption, ((the-effective-date-of-the 


)) as described under МАС 388-37-030(3), 


reciprentis-inelrgibrity 
shall be the first day of the month following the month in which the 
period of six weeks following the date of the birth of the child ((as-de= 


scribed-under-W A€-388—37-030(33)) ends. 
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WSR 91-16-015 
PROPOSED RULES 
DEPARTMENT OF 
SOCIAL AND HEALTH SERVICES 
(Public Assistance) 

[Filed July 26, 1991, 3:55 p.m.] 


Original Notice. 

Title of Rule: New WAC 388-37—029 General assist- 
ance retrospective budgeting supplement for AFDC or 
FIP recipients. 

Purpose: To implement ESHB 1330 passed by the 
legislature which made appropriations and authorized 
expenditures for the fiscal biennium ending January 30, 
1993. The bill appropriated funds to administer a retro- 
spective budgeting supplement for recipients of AFDC 
who suffer a two-month lag in receiving an assistance 
increase when they experience a loss of income below the 
payment standard due to reduced or lost wages. 

Statutory Authority for Adoption: Chapter 16, Laws 
of 1991, Ist sp. sess. 

Statute Being Implemented: Chapter 16, Laws of 
1991, Ist sp. sess. 

Summary: The department will supplement AFDC or 
FIP grants with general assistance funds when clients 
experience a reduction of income below the payment 
standard due to loss or reduction of wages or unemploy- 
ment benefits or other unforeseen circumstances. 

Reasons Supporting Proposal: Under ESHB 1330, the 
legislature appropriated $1,008,000 to fund the provision 
in RCW 74.04.005 which allows the state to supplement 
grants of AFDC recipients due to loss of income that 
continues to be budgeted due to the retrospective budg- 
eting process. 

Name of Agency Personnel Responsible for Drafting, 
Implementation and Enforcement: Rose Mary Micheli, 
Income Assistance, 586—3913. 

Name of Proponent: Department of Social and Health 
Services, governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

. Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: Same as above. 

Proposal Changes the Following Existing Rules: See 
above. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Location: OB-2 Auditorium, 12th and 
Franklin, Olympia, Washington, on September 10, 1991, 
at 10:00 a.m. 

Submit Written Comments to: Troyce Warner, Chief, 
Office of Issuances, Department of Social and Health 
Services, Mailstop 45805, Olympia, Washington 98504, 
by September 10, 199]. 

Date of Intended Adoption: September 24, 1991. 

July 26, 1991 

Rosemary Carr 
Acting Director 
Administrative Services 
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NEW SECTION 


WAC 388-37-029 GENERAL ASSISTANCE RETROSPEC- 
TIVE BUDGETING SUPPLEMENT FOR AFDC OR FIP RECIP- 
IENTS. (1) Within funds appropriated by the legislature, the depart- 
ment shall provide a general assistance supplemental payment to re- 
cipients of Aid to Families with Dependent Children (AFDC) or the 
Family Independence Program (FIP) who experience a temporary re- 
duction in monthly income below their entitled benefit payment level. 
The temporary reduction occurs due to the retrospective budgeting of 
income. 

(2) To qualify for the supplement, the recipient's loss of income 
must be due to one of the following reasons: 

(a) Loss or reduction of wages due to termination of employment or 
reduction of hours; 

(b) Loss or reduction of unemployment benefits; or 

(c) Termination or reduction of other forms of regularly budgeted 
monthly income for reasons beyond the recipient's control. 

(3) The department shall authorize payment based on the following 
conditions: 

(a) The amount of the general assistance supplement cannot exceed 
the difference between the appropriate AFDC or FIP grant payment 
standard, including authorized additional requirements and FIP incen- 
tives, for the assistance unit and the total amount of the net income 
actually received; and 

(b) The total net income received in the month must be below the 
AFDC or FIP payment standard, including authorized additional re- 
quirements and FIP incentives, for the assistance unit. In determining 
net income, the department shall not allow as deductions from gross 
income: 

(i) Grant reductions for repayment of overpayments; 

(ii) Earned income exemptions; or 

(iii) Income lost that is not an allowable deduction according to 
AFDC or FIP income rules. 

(c) Income disregards for the general assistance program as given in 
WAC 388-28-575 apply to this supplement. 

(4) The authorization of this retrospective budgeting supplement is 
limited to the specific amount of money the legislature appropriated 
for this supplemental assistance. When the department has expended 
the amount appropriated, the supplemental assistance benefit will end. 


WSR 91-16-016 
PROPOSED RULES 
DEPARTMENT OF 
SOCIAL AND HEALTH SERVICES 
(Public Assistance) 

[Filed July 26, 1991, 3:57 p.m.] 


Original Notice. 

Title of Rule: WAC 388—37-030 Continuing general 
assistance—Eligible persons. 

Purpose: To implement SHB 1052 passed by 1991 
state legislature, which amended RCW 74.04.005. It ex- 
tends the general assistance to pregnant women program 
(GA-S) eligibility from six weeks following the birth of 
a child that is relinquished for adoption to the end of the 
month in which the six week period ends. 

Statutory Authority for Adoption: Chapter 126, Laws 
of 199]. 

Statute Being Implemented: Chapter 126, Laws of 
1991. 

Summary: For GA-S and AFDC recipients, this 
amendment extends the eligibility period for recipients 
whose eligibility is based on the relinquishment of their 
only child for adoption. This amendment extends the el- 
igibility period from six weeks following the birth of the 
child to the end of the month in which the six week pe- 
riod ends. 
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Reasons Supporting Proposal: This rule amendment is 
necessary to amend RCW 74.04.005 to extend the GA— 
S program and clarify program eligibility. The intent of 
the bill was to clarify the intent of the original legisla- 
tion to continue general assistance only to women who 
relinquish their child for adoption. It also changed the 
language to extend eligibility under this criteria from six 
weeks following the birth of the child to the end of the 
month in which the six week period ends for ease of 
administration. 

Name of Agency Personnel Responsible for Drafting, 
Implementation and Enforcement: Rose Mary Micheli, 
Income Assistance, 586—3913. 

Name of Proponent: Department of Social and Health 
Services, governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: Same as above. 

Proposal Changes the Following Existing Rules: See 
above. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Location: OB-2 Auditorium, 12th and 
Franklin, Olympia, Washington, on September 10, 1991, 
at 10:00 a.m. 

Submit Written Comments to: Troyce Warner, Chief, 
Office of Issuances, Department of Social and Health 
Services, Mailstop 45805, Olympia, Washington 98504, 
by September 10, 1991. 

Date of Intended Adoption: September 24, 1991. 

July 26, 1991 
Rosemary Carr 

Acting Director 
Administrative Services 


AMENDATORY SECTION (Amending Order 3045, filed 8/1/90, 
effective 9/1/90) 


WAC 388-37-030 CONTINUING GENERAL  ASSIST- 
ANCE—ELIGIBLE PERSONS. When other eligibility is established, 
the department shall grant continuing general assistance to the 
following: 

(1) Incapacitated persons. As used in this section, an incapacitated 
person shall mean a person physically, emotionally, or mentally unable 
to work as a result of a condition expected to continue for ((stxty)) 
ninety days or more from date of application, except as provided under 
WAC 388-37-038 (1) and (2). A person incapacitated by alcoholism 
or drug addiction is not included in this definition, but an alcoholic or 
drug addict incapacitated due to other mental or physical conditions 
may be eligible for general assistance. Incapacity refers to a person's 
capacity to earn income by employment. A person's incapacity does 
not refer to the availability or lack of job opportunities. 

(a) Eligible persons are: 

(i) An incapacitated single person eighteen years of age or older; 

(ii) A married couple if both persons are incapacitated; or 

(iii) The incapacitated spouse in the case of a married couple when 
only one person is employable. The income and resources of the em- 
ployable spouse shall be considered as described under WAC 388-28- 
500 (1)(a) and (b). 

(b) An incapacitated person shall accept and follow through on re- 
quired available medical treatment, which is reasonably expected to 
render the person able to work, unless there is good cause for failure to 
do so. 

The department shall make the "good cause" determination based 
on the criteria under WAC 388-37-037(5). 

(c) An incapacitated person may also receive medical services pro- 
vided under the state-financed medical care services program as de- 
fined under WAC 388-86-120. 
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(2) Pregnant women who are: 

(a) Income and resource eligible for the aid to families with depen- 
dent children program; and 

(b) In their first or second trimester of pregnancy; or 

(c) Members of a two-parent household during a time when the aid 
to dependent children-employable (AFDC-E) program is in effect, but 
do not meet categorical eligibility for AFDC-E. These women may re- 
ceive a continuing general assistance grant for the duration of their 
pregnancy. 

(3) Effective June 7, 1990, to women who: 

(а) ((Retinquishing)) Relinquish a child for adoption; and 

(b) Are receiving general assistance under WAC 388-37-030(2); or 

(с) ((Eosing)) Lose AFDC or FIP eligibility because an eligible 
child does not reside in the household((7amd)). 

(d) ((Whose)) Effective July 28, 1991, assistance granted under 
subsection (3) of this section ((rs)) shall be limited to the end of the 


month in which the period of six weeks ((beginning-with)) following 
the date of the birth of the child ends. 


Reviser's note: RCW 34.05.395 requires the use of underlining and 
deletion marks to indicate amendments to existing rules. The rule pub- 
lished above varies from its predecessor in certain respects not indicat- 
ed by the use of these markings. 


WSR 91-16-017 
PROPOSED RULES 
DEPARTMENT OF 
SOCIAL AND HEALTH SERVICES 
(Public Assistance) 

[Filed July 26, 1991, 3:59 p.m.] 


Original Notice. 

Title of Rule: WAC 388-87-015 Billing limitations. 

Purpose: To implement the state law changing the 
medical vendor's billing time period from 120 days to 
within 12 months. 

Statutory Authority for Adoption: Chapter 103, Laws 
of 1991. 

Statute Being Implemented: Chapter 103, Laws of 
1991. 

Summary: The vendor or provider of medical care to 
an eligible recipient shall submit final charges no later 
than twelve months from the date of service. 

Reasons Supporting Proposal: This rule amendment is 
necessary to implement a state law change. 

Name of Agency Personnel Responsible for Drafting, 
Implementation and Enforcement: Bobbe Andersen, 
Medical Assistance, 753-0529. 

Name of Proponent: Department of Social and Health 
Services, governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: Same as above. 

Proposal Changes the Following Existing Rules: See 
above. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Location: OB-2 Auditorium, 12th and 
Franklin, Olympia, Washington, on September 10, 1991, 
at 10:00 a.m. 

Submit Written Comments to: Troyce Warner, Chief, 
Office of Issuances, Department of Social and Health 
Services, Mailstop 45805, Olympia, Washington 98504, 
by September 10, 1991. 
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Date of Intended Adoption: September 24, 1991. 
July 26, 1991 
Rosemary Carr 
Acting Director 
Administrative Services 


AMENDATORY SECTION (Amending Order 2566, filed 12/11/87) 


WAC 388-87-015 BILLING LIMITATIONS. (1) Providers 
shall! submit ((thet )) their 
final charges ((withinmonchundredtwenty-days-after)) no later than 
twelve months from the date ((the)) of service ((was—remdered—See 
R€W-74-09-+69)). 

(2) An exception to subsection (1) of this section shall be made as a 
result of a: 

(а) ((^)) Fair hearing decision or court order ((which+s)) favorable 
to the recipient; ((or)) 

(b) ((&)) Retroactive or delayed certification for a medical ((assist= 
аттсе)) program (see chapter 388-80 WAC for definition of retroac- 
tive); or 

c) Timely filed Medicare claim for which Medicaid may pay relat- 


ing to the same Medicare/Medicaid services. A provider shall submit 
the billing within six months of the Medicare claim disposition. 


(3) For exceptions found under subsection (2) of this section, pro- 
viders shall present final charges to the department ((withim-one-hune 
dred-twenty-days-of)) no later than twelve months from the date: 

(а) (CFhe-date)) Of the fair hearing decision; 

(b) The ((date-the)) court order was entered; or 

(с) (CFhe-date)) Of the retroactive or delayed certification for med- 
ical coverage. 


(4) ((Hthe-charges-arerot-presented-within-the-one-hundred-twene 


; )) For services rendered 


ty-day-period;-the-provider-shati-not-present 
before July 28, 1991, final charges shall not be a charge((s)) against 


the state unless ((prr 


srom-of-medrcal-assrstancc)) the final charges are presented within one 
hundred twenty days from the date of service. 
(5) ((Providers-shat-submit ter rebrtis or adjustments-to charges 
hus bef, he Ен final -denizi 


рін id hall bmit- Medi Medicaid-billi thi р 
mronths-of-the-Medicare-statement)) Within the twelve-month billing 


period, a provider shall bill known liable third parties before consider- 
ation of payment from the department. 


WSR 91-16-018 
PROPOSED RULES 
DEPARTMENT OF 
SOCIAL AND HEALTH SERVICES 
(Public Assistance) 

[Filed July 26, 1991, 4:02 p.m.] 


Original Notice. 

Title of Rule: WAC 388-87-105 Payment—Medical 
care outside state of Washington. 

Purpose: To incorporate the change in HB 1125. 

Statutory Authority for Adoption: Chapter 103, Laws 
of 1991. 

Statute Being Implemented: Chapter 103, Laws of 
1991. 

Summary: Out of state providers have 12 months to 
bill from the time the provider receives the provider 
number. 

Reasons Supporting Proposal: This rule is necessary to 
incorporate the change in state law regarding the billing 
time period for out of state medical providers. 

Name of Agency Personnel Responsible for Drafting, 
Implementation and Enforcement: Bobbe Andersen, 
Medical Assistance, 753-0529. 
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Name of Proponent: Department of Social and Health 
Services, governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: Same as above. 

Proposal Changes the Following Existing Rules: See 
above. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Location: OB-2 Auditorium, 12th and 
Franklin, Olympia, Washington, on September 10, 1991, 
at 10:00 a.m. 

Submit Written Comments to: Troyce Warner, Chief, 
Office of Issuances, Department of Social and Health 
Services, Mailstop 45805, Olympia, Washington 98504, 
by September 10, 1991. 

Date of Intended Adoption: September 24, 1991. 

July 26, 1991 
Rosemary Carr 

Acting Director 
Administrative Services 


AMENDATORY SECTION (Amending Order 2501, filed 6/1/87) 


WAC 388-87-105 PAYMENT-—MEDICAL CARE OUTSIDE 
STATE OF WASHINGTON. (1) Medical care furnished in desig- 
nated bordering cities is not considered to be out-of-state care. Pay- 
ment is made to the provider of service as for care provided within the 
state of Washington. Provider licensure requirements are those of the 
state in which care is rendered. 

(2) Payment shall not be authorized for out-of-state medical care 
furnished to state-funded recipients. 

(3) The three-month retroactive coverage shall apply to out-of- 
state care given for covered medical care to eligible clients. 

(4) Out-of-state providers, who do not have a current provider 
number (agreement), shall be furnished with necessary billing forms, 
instructions, and a core provider agreement. 

(5) Upon receipt of the signed core provider agreement from the 
out-of-state provider a provider number shall be issued. 

(6) Final charges from out-of-state providers without a current 
provider number must be presented ((withi 
days)) no later than twelve months from the date of the issuance of a 
provider number. (( i T 


of-services:)) 

(7) Out-of-state providers with a current provider number (agree- 
ment) are subject to the billing requirements of WAC 388-87-015. 

(8) If the deductible or coinsurance portions of Medicare are 
claimed, it will be necessary for the provider to submit his billing to 
the intermediary or carrier in his own state on the appropriate Medi- 
care billing form. If the state of Washington is checked as being re- 
sponsible for medical billing on the form, the intermediary or carrier 
may bill on behalf of the provider or may return the billing to the pro- 
vider for ((submitting)) submission to the state. 

(9) Approved out-of-state ((sktHed)) nursing ((home)) facility re- 
imbursement rate is the lower of: 

(a) The billed amount; or 

(b) The adjusted state-wide average reimbursement rate for in-state 
((skitted)) nursing ((home)) facility care. 

(10) The reimbursement rate for out-of-state hospitals is the lower 
of: 

(a) The billed amount; or 

(b) The adjusted state-wide average reimbursement rate for in-state _ 
hospitals. 

(11) The reimbursement for other out-of-state services is tlie lower 
of: 

(a) The billed amount; or 

(b) The rate paid by the Washington state Title XIX Medicaid 
program. 


WSR 91-16-019 


WSR 91-16-019 
EMERGENCY RULES 
. DEPARTMENT OF 
SOCIAL AND HEALTH SERVICES 
(Public Assistance) 


[Order 3210— Filed July 26, 1991, 4:04 p.m., effective July 28, 1991, 
12:01 a.m.] 


Date of Adoption: July 26, 1991. 

Purpose: To implement ESHB 1330 passed by the 
legislature which made appropriations and authorized 
expenditures for the fiscal biennium ending January 30, 
1993. The bill appropriated funds to administer a retro- 
spective budgeting supplement for recipients of AFDC 
who suffer a two-month lag in receiving an assistance 
increase when they experience a loss of income below the 
payment standard due to reduced or lost wages. 

Statutory Authority for Adoption: Chapter 16, Laws 
of 1991 Ist sp. sess. 

Pursuant to RCW 34.05.350 the agency for good 
cause finds that immediate adoption, amendment, or re- 
peal of a rule is necessary for the preservation of the 
public health, safety, or general welfare, and that ob- 
serving the time requirements of notice and opportunity 
to comment upon adoption of a permanent rule would be 
contrary to the public interest. 

Reasons for this Finding: Under ESHB 1330, the leg- 
islature appropriated $1,008,000 to fund the provision in 
RCW 74.04.005 which allows the state to supplement 
grants of AFDC recipients due to loss of income that 
continues to be budgeted due to the retrospective budg- 
eting process. 

Effective Date of Rule: July 28, 1991, 12:01 a.m. 

: July 26, 1991 

Rosemary Carr 

Acting Director 
Administrative Services 


NEW SECTION 


WAC 388-37-029 GENERAL ASSISTANCE 
RETROSPECTIVE BUDGETING SUPPLEMENT 
FOR AFDC OR FIP RECIPIENTS. (1) Within funds 
appropriated by the legislature, the department shall 
provide a general assistance supplemental payment to 
recipients of Aid to Families with Dependent Children 
(AFDC) or the Family Independence Program (FIP) 
who experience a temporary reduction in monthly in- 
come below their entitled benefit payment level. The 
temporary reduction occurs due to the retrospective 
budgeting of income. 

(2) To qualify for the supplement, the recipient's loss 
of income must be due to one of the following reasons: 

(a) Loss or reduction of wages due to termination of 
employment or reduction of hours; 

(b) Loss or reduction of unemployment benefits, or 

(c) Termination or reduction of other forms of regu- 
larly budgeted monthly income for reasons beyond the 
recipient's control. 

(3) The department shall authorize payment based on 
the following conditions: 

(a) The amount of the general assistance supplement 
cannot exceed the difference between the appropriate 
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AFDC or FIP grant payment standard, including auth- 
orized additional requirements and FIP incentives, for 
the assistance unit and the total amount of the net in- 
come actually received; and 

(b) The total net income received in the month must 
be below the AFDC or FIP payment standard, including 
authorized additional requirements and FIP incentives, 
for the assistance unit. In determining net income, the 
department shall not allow as deductions from gross 
income: 

(i) Grant reductions for repayment of overpayments; 

(ii) Earned income exemptions; or 

(iii) Income lost that is not an allowable deduction 
according to AFDC or FIP income rules. 

(c) Income disregards for the general assistance pro- 
gram as given in WAC 388-28-575 apply to this 
supplement. 

(4) The authorization of this retrospective budgeting 
supplement is limited to the specific amount of money 
the legislature appropriated for this supplemental assist- 
ance. When the department has expended the amount 
appropriated, the supplemental assistance benefit will 
end. 


WSR 91-16-020 
EMERGENCY RULES 
DEPARTMENT OF 
SOCIAL AND HEALTH SERVICES 
(Public Assistance) 


[Order 3211—fFiled July 26, 1991, 4:06 p.m., effective July 28, 1991, 
12:01 a.m.] 


Date of Adoption: July 26, 1991. 

Purpose: To implement SHB 1052 passed by 1991 
state legislature, which amended RCW 74.04.005. It ex- 
tends the general assistance to pregnant women program 
(GA-S) eligibility from six weeks following the birth of 
a child that is relinquished for adoption to the end of the 
month in which the six week period ends. 

Citation of Existing Rules Affected by this Order: 
Amending WAC 388-37-030 Continuing general assist- 
ance—Eligible persons. 

Statutory Authority for Adoption: Chapter 126, Laws 
of 1991. 

Pursuant to RCW 34.05.350 the agency for good 
cause finds that immediate adoption, amendment, or re- 
peal of a rule is necessary for the preservation of the 
public health, safety, or general welfare, and that ob- 
serving the time requirements of notice and opportunity 
to comment upon adoption of a permanent rule would be 
contrary to the public interest. 

Reasons for this Finding: This rule amendment is 
necessary to amend RCW 74.04.005 to extend the GA— 
S program and clarify program eligibility. The intent of 
the bill was to clarify the intent of the original legisla- 
tion to continue general assistance only to women who 
relinquish their child for adoption. It also changed the 
language to extend eligibility under this criteria from six 
weeks following the birth of the child to the end of the 
month in which the six week period ends for ease of 
administration. 
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Effective Date of Rule: July 28, 1991, 12:01 a.m. 
July 26, 1991 
Rosemary Carr 
Acting Director 
Administrative Services 


AMENDATORY SECTION (Amending Order 3045, 
filed 8/1/90, effective 9/1/90) 


WAC 388-37-030 CONTINUING GENERAL 
ASSISTANCE-—ELIGIBLE PERSONS. When other 
eligibility is established, the department shall grant con- 
tinuing general assistance to the following: 

(1) Incapacitated persons. As used in this section, an 
incapacitated person shall mean a person physically, 
emotionally, or mentally unable to work as a result of a 
condition expected to continue for ((sixty)) ninety days 
or more from date of application, except as provided un- 
der WAC 388—37—038 (1) and (2). A person incapaci- 
tated by alcoholism or drug addiction is not included in 
this definition, but an alcoholic or drug addict incapaci- 
tated due to other mental or physical conditions may be 
eligible for general assistance. Incapacity refers to a 
person's capacity to earn income by employment. A per- 
son's incapacity does not refer to the availability or lack 
of job opportunities. 

(a) Eligible persons are: 

(i) An incapacitated single person eighteen years of 
age or older, 

(ii) A married couple if both persons are incapacitat- 
ed; or 

(iii) The incapacitated spouse in the case of a married 
couple when only one person is employable. The income 
and resources of the employable spouse shall be consid- 
ered as described under WAC 388—28—500 (1)(a) and 
(b). 
(b) An incapacitated person shall accept and follow 
through on required available medical treatment, which 
is reasonably expected to render the person able to work, 
unless there is good cause for failure to do so. 

The department shall make the "good cause" deter- 
mination based on the criteria under WAC 388-37- 
037(5). 

(c) An incapacitated person may also receive medical 
services provided under the state-financed medical care 
services program as defined under WAC 388—86- 120. 

(2) Pregnant women who are: 

(a) Income and resource eligible for the aid to fami- 
lies with dependent children program; and 

(b) In their first or second trimester of pregnancy, or 

(c) Members of a two-parent household during a time 
when the aid to dependent children-employable 
(AFDC-E) program is in effect, but do not meet cate- 
gorical eligibility for AFDC-E. These women may re- 
ceive a continuing general assistance grant for the dura- 
tion of their pregnancy. 

(3) Effective June 7, 1990, to women who: 

(a) ((Retinquishing)) Relinquish a child for adoption, 


and 
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(b) Are receiving general assistance under WAC 388- 
37-030(2); or 

(c) ((Eosing)) Lose AFDC or FIP eligibility because 
an eligible child does not reside in the household((; 
and)). 
(d) ((Whose)) Effective July 28, 1991, assistance 
granted under subsection (3) of this section ((ts)) shall 
be limited to the end of the month in which the period of 


six weeks ((beginnimg—with)) following the date of the 
birth of the child ends. 


Reviser's note: RCW 34.05.395 requires the use of underlining 
and deletion marks to indicate amendments to existing rules. The rule 
published above varies from its predecessor in certain respects not in- 
dicated by the use of these markings. 


WSR 91-16-021 
EMERGENCY RULES 
DEPARTMENT OF 
SOCIAL AND HEALTH SERVICES 
(Public Assistance) 


[Order 3212— Filed July 26, 1991, 4:08 p.m., effective July 28, 1991, 
12:01 a.m.] 


Date of Adoption: July 26, 1991. 

Purpose: To implement SHB 1052 passed by 1991 
state legislature, which amended RCW 74.04.005. It ex- 
tends the general assistance to pregnant women program 
(GA-S) eligibility from six weeks following the birth of 
a child that is relinquished for adoption to the end of the 
month in which the six week period ends. 

Citation of Existing Rules Affected by this Order: 
Amending WAC 388-33-135 Effective date of change 
in eligibility. 

Statutory Authority for Adoption: Chapter 126, Laws 
of 1991. 

Pursuant to RCW 34.05.350 the agency for good 
cause finds that immediate adoption, amendment, or re- 
peal of a rule is necessary for the preservation of the 
public health, safety, or general welfare, and that ob- 
serving the time requirements of notice and opportunity 
to comment upon adoption of a permanent rule would be 
contrary to the public interest. 

Reasons for this Finding: This rule amendment is 
necessary to amend RCW 74.04.005 to extend the GA— 
S program and clarify program eligibility. The intent of 
the bill was to clarify the intent of the original legisla- 
tion to continue general assistance only to women who 
relinquish their child for adoption. It also changed the 
language to extend eligibility under this criteria from six 
weeks following the birth of the child to the end of the 
month in which the six week period ends for ease of 
administration. 

Effective Date of Rule: July 28, 1991, 12:01 a.m. 

July 26, 1991 
Rosemary Carr 

Acting Director 
Administrative Services 
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AMENDATORY SECTION (Amending Order 3045, 
filed 8/1/90, effective 9/1/90) 


WAC 388-33-135 EFFECTIVE DATE OF 
CHANGE IN ELIGIBILITY. (1) A change in circum- 
stances is any change affecting eligibility or continued 
payment of the grant previously authorized. 

(2) When a change in income including the receipt of 
a lump-sum payment causes ineligibility for more than 
one month, the recipient shall be ineligible effective the 
first day of the month of receipt. All assistance the re- 
cipient receives shall be an overpayment and subject to 
recovery under chapter 388—44 WAC. 

(3) If the change causes ineligibility for one month 
only, refer to WAC 388—33—355. 

(4) Except as provided in subsection (5) of this sec- 
tion, when a change of circumstances other than in- 
creased income renders the assistance unit or any mem- 
ber of the assistance unit ineligible, the effective date of 
the recipient's ineligibility shall be the first day of the 
month following the month in which the change oc- 
curred. For ineligibility of striking workers, see WAC 
388-24-042. 

(5) Effective ((June-7,-31990.—when-a )) July 28, 1991, 
the effective date of ineligibility for a recipient of 
((&FB€-or)) general assistance based on ((pregnancy 

)) the relin- 
quishment of a child for adoption, ((: 
the-recipient's-ineligibility)) as described under WAC 

388-37-030(3), shall be the first day of the month fol- day of the month fol- 
lowing the month in which the period of six weeks fol- 
lowing the date of the birth of the child ((as-described 


under-WA€-388-37-030(3))) ends. 


WSR 91-16-022 
EMERGENCY RULES 
DEPARTMENT OF 
SOCIAL AND HEALTH SERVICES 
(Public Assistance) 


[Order 3213—Filed July 26, 1991, 4:10 p.m., effective July 28, 1991, 
12:01 a.m.] 


Date of Adoption: July 26, 1991. 

Purpose: To implement the state law changing the 
medical vendor's billing time period from 120 days to 
within 12 months. 

Citation of Existing Rules Affected by this Order: 
Amending WAC 388—87-015 Billing limitations. 

Statutory Authority for Adoption: Chapter 103, Laws 
of 1991. 

Pursuant to RCW 34.05.350 the agency for good 
cause finds that immediate adoption, amendment, or re- 
peal of a rule is necessary for the preservation of the 
public health, safety, or general welfare, and that ob- 
serving the time requirements of notice and opportunity 
to comment upon adoption of a permanent rule would be 
contrary to the public interest. 

Reasons for this Finding: This rule is necessary to im- 
plement a state law change. 
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Effective Date of Rule: July 28, 1991, 12:01 a.m. 
July 26, 1991 
Rosemary Carr 
Acting Director 
Administrative Services 


AMENDATORY SECTION (Amending Order 2566, 
filed 12/11/87) 


WAC 388-87-015 BILLING LIMITATIONS. (1) 
Providers shall submit ((thetr-charges~at-teast-monthty 
and-shatt-present)) their final charges ((withim-ome-htim= 
dred-twenty-days-after)) no later than twelve months 
from the date ((the)) of service ((was—rendered—Scc 
REW-74-09-460)) 


(2) An exception to subsection (1) of this section shall 
be made as a result of a: 

(a) ((A)) Fair hearing decision or court order ((which 
ts)) favorable to the recipient, ((or)) 

(b) (GA)) Retroactive or delayed certification for a 


medical ((assistanee)) program (see chapter 388-80 
WAC for definition of retroactive); or 


(c) Timely filed Medicare claim for which Medicaid 
may pay relating to the same Medicare/Medicaid ser- 
vices. A provider shall submit the billing within six 
months of the Medicare claim disposition. 


(3) For exceptions found under subsection (2) of this 
section, providers shall present final charges to the de- 
partment ((withtn-one-hundred-twenty-days-of)) no later 
than twelve months from the date: 

(a) ((Fhe-date)) Of the fair hearing decision; 

(b) The ((date-the)) court order was entered; or 

(c) (CFhe-date)) Of the retroactive or delayed certifi- 
cation for medical coverage. 


(4) ((df-the-charges-are-not-presented—within-the-onc 


hundred—twenty—day—pertod,—the—provider—shatt-not 
present)) For services rendered before July 28, 1991, 
final charges shall not bea a charge((s)) against the state 


unless (( 


division of-medicai-assistance)) the final charges аге 
presented within one hundred twenty days from the date 


of service. 


(5) ((Providers-shaii-submit—their-rebills-or-adjust- 
; ЕЙТ наб: hed. ee 


most Tecent OF original dental ог payment E Р 
° (6) ái mens shati did d e fedicatd >) 
Within the twelve-month billing period, a provider shall 
bill known liable third parties before consideration of 
payment from the department. 


WSR 91-16-023 
EMERGENCY RULES 
DEPARTMENT OF 
SOCIAL AND HEALTH SERVICES 
(Public Assistance) 
[Order 3214— Filed July 26, 1991, 4:12 p.m., effective July 28, 1991, 
12:01 a.m.] 


Date of Adoption: July 26, 1991. 
Purpose: To incorporate the change in HB 1125. 
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Citation of Existing Rules Affected by this Order: 
Amending WAC 388-87-105 Payment—Medical care 
outside state of Washington. 

Statutory Authority for Adoption: Chapter 103, Laws 
of 1991. 

Pursuant to RCW 34.05.350 the agency for good 
cause finds that immediate adoption, amendment, or re- 
peal of a rule is necessary for the preservation of the 
public health, safety, or general welfare, and that ob- 
serving the time requirements of notice and opportunity 
to comment upon adoption of a permanent rule would be 
contrary to the public interest. 

Reasons for this Finding: This rule is necessary to in- 
corporate the change in state law regarding the billing 
time period for out of state medical providers. 

Effective Date of Rule: July 28, 1991, 12:01 a.m. 

July 26, 1991 
Rosemary Carr 

Acting Director 
Administrative Services 


AMENDATORY SECTION (Amending Order 2501, 
filed 6/1/87) 


WAC 388-87-105 PAYMENT—MEDICAL 
CARE OUTSIDE STATE OF WASHINGTON. (1) 
Medical care furnished in designated bordering cities is 
not considered to be out-of-state care. Payment is made 
to the provider of service as for care provided within the 
state of Washington. Provider licensure requirements are 
those of the state in which care is rendered. 

(2) Payment shall not be authorized for out-of-state 
medical care furnished to state-funded recipients. 

(3) The three-month retroactive coverage shall apply 
to out—of-state care given for covered medical care to 
eligible clients. 

(4) Out-of-state providers, who do not have a current 
provider number (agreement), shall be furnished with 
necessary billing forms, instructions, and a core provider 
agreement. 

(5) Upon receipt of the signed core provider agree- 
ment from the. out—of-state provider a provider number 
shall be issued. 

(6) Final charges from out-of-state providers without 
a current provider number must be presented ((within 

)) no later than twelve months 
from the date of the issuance of a provider number. ((п 


mirattonrof services: )) 

(7) Out-of-state providers with a current provider 
number (agreement) are subject to the billing require- 
ments of WAC 388-87-015. 

(8) If the deductible or coinsurance portions of Medi- 
care are claimed, it will be necessary for the provider to 
submit his billing to the intermediary or carrier in his 
own state on the appropriate. Medicare billing form. If 
the state of Washington is checked as being responsible 
for medical billing on the form, the intermediary or car- 
rier may bill on behalf of the provider or may return the 
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billing to the provider for ((submitting)) submission to 
the state. 

(9) Approved out-of-state ((skitted)) nursing 
((trome)) facility reimbursement rate is the lower of: 

(a) The billed amount; or 

(b) The adjusted state-wide average reimbursement 
rate for in-state ((skiłed)) nursing ((home)) facility 
care. 

(10) The reimbursement rate for out—of-state hospi- 
tals is the lower of: 

(a) The billed amount; or 

(b) The adjusted state-wide average reimbursement 
rate for in-state hospitals. 

(11) The reimbursement for other out—of-state ser- 
vices is the lower of: 

(a) The billed amount; or 

(b) The rate paid by the Washington state Title XIX 
Medicaid program. 


WSR 91-16-024 
PERMANENT RULES 
DEPARTMENT OF 
SOCIAL AND HEALTH SERVICES 
(Public Assistance) 

[Order 3215—Filed July 26, 1991, 4:15 p.m.] 


Date of Adoption: July 26, 1991. 
Purpose: To incorporate rules for the expedited Med- 
icaid disability program. 
Citation of Existing Rules Affected by this Order: 
Amending WAC 388-85-115. 
Statutory Authority for Adoption: RCW 74.08.090. 
Pursuant to notice filed as WSR 91-11-017 on May 
3, 1991. 
Effective Date of Rule: Thirty-one days after filing. 
July 26, 1991 
Rosemary Carr 
Acting Director 
Administrative Services 


AMENDATORY SECTION (Amending Order 2347, 
filed 3/6/86) 


WAC 388-85-115 DENIED TITLE II AND TI- 
TLE XVI APPLICANTS. When ((an—mndividual)) a 
person has applied for Title H or Title XVI benefits and 
the SSA has denied the person's application solely be- 
cause of a failure to meet Title II and XVI blindness or 
disability criteria ((under—Fitic-H—or—Fitic-XV1)), the 
SSA denial shall be binding on the department, unless 
the applicant: 

(1) ((Fhe)) SSA denial is under appeals in the recon- 
sideration stage, the SSA's administrative ((fair)) hear- 
ing process, or the SSA's appeals council ((;-or-the-fed= 
erat-courts)); or 

(2) (CFhe-applicant's)) Medical condition has changed 


since the SSA denial was issued. 
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WSR 91-16-025 
EMERGENCY RULES 
DEPARTMENT OF 
SOCIAL AND HEALTH SERVICES 
(Institutions) 
[Order 3216— Filed July 26, 1991, 4:17 p.m., effective July 28, 1991, 
12:01 a.m.] 


Date of Adoption: July 26, 1991. 

Purpose: This revision clarifies procedures for mental 
health providers to follow relating to the involuntary ad- 
ministration of antipsychotic medications. 

Citation of Existing Rules Affected by this Order: 
Amending WAC 275—54—290 and 275-55—241. 

Statutory Authority for Adoption: Chapter 105, Laws 
of 1991. 

Pursuant to RCW 34.05.350 the agency for good 
cause finds that immediate adoption, amendment, or re- 
peal of a rule is necessary for the preservation of the 
public health, safety, or general welfare, and that ob- 
serving the time requirements of notice and opportunity 
to comment upon adoption of a permanent rule would be 
contrary to the public interest. 

Reasons for this Finding: To implement ESSB 5672 
relating to the involuntary administration of antipsycho- 
tic medications. 

Effective Date of Rule: July 28, 1991, 12:01 a.m. 

July 26, 1991 
Rosemary Carr 

Acting Director 
Administrative Services 


AMENDATORY SECTION (Amending Order 2323, 
filed 12/23/85) 


WAC 275-54-290 PATIENT RIGHTS. Absent a 
risk to self or others, minors treated under this chapter 
have the following rights, which shall be prominently 
posted in the evaluation and treatment facility: 

(1) To wear their own clothes and to keep and use 
personal possessions; 

(2) To keep and be allowed to spend a reasonable sum 
of their own money for canteen expenses and small 
purchases; 

(3) To have individual storage space for private use; 

(4) То have visitors at reasonable times; 

(5) To have reasonable access to a telephone, both to 
make and receive confidential calls; 

(6) To have ready access to letter-writing materials, 
including stamps, and to send and receive uncensored 
correspondence through the mail; 

(7) To discuss treatment plans and decisions with 
mental health professionals, 

(8) To have the right to adequate care and individu- 
alized treatment; 

(9) Not to consent to the administration of antipsy- 
chotic medications or the performance of electroconvul- 
sive treatment or surgery, ((except)) unless the proce- 
dures below are followed: 

(a) Emergency life-saving surgery( к ө. 
and-trot_to-have-ctectroconvulsive-treatment-or)) m may bc 
performed, however, nonemergency surgery ((in-such 
cireumstancecuniesscordered-by)) may only be provided 
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involuntarily upon an order of the court ((pursuant-to-a 
— Е 0), К 


judrerathearmg in which) ); 
(b) Antipsychotic medications may be administered 


involuntarily for up to thirty days if a nontreating phy- 
sician concurs with the treating physician's decision to 
medicate. Thereafter, antipsychotic medications may be 
administered involuntarily only upon an order of the 
court; 

(c) Electronconvulsive treatment may be administered 
involuntarily upon an order of the court; 

(d) In any court proceeding the minor ((is)) must be 


present and represented by counsel, and the court shall 
appoint a psychiatrist, psychologist, or physician desig- 
nated by the minor or the minor's counsel to testify on 
behalf of the minor. The minors parent may exercise 
this right on the minor s behalf, and must be informed of 
any impending treatment; 

(10) Not to have psychosurgery performed on ((him 
or-her)) the minor under any circumstances. 


Reviser's note: The spelling error in the above section occurred in 
the copy filed by the agency and appears in the Register pursuant to 
the requirements of RCW 34.08.040. 


AMENDATORY SECTION (Amending Order 1775, 
filed 3/11/82) 


WAC 275-55-241 RIGHTS OF PATIENT. Any 
agency, facility, or component providing services defined 
in this chapter to persons with a mental disorder shall 
not withhold from any patient the following rights((; 


and)). The facility shall prominently post a list of such 
rights ( (shall-be prominently posted)) within the depart- 


ment or ward where such person is housed if the person 
is an inpatient or receiving services from an emergency 
component. Outpatient facilities or components shall 
prominently post a list of such rights drawn from the 
following as are appropriate to an outpatient facility or 
component((;)) and such list ((to)) shall be posted with- 
in the reception area. The agency, facility, or component 
shall ((specifrcaHy)) ensure, unless an imminent danger 
to the ((1ndividual)) person or others would result, each 
patient shall have the rights listed in subsection (1)(a), 
(A) ©, ((63)) (1), ((603)) (р), (2)(a), (b), (3) (а), (с), 
(d), (f), and (g) of this section. 

(1) Rights of all patients. All patients shall have the 


right: 
(a) (CFhe-right)) Not to be restrained from sending 


written communications of the fact of the patient's de- 


tention, commitment, or admission((; any-such-commu= 


by-the-person-in-charge-of)). The facility, director, or 
((hts-or-her)) the facility's designee((-)) shall mail such 
written communication to the person to whom 
addressed; 

(b) (CFhe-right)) To adequate care and individualized 
treatment((:)); 

(c) (CFhe—right)) To make an informed decision 
regarding the usc of antipsychotic medication. Docu- 
mentation shall be entered in the medical record of the 
physician's attempt to obtain informed consent and the 
reasons why antipsychotic medication is being adminis- 
tered over the patient's objection or lack of consent. The 
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physician may administer antipsychotic medications over 
the patient's objection or lack of consent: 

(1) When an emergency exists, provided there is a re- 
view of this decision within twenty-four hours. An 
emergency exists if: 

(A) The patient presents an imminent likelihood of 
serious harm to self or others; and 

(B) Medically acceptable alternatives to administra- 
tion of antipsychotic medications are not available or are 
unlikely to be successful; and 

(C) In the opinion of the physician, the patient's con- 
dition constitutes an emergency requiring that treatment 
be instituted before obtaining a second medical opinion. 

(и) For short-term treatment up to thirty days, pro- 
vided there is an additional concurring medical opinion 
approving medication. 

(iii) For continued treatment beyond thirty days 
through the hearing on any petition filed under RCW 
71.05.370(7), provided the facility director or director's 
designee reviews the decision to medicate a patient. The 
director s review shall occur at least every sixty days. 

(іу) Petitions for antipsychotic medications filed under 
the authority of RCW 71.05.370(7) shall be signed by 
an examining physician. All involuntary medication or- 
ders shall be consistent with the provisions of RCW 71- 
.05.370 (7)(a) through (c), whether ordered by either a 


physician or the court. ` 
(d) To wear ((his-or-her)) the patient's own clothes 


and to keep and use ((his-or-her)) the patient's own per- 
sonal possessions, except when deprivation of same is es- 
sential to the protection and safety of the patient or oth- 
er persons((—¢d)-Fhetight)); 

(e) To keep and be allowed to spend a reasonable sum 
of ((hts-or-her)) the patients own money((-—c)—Fhc 
right); 

(f) To access to individual storage space for ((fris-or 
ћет)) the patient's own private use((—f)-Fhe-right)); 

(g) То have visitors at reasonable times((—tg}—Fhe 
right); 

(h) To have reasonable access to a telephone, both to 
make and receive confidential calls((—€)-Fhetight)); 

(i) To have ready access to letter writing material, in- 
cluding stamps, and to send and receive uncensored cor- 
respondence through the mails((—1)-Fhe-right)); 

(j) Not to consent to the performance of ((shock 
treatment)) electroconvulsive therapy or surgery, except 
emergency life-saving surgery, upon ((him-or-her)) the 
patient, and not to have ((shock-treatment)) electrocon- 
vulsive therapy or nonemergency surgery in such cir- 
cumstances unless ordered by a court ((pursuant-to)) 
under a judicial hearing where: 

(i ~ () The patient is present and represented by coun- 
sel((;)); and 

(ii) The court appoints a psychiatrist, psychologist, or 
physician designated by such patient or ((his-or-her)) 
the patient's counsel to testify on behalf of the patient((- 

)) as described under RCW 71.05.210, 71- 
.05.370, and 71.05. 380(0-6)-The right). 

(k) To dispose of property and sign contracts unless 
the patient has been adjudicated ((an)) as incompetent 
in а court proceeding directed to the particular issue((- 


tk} Ре right); 
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(1) Not to have psychosurgery performed under any 
circumstances((—(1)-The-right)); 

(m) To object to detention or request release through 
writ of habeas corpus((—¢m)-No persorrshatl)); 

n) To maintain the right to be presumed ((treompe= 
tent-or)) competent and not lose any civil rights as a 
consequence of receiving evaluation or treatment for a 
mental disorder((—(n)-The-right)); 

(o) Of access to attorneys, courts, and other legal re- 
dress((—(o)-Fhe-right)); 

(p) To have all information and records compiled, ob- 
tained, or maintained in the course of receiving services 
kept confidential, (( )) under the provisions of 
RCW 71.05.390 through 71.05.420. | 

(2) Rights of all voluntary patients. All voluntary ра- 
tients shall have the right to: 

(a) ((Fhe-right-to)) Release, unless involuntary com- 


mitment proceedings are initiated. Specific patients 
rights to release are as follows: 

(i) Adult patient, no guardian — Release at request of 
patient(C)); 

(ii) Adult admitted by guardian — Release at request 
of guardian or patient((-)); 

(іі) Minor, thirteen years of age or under — Release 
at request of parent(s), conservator, guardian, or other 
person entitled to custody((-)); 

(iv) Minor, fourteen years of age or over — Release 
upon request of both minor and ((his-or-her)) the mi- 
nors parent(s), conservator, guardian, or other person 
entitled to custody. If requested by minor only, release 
on next judicial day. 

(b) (CFhe-right-to)) A review of condition and status 
at least each one hundred and eighty days((-—(Refer- 
епсе)) as required under RCW 71.05.050, 71.05.380, 
апа 72.23.070((7-and—71-05-389))). 


" (3) ((Rights-of)) All involuntary patients shall shall: 
(a) Unless released within seventy-two hours as de- 


fined ((by)) under WAC 275-55-020(21), ((attinvehm- 
tary-aduit-patients)) have a right to a judicial hearing 
not more than seventy-two hours, as defined, after initial 
detention to determine whether probable cause exists to 
detain such patient after seventy-two hours for a further 
period up to fourteen days((-)); 

(b) Have the right to: 

(i) Communicate immediately with an attorney((;)) 
and, if indigent, the right to have an attorney appointed 
to represent the patient before and at such hearing((;)); 
and ((thetight-to)) 

(ii) Be told the name and address of the attorney 
appointed((-)); 

(c) Have the right to remain silent((:)); 

(d) Have the right to be told statements the patient 
makes may be used in the involuntary proceedings((-)); 

(e) Have the right to present evidence and to cross— 
examine witnesses testifying against the patient at the 
probable cause hearing((-)); 

(f Have the right to refuse medication beginning 
twenty—four hours ((prior-to)) before any court proceed- 
ing wherein the patient has the right to attend and 
which bears upon the continued commitment of the 


patient((-)); 
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(g) When taken into custody by a peace officer and 
then placed in a facility without prior authorization by 
the county-designated mental health professional, the 
involuntary patient shall be: 

(i) Examined by a mental health professional within 
three hours of the patient's arrival((;)); and ((shaH-be)) 

(ii) Released within twelve hours unless the соиту- 
designated mental health professional files а supple- 
mental petition for initial detention and the detained 


person receives a copy((—(Reference)) as described un- 
der RCW 71.05.150(5)(Q)). 


WSR 91-16-026 
PERMANENT RULES 
SUPERINTENDENT OF 
PUBLIC INSTRUCTION 
[Order 91-13—-Filed July 26, 1991, 4:23 p.m.] 


Date of Adoption: June 21, 1991. 

Purpose: To repeal sections that should have been re- 
pealed when revisions were last made. 

Citation of Existing Rules Affected by this Order: 
Repealing WAC 392-191-060, 392-191-065, 392-191- 
070, 392-191-075, 392-191-080, 392-191-085, 392- 
191-090, and 392-191-095. 

Statutory Authority for Adoption: RCW 28A.67.065. 

Pursuant to notice filed as WSR 91-10-104 оп Мау 
1, 1991. 

Effective Date of Rule: Тһігіу-опе days after filing. 

July 26, 199] 
Judith A. Billings 
Superintendent of 
Public Instruction 


REPEALER 


The following sections of the Washington Adminis- 
trative Code are repealed: 


WAC 392-191-060 PROFESSIONAL GROWTH 
COMPONENT. “77 

WAC 392-191-065 PROFESSIONAL GROWTH 
СОМРОМЕМТ—РИКРОЗЕ. 

WAC 392-191-070 PROFESSIONAL GROWTH 
COMPONENT-—IMPLEMENTATION. 

WAC 392-191-075 PROFESSIONAL GROWTH 
COMPONENT—COMMITTEE MEMBERSHIP. 

WAC 392-191-080 PROFESSIONAL GROWTH 
COMPONENT—SOURCES OF INFORMATION. 

WAC 392-191-085 PROFESSIONAL GROWTH 
COMPONENT-— SHORT FORM OF 
EVALUATION. 

WAC 392-191-090 PROFESSIONAL GROWTH 
COMPONENT—RECORDS. 

WAC 392-191-095 PROFESSIONAL GROWTH 
COMPONENT--TIMELINE. 
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WSR 91-16-027 
EMERGENCY RULES 
DEPARTMENT OF FISHERIES 


[Order 91-56—Filed July 26, 1991, 4:35 p.m., effective July 28, 1991, 
12:01 a.m.] 


Date of Adoption: July 26, 1991. 

Purpose: Commercial fishing regulations. 

Citation of Existing Rules Affected by this Order: 
Repealing WAC 220-47-700. 

Statutory Authority for Adoption: RCW 75.08.080. 

Pursuant to RCW 34.05.350 the agency for good 
cause finds that immediate adoption, amendment, or re- 
peal of a rule is necessary for the preservation of the 
public health, safety, or general welfare, and that ob- 
serving the time requirements of notice and opportunity 
to comment upon adoption of a permanent rule would be 
contrary to the public interest. 

Reasons for this Finding: Restrictions in Areas 4B, 5, 
6, 6A, 6C, 7, and 7A provide protection for United 
States and Canadian origin chinook stocks. Openings in 
Areas 7B and 7C provide opportunity to harvest non- 
Indian allocation of chinook destined for the Nooksack- 
Samish region of origin, and to prevent wastage. АП 
other Puget Sound areas are closed to prevent 
overharvest of local salmon stocks. 

Effective Date of Rule: 12:01 a.m., July 28, 1991. 

July 26, 1991 
Joseph R. Blum 
Director 


NEW SECTION 


WAC 22047-701 PUGET SOUND ALL-CITI- 
ZEN COMMERCIAL SALMON FISHERY. Not- 
withstanding the provisions of Chapter 220-47 WAC, 
effective 12:01 AM Sunday July 28, 1991, until further 
notice, it is unlawful to take, fish for, or possess salmon 
or Atlantic salmon for commercial purposes taken from 
the following Puget Sound Salmon Management and 
Catch Reporting Areas except in accordance with the 
following open periods and mesh and area restrictions: 

* Areas 4B, 5, 6, 6A, 6C, 7, and 7A — Under the 
control of the Pacific Salmon Commission. Drift gill net 
gear restricted to 5-inch minimum, 6-inch maximum 
mesh when open. 

* Areas 7B and 7C - Gillnets using 7-inch minimum 
mesh may fish from 7 PM to 9:30 AM nightly, Monday, 
and Tuesday, July 29, 30. 

* Areas 6B, 6D, 7D, 7F, 8, 8A, 8D, 9, 9A, 10, 10A, 
10C, 10D, 10E, 10F, 106, 11, ПА, 12, 12A, 12В, 12C, 
12D, 13, 13A, 13C, 13D, 13E, 13F, 13G, 13H, 131, 13J, 
and 13K, all freshwater areas, and exclusion zones pro- 
vided for in WAC 220—47—307 except as modified herein 
— Closed. 


REPEALER 


The following section of the Washington Administra- 
tive Code is repealed effective 12:01 AM Sunday July 
28, 1991: 


WAC 220-47-700 PUGET SOUND ALL-CITI- 
ZEN COMMERCIAL SALMON FISHERY (91-49) 
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WSR 91-16-028 
ATTORNEY GENERAL OPINION 
Cite ав: AGO 1991 No. 26 

[July 24, 1991] 


FIREARMS—MILITARY—APPLICATION OF MACHINE 
Сом PROHIBITION TO MEMBERS OF THE ARMED FORCES 


RCW 9.41.190 prohibits the ownership or possession of 
a machine gun. This prohibition does not apply to any 
officer or member of the armed forces. The exception to 
the machine gun prohibition for officers or members of 
the armed forces is not related to the discharge of the 
officer's or member's official duties. 


Requested by: 
Honorable Gary A. Nelson 
State Senator, District 21 
9710 Wharf Street 
Edmonds, Washington 98020 


WSR 91-16-029 
PROPOSED RULES 
EMPLOYMENT SECURITY DEPARTMENT 
[Filed July 29, 1991, 11:02 a.m.] 


Continuance of WSR 91-11-051. 

Title of Rule: Employer notice and separation deter- 
mination rules. 

Purpose: This notice is to continue the July 24, 1991, 
hearing to August 16, 1991, extend the comment period 
to August 30, 1991, and to continue the adoption date 
from August 9, 1991, to September 6, 1991. 

Summary: Adjudication of separation issues will be 
limited to separations from last employer and discharges 
for criminal behavior. Base year employers will not be 
notified of filings of invalid claims. 

Name of Agency Personnel Responsible for Drafting: 
Wm. Eric Jordan, 212 Maple Park, Olympia, WA, 
(206) 586-2915; Implementation and Enforcement: 
Marie Brillante, Assistant Commissioner, UI, 212 Ma- 
ple Park, Olympia, WA, (206) 753-5120. 

Hearing Location: Training Room 1, Employment 
Security Training Facility, 106 Maple Park, Olympia, 
WA 98504, on Friday, August 16, 1991, at 1:30 p.m. 

Submit Written Comments to: Wm. Eric Jordan, 
Rules Coordinator, Employment Security Department, 
212 Maple Park, Mailstop KG-11, Olympia, WA 
98504, by August 30, 1991. 

Date of Intended Adoption: September 6, 1991. 

July 24, 1991 
Vernon E. Stoner 
Commissioner 
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WSR 91-16-030 
RULES COORDINATOR 
TRAFFIC SAFETY COMMISSION 
[Filed July 29, 1991, 3:40 p.m.] 


This is to inform you that the Washington Traffic Safety 
Commission is designating Nancy Cleeves, as the rules 
coordinator in accordance with chapter 34.05 RCW. 


WSR 91-16-031 
ATTORNEY GENERAL OPINION 
Cite as: AGO 1991 No. 27 

[July 25, 1991] 


COUNTIES—CITIES AND TOWNS—CIVIL SERVICE— 
SHERIFF—-POLICE—SENIORITY STATUS OF CITY POLICE 
OFFICER TRANSFERRING TO COUNTY SHERIFF'S OFFICE 


RCW 41.14.260 provides that a city police officer trans- 
ferring to a county sheriff's office pursuant to RCW 41- 
‚14.250 shall have the same rights, benefits and privileg- 
es as the officer would have been entitled to if the officer 
had been a member of the sheriff's office since the be- 
ginning of the officer's employment with the city. Pursu- 
ant to this statute, the officer's seniority is determined by 
the date of the officer's original hire with the city. 


Requested by: 
Honorable Michael J. Sullivan 
Pacific County Prosecuting Attorney 
Post Office Box 45 
South Bend, Washington 98586 


WSR 91-16-032 
WITHDRAWAL OF PROPOSED RULES 
SUPERINTENDENT OF 
PUBLIC INSTRUCTION 
[Filed July 30, 1991, 1:47 p.m.] 


Pursuant to RCW 34.05.335, notice is hereby given to 

withdraw WAC 392-145-015 and 392-145-030 previ- 

ously filed with the code reviser under WSR 91-03-074 
and distributed in the 91-03 State Register. 

Irene Vargas 

Legal Services 


WSR 91-16-033 
PROPOSED RULES 
DEPARTMENT OF HEALTH 
(Medical Disciplinary Board) 
[Filed July 30, 1991, 3:01 p.m.] 


Original Notice. 

Title of Rule: WAC 246-920-820 through 246-920- 
880 Election of board members. 

Purpose: Repeal of sections. 

Statutory Authority for Adoption: RCW 18.72.150. 
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Summary: ESHB 2071 adds a new section to chapter 
18.72 RCW changing the election of physician members 
on the Medical Disciplinary Board to governor appoint- 
ed members; and adds two new members. 

Reasons Supporting Proposal: See above. 

Name of Agency Personnel Responsible for Drafting, 
Implementation and Enforcement: Bonnie King, Medical 
Disciplinary Board, Olympia, 753-2938. 

Name of Proponent: Medical Disciplinary Board, 
governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: See Summary above. 

Proposal Changes the Following Existing Rules: 
Repeals. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Location: West Coast Sea-Tac Hotel, 18220 
Pacific Highway South, Sea-Tac, WA, on September 
13, 1991, at 7:00 p.m. 

Submit Written Comments to: Bonnie King, Medical 
Disciplinary Board, 1300 Quince Street S.E., Mailstop 
EY-25, Olympia, WA 98504, by September 9, 1991. 

Date of Intended Adoption: September 13, 1991. 

July 17, 1991 
Bonnie King 
Program Manager 


REPEALER 


The following sections of the Washington Administrative Code are 
repealed: 


WAC 246-920-820 
AL DISTRICTS. 
WAC 246-920-830 
WAC 246-920-840 
WAC 246-920-850 
ELECTIONS. 
WAC 246-920-860 
WAC 246-920-870 
AL DISTRICT. 
WAC 246-920-880 


ELECTION YEARS IN CONGRESSION- 


RESIDENTIAL REQUIREMENT. 
NOMINATING PETITIONS. 
ELIGIBILITY REQUIREMENT IN 


TIME OF ELECTION—BALLOTS. 
IDENTIFICATION BY CONGRESSION- 


BALLOTS. 


WSR 91-16-034 
NOTICE OF PUBLIC MEETINGS 
LIQUOR CONTROL BOARD 
{Memorandum—July 26, 1991] 


The Washington State Liquor Control Board will meet 
in public session on August 29 in Spokane at the 
Sheraton Hotel, N322 Spokane Falls Court beginning at 
10:00 a.m. A regular board meeting will handle routine 
business items and the meeting will then be opened up 
for questions and comments by those who attend. (The 
meeting replaces the regularly scheduled Wednesday 
meeting of the board held in Olympia.) The Spokane 
meeting is the second in a series of meetings the board 
plans on conducting throughout the state in order to 
make themselves more readily available to the public. 
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WSR 91-16-035 
NOTICE OF PUBLIC MEETINGS 
INTERAGENCY COMMITTEE 
FOR OUTDOOR RECREATION 
[Memorandum—July 31, 1991] 


The Interagency Committee for Outdoor Recreation will 
meet on September 19—20, 1991, beginning at 9:00 a.m. 
at the Tyee Motor Inn, Tumwater, Washington. 


This meeting is a funding session of the IAC for the 
Washington Wildlife and Recreation Local Government 
Grant-in-Aid Program authorized by the state legisla- 
ture (chapter 14, Laws of 1990 Ist sp. sess.). 


WSR 91-16-036 
WITHDRAWAL OF PROPOSED RULES 
DEPARTMENT OF 
SOCIAL AND HEALTH SERVICES 
(Public Assistance) 

[Filed July 31, 1991, 4:43 p.m.] 


The Department of Social and Health Services, by this 
memorandum, withdraws WSR 91-15-063 and 91-16- 
016. 


These two filings will be combined into one and will have 
the same hearing date. 

Leslie F. James 

Director 

Administrative Services 


WSR 91-16-037 
PROPOSED RULES 
DEPARTMENT OF 
SOCIAL AND HEALTH SERVICES 

(Public Assistance) | 
[Filed July 31, 1991, 4:47 p.m.] 


Original Notice. 

Title of Rule: WAC 388-37-030, 388-37-038, and 
388-37-115. 

Purpose: To implement SHB 1052 passed by the 1991 
state legislature which amended RCW 74.04.005. It ex- 
tends the general assistance to pregnant women program 
(GA-S) eligibility from six weeks following the birth of 
a child that is relinquished for adoption to the end of the 
month in which the six week period ends. To implement 
SB 5959 which requires applicants for the general as- 
sistance unemployable (GAU) program to be unable to 
work due to a mental or physical impairment for at least 
ninety days. 

Statutory Authority for Adoption: Chapter 126, Laws 
of 1991 and chapter 10, Laws of 1991 1st sp. sess. 

Statute Being Implemented: Chapter 126, Laws of 
1991 and chapter 10, Laws of 1991 Ist sp. sess. 

Summary: For GA-S and aid to families with depen- 
dent children (AFDC) recipients, this amendment ex- 
tends the eligibility period for recipients whose eligibility 
is based on the relinquishment of their only child for 
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adoption. This amendment extends the eligibility period 
from six weeks following the birth of the child to the end 
of the month in which the six week period ends. Changes 
the durational requirements for GAU incapacity from 
sixty to ninety days. 

Reasons Supporting Proposal: This rule amendment is 
necessary to amend RCW 74.04.005 to extend the СА- 
S program and clarify program eligibility. The intent of 
the bill was to clarify the intent of the original legisla- 
tion to continue general assistance only to women who 
relinquish their child for adoption. It also changed the 
language to extend eligibility under this criteria from six 
weeks following the birth of the child to the end of the 
month in which the six week period ends for ease of ad- 
ministration. Also this rule amendment is necessary to 
implement SB 5959. 

Name of Agency Personnel Responsible for Drafting, 
Implementation and Enforcement: Barbara Hargrave, 
Income Assistance, 753-3340. 

Name of Proponent: Department of Social and Health 
Services, governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: Same as above. 

Proposal Changes the Following Existing Rules: See 
above. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Location: OB-2 Auditorium, 12th and 
Franklin, Olympia, Washington, on September 10, 1991, 
at 10:00 a.m. 

Submit Written Comments to: Troyce Warner, Chief, 
Office of Issuances, Department of Social and Health 
Services, Mailstop 5805 [45805], Olympia, Washington 
98504, by September 10, 1991. 

Date of Intended Adoption: September 24, 1991. 

July 26, 1991 

Leslie F. James 
Director 
Administrative Services 


AMENDATORY SECTION (Amending Order 3045, filed 8/1/90, 
effective 9/1/90) : 


WAC 388-37-030 CONTINUING GENERAL ASSIST- 
ANCE—ELIGIBLE PERSONS. When other eligibility is established, 
the department shall grant continuing general assistance to the 
following: 

(1) Incapacitated persons. As used in this section, an incapacitated 
person shall mean a person physically, emotionally, or mentally unable 
to work as a result of a condition expected to continue for ((stxty)) 
ninety days or more from date of application, except as provided under 
WAC 388-37-038 (1) and (2). A person incapacitated by alcoholism 
or drug addiction is not included in this definition, but an alcoholic or 
drug addict incapacitated due to other mental or physical conditions 
may be eligible for general assistance. Incapacity refers to a person's 
capacity to earn income by employment. A person's incapacity does 
not refer to the availability or lack of job opportunities. 

(a) Eligible persons are: 

(i) An incapacitated single person eighteen years of age or older; 

(ii) A married couple if both persons are incapacitated; or 
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(iii) The incapacitated spouse in the case of a married couple when 
only one person is employable. The income and resources of the em- 
ployable spouse shall be considered as described under WAC 388-28- 
500 (1)(a) and (b). 

(b) An incapacitated person shall accept and follow through on re- 
quired available medical treatment, which is reasonably expected to 
render the person able to work, unless there is good cause for failure to 
do so. 

The department shall make the "good cause" determination based 
on the criteria under WAC 388-37-037(5). 

(c) An incapacitated person may also receive medical services pro- 
vided under the state-financed medical care services program as de- 
fined under WAC 388-86-120. 

(2) Pregnant women who are: 

(a) Income and resource eligible for the aid to families with depen- 
dent children program; and 

(b) In their first or second trimester of pregnancy; or 

(c) Members of a two-parent household during a time when the aid 
to dependent children-employable (AFDC-E) program is in effect, but 
do not meet categorical eligibility for AFDC-E. These women may re- 
ceive a continuing general assistance grant for the duration of their 
pregnancy. 

(3) Effective June 7, 1990, women: 

(a) Relinquishing a child for adoption; and 

(b) Receiving general assistance under WAC 388-37-030(2); or 

(c) Losing AFDC or FIP eligibility because an eligible child does 
not reside in the household; and 

(d) Whose assistance granted under subsection (3) of this section is 
limited to six weeks beginning with the date of birth of the child. 


AMENDATORY SECTION (Amending Order 2525, filed 8/21/87) 


WAC 388-37-038 INCAPACITY—WAIVER OF MEDICAL 
DOCUMENTATION. (1) Incapacity will be considered to be estab- 
lished without medical documentation when the person: 

(a) Has been determined to be eligible for any benefits based on So- 
cial Security Administration disability criteria; 

(b) Is eligible for services from the division of developmental 
disabilities; 

(c) Is sixty-five years of age or older. 

(2) Incapacity will be considered established for a period of ((sixty)) 
ninety days without a psychiatric/psychological evaluation when the 
person is being released from inpatient psychiatric treatment and is 
participating in direct treatment services to meet his or her mental 
health needs as described in WAC 275-56-015(17), with the exception 
of: 

(a) Clients admitted under the Involuntary Treatment Act (ITA), 
who are subsequently released without participating in direct treat- 
ment services; 

(b) Clients voluntarily admitted to a psychiatric hospital or the psy- 
chiatric ward of a general hospital for evaluation and diagnosis only, 
who are released without participating in direct treatment services; 

(c) Clients voluntarily admitted to a psychiatric hospital or the psy- 
chiatric ward of a general hospital for an acute, short-term episode, 
who are released without participating in direct treatment services; and 

(d) Clients who leave ongoing inpatient psychiatric treatment 
against medical advice. 


AMENDATORY SECTION (Amending Order 2259, filed 7/24/85) 


WAC 388-37-115 PROGRESSIVE EVALUATION PROCESS 
STEP I—REVIEW OF MEDICAL DOCUMENTATION. The de- 
partment will review medical documentation prior to making a deter- 
mination of incapacity in order to insure the following requirements 
have been met: 

(1) The medical report must contain sufficient information on which 
to determine incapacity per WAC 388-37-035(2). If the information 
received is not sufficient to determine incapacity, the department can 
require complete information before any incapacity decision is madc. 

(2) The medical report must be a written report from an authorized 
medical professional. 

(3) The impairment(s) must be expected to last at least ((sixty)) 
ninety days from the date of application. 

(4) The medical report must document the existence of a potentially 
incapacitating condition. 
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WSR 91-16-038 
PROPOSED RULES 
DEPARTMENT OF 
SOCIAL AND HEALTH SERVICES 
(Public Assistance) 

[Filed July 31, 1991, 4:50 p.m.] 


Original Notice. 

Title of Rule: WAC 388-87-007 Medical provider 
agreement. 

Purpose: To incorporate administrative changes. | 

Statutory Authority for Adoption: RCW 74.08.090. 

Statute Being Implemented: RCW 74.08.090. 

Summary: Providers shall bill according to the sched- 
ule of maximum allowance, current medical assistance 
drug listing and other applicable schedules. Providers 
may refund a payment to a recipient when the recipient 
paid during the retroactive eligibility period. 

Reasons Supporting Proposal: To delete references to 
"formulary." To clarify when a provider may refund a 
payment to a recipient. 

Name of Agency Personnel Responsible for Drafting, 
Implementation and Enforcement: Bobbe Andersen, 
Medical Assistance, 586-0529. 

Name of Proponent: Department of Social and Health 
Services, governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: Same as above. 

Proposal Changes the Following Existing Rules: See 
above. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Location: OB-2 Auditorium, 12th and 
Franklin, Olympia, Washington, on September 10, 1991, 
at 10:00 a.m. 

Submit Written Comments to: Troyce Warner, Chief, 
Office of Issuances, Department of Social and Health 
Services, Mailstop 5805 [45805], Olympia, Washington 
98504, by September 10, 1991. 

Date of Intended Adoption: September 24, 1991. 

July 31, 1991 

Leslie F. James 
Director 
Administrative Services 


AMENDATORY SECTION (Amending Order 2665, filed 8/2/88) 


WAC 388-87-007 MEDICAL PROVIDER AGREEMENT. The 
department shall offer the medical care program through the use of 
enrolled providers of medical and other covered services. To be en- 
rolled, a provider shall be licensed, if required, to provide said services, 
shall meet the conditions of eligibility defined in WAC 388-87-005, 
and shall sign and submit a standard contract form to the department 
agreeing to participate in the program according to the terms of this 
section. This contract form and participation by the provider according 
to the terms of this section shall constitute the agreement between the 
department and the provider. The department shall issue a contract 
provider number((s)) to an enrolled provider((s)) which is authoriza- 
tion to participate in the medical care program. Providers who partici- 
pate in the medical care program are bound by the rules and standards 
set forth in this section and as issued by the department. 
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(1) Providers shall keep all records necessary to disclose the extent 
of services the provider furnishes to recipients of medical assistance. 

(2) Providers shall furnish the department with any information it 
may request regarding payments claimed by the provider for furnish- 
ing services to recipients of medical assistance. 

(3) The provider shall bill according to instructions issued by the 
department and accept payment for services according to the schedule 
of maximum allowances, the current medical assistance drug ((formu 
tary)) listings and other applicable maximum payment levels or sched- 
ules. Such payment shall constitute complete remuneration for such 
services. 

(4) The provider shall refund to the recipient any payment received 
directly from the recipient for services for which the department is re- 
sponsible for payment. The department shall limit its responsibility for 
payment of services provided in a retroactive period, as defined in 
WAC 388-80-005, to cases in which the cost of the services has not 
been otherwise paid. (( УА 
provider may refund to a recipient ((any)) a payment received i in a re- 
troactive period of eligibility for Medicaid. Such refund would be for 
services for which the department would otherwise be responsible for 
payment. After refunding ((to)) the recipient's payment, recipient, the 
provider may bill the department. Upon receipt of a medical coupon 
that identifies the patient as eligible retroactively, the provider shall 
not bill the recipient for any unpaid charges for covered services ге- 
maining from the retroactive period. 

(5) Provider billing invoices submitted to the department shall con- 
tain the following language and verification: "I hereby certify under 
penalty of perjury, that the material furnished and service rendered is 
a correct charge against the state of Washington; the claim is just and 
due; that no part of the same has been paid and | am authorized to 
sign for the payee; and that all goods furnished and/or services ren- 
dered have been provided without discrimination on the grounds of 
race, creed, color, sex, religion, national origin, marital status, or the 
presence of any sensory, mental or physical handicap." 

(6) Providers shall render all services without discrimination on the 
grounds of race, creed, color, sex, religion, national origin, marital 
status, or the presence of any sensory, mental or physical handicap. 

(7) The department shall give a thirty-day written notice of action 
to suspend or withdraw the provider's number and contract authoriza- 
tion to participate in the medical care program. The thirty-day notice 
shall not be required if: 

(a) A provider is convicted of a criminal offense related to partici- 
pation in the Medicare/ Medicaid program; or 

(b) The provider's license is suspended or revoked; or 

(c) Federal funding is revoked; or 

(d) By investigation, the department can document a violation of 
law or contract; or 

(e) In the opinion of the medical director, division of medical assist- 
ance, the quality of care provided is such that the health and safety of 
recipients is endangered. 

(8) Providers shall render all services according to the applicable 
sections of the Revised Code of Washington, the Washington Admin- 
istrative Code, federal regulations and program instructions issued by 
the department. 

(9) Nothing in this section shall preclude the department and any 
provider or provider group or association from jointly negotiating or 
entering into another form of written agreement for provision of medi- 
cal care services to eligible recipients. If such a contract involves the 
payment of Title XIX funds, the contract shall satisfy all requirements 
of the standard form contract as modified by any applicable federal 
waivers. 

(10) The provider must meet the disclosure of ownership require- 
ments of WAC 388-87-008. 


Reviser's note: The typographical error in the above section oc- 
curred in the copy filed by the agency and appears in the Register 
pursuant to the requirements of RCW 34.08.040. 


Reviser's note: RCW 34.05.395 requires the use of underlining and 
deletion marks to indicate amendments to existing rules. The rule pub- 
lished above varies from its predecessor in certain respects not indicat- 
ed by the use of these markings. 
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WSR 91-16-039 
EMERGENCY RULES 
DEPARTMENT OF 
SOCIAL AND HEALTH SERVICES 
(Public Assistance) 
[Order 3217—Filed July 31, 1991, 4:52 p.m., effective August 1, 
1991, 12:01 a.m.] 


Date of Adoption: July 31, 1991. 

Purpose: To implement SHB 1052 passed by the 1991 
state legislature which amended RCW 74.04.005. It ex- 
tends the general assistance to pregnant women program 
(GA-S) eligibility from six weeks following the birth of 
a child that is relinquished for adoption to the end of the 
month in which the six week period ends. To implement 
SB 5959 which requires applicants for the general as- 
sistance unemployable (GAU) program to be unable to 
work due to a mental or physical impairment for at least 
ninety days. 

Citation of Existing Rules Affected by this Order: 
Amending WAC 388-37-030, 388-37-038, and 388- 
37-115. 

Statutory Authority for Adoption: Chapter 126, Laws 
of 1991 and chapter 10, Laws of 1991 Ist sp. sess. | 

Pursuant to RCW 34.05.350 the agency for good 
cause finds that immediate adoption, amendment, or re- 
peal of a rule is necessary for the preservation of the 
public health, safety, or general welfare, and that ob- 
serving the time requirements of notice and opportunity 
to comment upon adoption of a permanent rule would be 
contrary to the public interest. 

Reasons for this Finding: This rule amendment is 
necessary to amend RCW 74.04.005 to extend the GA- 
S program and clarify program eligibility. The intent of 
the bill was to clarify the intent of the original legisla- 
tion to continue general assistance only to women who 
relinquish their child for adoption. It also changed the 
language to extend eligibility under this criteria from six 
weeks following the birth of the child to the end of the 
month in which the six week period ends for ease of ad- 
ministration. Also this rule amendment is necessary to 
implement SB 5959. 

Effective Date of Rule: August 1, 1991, 12:01 a.m. 

July 31, 1991 

Leslie F. James 
Director 
Administrative Services 


AMENDATORY SECTION (Amending Order 3045, 
filed 8/1/90, effective 9/1/90) 


WAC 388-37-030 CONTINUING GENERAL 
ASSISTANCE—ELIGIBLE PERSONS. When other 
eligibility is established, the department shall grant con- 
tinuing general assistance to the following: 

(1) Incapacitated persons. As used in this section, an 
incapacitated person shall mean a person physically, 
emotionally, or mentally unable to work as a result of a 
condition expected to continue for ((sixty)) ninety days 
or more from date of application, except as provided un- 
der WAC 388-37-038 (1) and (2). A person incapaci- 
tated by alcoholism or drug addiction is not included in 
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this definition, but an alcoholic or drug addict incapaci- 
tated due to other mental or physical conditions may be 
eligible for general assistance. Incapacity refers to a 
person's capacity to earn income by employment. A per- 
son's incapacity does not refer to the availability or lack 
of job opportunities. 

(a) Eligible persons are: 

(i) An incapacitated single person eighteen years of 
age or older, 

(ii) A married couple if both persons are incapacitat- 
ed; or 

(üi) The incapacitated spouse in the case of a married 
couple when only one person is employable. The income 
and resources of the employable spouse shall be consid- 
егей as described under WAC 388-28-500 (1)(a) and 
(b). 

(b) An incapacitated person shall accept and follow 
through on required available medical treatment, which 
is reasonably expected to render the person able to work, 
unless there is good cause for failure to do so. 

The department shall make the "good cause" deter- 
mination based on the criteria under WAC 388-37- 
037(5). 

(c) An incapacitated person may also receive medical 
services provided under the state-financed medical саге 
services program as defined under WAC 388—86—120. 

(2) Pregnant women who are: 

(a) Income and resource eligible for the aid to fami- 
lies with dependent children program; and 

(b) In their first or second trimester of pregnancy, or 

(c) Members of a two-parent household during a time 
when the aid to dependent children-employable 
(AFDC-E) program is in effect, but do not meet cate- 
gorical eligibility Юг AFDC-E. These women may re- 
ceive a continuing general assistance grant for the dura- 
tion of their pregnancy. 

(3) Effective June 7, 1990, women: 

(a) Relinquishing a child for adoption; and 

(b) Receiving general assistance under WAC 388-37- 
030(2); or 

(c) Losing AFDC or FIP eligibility because an eligi- 
ble child does not reside in the household; and 

(d) Whose assistance granted under subsection (3) of 
this section is limited to six weeks beginning with the 
date of birth of the child. 


AMENDATORY SECTION (Amending Order 2525, 
filed 8/21/87) 


МАС 388-37-038 INCAPACITY—WAIVER OF 
MEDICAL DOCUMENTATION. (1) Incapacity will 
be considered to be established without medical docu- 
mentation when the person: 

(a) Has been determined to be eligible for any bene- 
fits based on Social Security Administration disability 
criteria; 

(b) Is eligible for services from the division of devel- 
opmental disabilities; 

(c) Is sixty-five years of age or older. 

(2) Incapacity will be considered established for a pe- 
riod of ((stxty)) ninety days without a psychiatric/psy- 
chological evaluation when the person is being released 
from inpatient psychiatric treatment and is participating 
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in direct treatment services to meet his or her mental 
health needs as described in WAC 275-56-015(17), 
with the exception of: 

(a) Clients admitted under the Involuntary Treatment 
Act (ITA), who are subsequently released without par- 
ticipating in direct treatment services; 

(b) Clients voluntarily admitted to a psychiatric hos- 
pital or the psychiatric ward of a general hospital for 
evaluation and diagnosis only, who are released without 
participating in direct treatment services; 

(c) Clients voluntarily admitted to a psychiatric hos- 
pital or the psychiatric ward of a general hospital for an 
acute, short-term episode, who are released without 
participating in direct treatment services, and 

(d) Clients who leave ongoing inpatient решш 
treatment against medical advice. 


AMENDATORY SECTION (Amending Order 2259, 
filed 7/24/85) 


WAC 388-37-115 PROGRESSIVE EVALUA- 
TION PROCESS STEP I—REVIEW OF MEDICAL 
DOCUMENTATION. The department will review 
medical documentation prior to making a determination 
of incapacity in order to insure the following require- 
ments have been met: 

(1) The medical report must contain sufficient infor- 
mation on which to determine incapacity per WAC 388- 
37—035(2). If the information received is not sufficient to 
determine incapacity, the department can require com- 
plete information before any incapacity decision is made. 

(2) The medical report must be a written report from 
an authorized medical professional. 

(3) The impairment(s) must be expected to last at 
least ((sixty)) ninety days from the date of application. 

(4) The medical report must document the existence 
of a potentially incapacitating condition. 


WSR 91-16-040 
EMERGENCY RULES 
DEPARTMENT OF 
SOCIAL AND HEALTH SERVICES 
(Public Assistance) 


[Order 3218—Filed July 31, 1991, 4:55 p.m., effective August I, 
1991, 12:01 a.m.] 


Date of Adoption: July 31, 1991. 

Purpose: To incorporate administrative changes. 

Citation of Existing Rules Affected by this Order: 
Amending WAC 388-87-007, Medical provider 
agreement. 

Statutory Authority for Adoption: RCW 74.08.090. 

Pursuant to RCW 34.05.350 the agency for good 
cause finds that immediate adoption, amendment, or re- 
peal of a rule is necessary for the preservation of the 
public health, safety, or general welfare, and that ob- 
serving the time requirements of notice and opportunity 
to comment upon adoption of a permanent rule would be 
contrary to the public interest. 
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Reasons for this Finding: To delete references to 
"formulary." To clarify when a provider may refund a 
payment to a recipient. 

Effective Date of Rule: August 1, 1991, 12:01 a.m. 

July 31, 1991 

Leslie F. James 
Director 
Administrative Services 


AMENDATORY SECTION (Amending Order 2665, 
filed 8/2/88) 


WAC 388-87-007 MEDICAL PROVIDER 
AGREEMENT. The department shall offer the medical 
care program through the use of enrolled providers of 
medical and other covered services. To be enrolled, a 
provider shall be licensed, if required, to provide said 
services, shall meet the conditions of eligibility defined in 
WAC 388-87-005, and shall sign and submit a standard 
contract form to the department agreeing to participate 
in the program according to the terms of this section. 
This contract form and participation by the provider ac- 
cording to the terms of this section shall constitute the 
agreement between the department and the provider. 
The department shall issue a contract provider 
number((s)) to an enrolled provider((s)) which is au- 
thorization to participate in the medical care program. 
Providers who participate in the medical care program 
are bound by the rules and standards set forth in this 
section and as issued by the department. 

(1) Providers shall keep all records necessary to dis- 
close the extent of services the provider furnishes to re- 
cipients of medical assistance. 

(2) Providers shall furnish the department with any 
information it may request regarding payments claimed 
by the provider for furnishing services to recipients of 
medical assistance. 

(3) The provider shall bill according to instructions 
issued by the department and accept payment for ser- 
vices according to the schedule of maximum allowances, 
the current medical assistance drug ((formulary)) list- 
ings and other applicable maximum payment levels or 
schedules. Such payment shall constitute complete re- 
muneration for such services. 

(4) The provider shall refund to the recipient any 
payment received directly from the recipient for services 
for which the department is responsible for payment. 
The department shall limit its responsibility for payment 
of services provided in a retroactive period, as defined in 
WAC 388—80—005, to cases in which the cost of the ser- 
vices has not been otherwise paid. ( (His appropriate, but 
notrequired.-((that)) A provider may refund to a recip- 
ient ((any)) a payment received in a retroactive period 
of eligibility for Medicaid. Such refund would be for 
services for which the department would otherwise be 
responsible for payment. After refunding ((to)) the re- 
cipients payment, recipient, the provider may bill the 
department. Upon receipt of a medical coupon that 
identifies the patient as eligible retroactively, the provid- 
er shall not bill the recipient for any unpaid charges for 
covered services remaining from the retroactive period. 
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(5) Provider billing invoices submitted to the depart- 
ment shall contain the following language and verifica- 
tion: "I hereby certify under penalty of perjury, that the 
material furnished and service rendered is a correct 
charge against the state of Washington; the claim is just 
and due; that no part of the same has been paid and I 
am authorized to sign for the payee, and that all goods 
furnished and/or services rendered have been provided 
without discrimination on the grounds of race, creed, 
color, sex, religion, national origin, marital status, or the 
presence of any sensory, mental or physical handicap." 

(6) Providers shall render all services without dis- 
crimination on the grounds of race, creed, color, sex, re- 
ligion, national origin, marital status, or the presence of 
any sensory, mental or physical handicap. 

(7) The department shall give a thirty-day written 
notice of action to suspend or withdraw the provider's 
number and contract authorization to participate in the 
medical care program. The thirty-day notice shall not be 
required if: 

(a) A provider is convicted of a criminal offense relat- 
ed to participation in the Medicare/Medicaid program; 
or 

(b) The provider's license is suspended or revoked, or 

(c) Federal funding is revoked; or 

(d) By investigation, the department can document a 
violation of law or contract, or 

(e) In the opinion of the medical director, division of 
medical assistance, the quality of care provided is such 
that the health and safety of recipients is endangered. 

(8) Providers shall render all services according to the 
applicable sections of the Revised Code of Washington, 
the Washington Administrative Code, federal regula- 
tions and program instructions issued by the department. 

(9) Nothing in this section shall preclude the depart- 
ment and any provider or provider group or association 
from jointly negotiating or entering into another form of 
written agreement for provision of medical care services 
to eligible recipients. If such a contract involves the 
payment of Title XIX funds, the contract shall satisfy 
all requirements of the standard form contract as modi- 
fied by any applicable federal waivers. 

(10) The provider must meet the disclosure of owner- 
ship requirements of WAC 388-87-008. 

Reviser's note: Тһе typographical error in the above section oc- 


curred in the copy filed by the agency and appears in the Register 
pursuant to the requirements of RCW 34.08.040. 


Reviser's note: RCW 34.05.395 requires the use of underlining 
and deletion marks to indicate amendments to existing rules. The rule 
published above varies from its predecessor in certain respects not in- 
dicated by the use of these markings. 


WSR 91-16-041 
EMERGENCY RULES 
DEPARTMENT OF FISHERIES 


[Order 91-58— Filed July 31, 1991, 5:43 p.m., effective August 1, 
1991, 12:01 a.m.] 


Date of Adoption: July 31, 1991. 
Purpose: Commercial fishing regulations. 
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Citation of Existing Rules Affected by this Order: 
Repealing WAC 220-44-05000М. 

Statutory Authority for Adoption: RCW 75.08.080. 

Pursuant to RCW 34.05.350 the agency for good 
cause finds that immediate adoption, amendment, or re- 
peal of a rule is necessary for the preservation of the 
public health, safety, or general welfare, and that ob- 
serving the time requirements of notice and opportunity 
to comment upon adoption of a permanent rule would be 
contrary to the public interest. 

Reasons for this Finding: The Pacific Fisheries Man- 
agement Council has established a harvestable quota of 
groundfish. This regulation provides for harvest of the 
quota. This regulation is adopted at the recommendation 
of the Pacific Fisheries Management Council. 

Effective Date of Rule: 12:01 a.m., August 1, 199]. 

July 31, 1991 
Judith Freeman 
for Joseph R. Blum 
Director 


NEW SECTION 


WAC 220-44-05000N COASTAL BOTTOM- 
FISH CATCH LIMITS. Notwithstanding the provi- 
sions of WAC 220-44—050, effective 12:01 a.m. August 
1, 1991, until further notice it is unlawful to possess, 
transport through the waters of the state or land in any 
Washington State port bottomfish taken from Marine 
Fish-Shellfish Management and Catch Reporting Areas 
29, 58B, 59A, 59B, 60A, 61, 62, or 63 in excess of the 
amounts or less than the minimum sizes shown below for 


the following species: 


(1) The following definitions apply to this section: 

(a) Biweekly fishing period. Each of the following is 
defined as a biweekly fishing period (hours given are on 
a 24-hour basis): 

0001 hours July 31 to 2400 hours August 13; 

0001 hours August 14 to 2400 hours August 27; 

0001 hours August 28 to 2400 hours September 10, 

0001 hours September 11 to 2400 hours September 
24; 

0001 hours September 25 to 2400 hours October 8; 
0001 hours October 9 to 2400 hours October 22; 
0001 hours October 23 to 2400 hours November 19. 
0001 hours November 20 to 2400 hours December 3; 
0001 hours December 4 to 2400 hours December 17, 
0001 hours December 18 to 2400 hours December 31; 
(b) Vessel trip — A vessel trip is defined as having oc- 
curred upon the initiation of transfer of catch from a 
fishing vessel. 

(c) Vessel trip limit — The amount of fish that may 
not be exceeded per vessel trip. All fish aboard a fishing 
vessel upon the initiation of transfer of catch are to be 
counted towards the vessel trip limit. 

(d) Week - Wednesday through the following 
Tuesday. 

(2) Widow rockfish — 10,000 pounds per vessel trip, 
not to exceed 20,000 pounds per biweekly fishing period. 
No minimum size. 

(3) Shortbelly rockfish — no maximum poundage per 
biweekly fishing period. No minimum size. 
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(4) Pacific ocean perch — No trip limit for landings 
less than 1,000 pounds per vessel trip. Landings greater 
than 1,000 pounds but not to exceed 3,000 pounds al- 
lowed only if Pacific ocean perch represent 20 percent or 
less of fish aboard per vessel trip. No landings of more 
than 3,000 pounds per vessel trip. No minimum size. 

(5) All other species of rockfish except widow, 
shortbelly, Pacific ocean perch and thornyhead or idiot 
rockfish (Sebastolobus spp.) — 12,500 pounds twice 
weekly, or 25,000 pounds weekly or 50,000 pounds bi- 
weekly of all other rockfish combined per biweekly fish- 
ing period, of which no more than 3,000 pounds may be 
yellowtail rockfish if landings are made twice weekly or 
weekly, or 5,000 pounds may be yellowtail rockfish if the 
landing is made biweekly. No minimum size. 

(6) Deepwater complex — Sablefish, Dover sole, and 
thornyhead rockfish — 13,750 pounds twice weekly, or 
27,500 pounds weekly, or 55,000 pounds biweekly of the 
deepwater complex per fishing period, of which no more 
than 6,250 pounds, 12,500 pounds, or 25,000 pounds 
may be thornyhead rockfish if landed twice weekly, 
weekly or biweekly, respectively. No restriction on vessel 
trips landing less than 4,000 pounds of the deepwater 
complex, except sable fish limited to 1,000 pounds per 
vessel trip. No size limit for dover sole and thornyhead 
rockfish. 

The following limits apply to sablefish taken under 
this subsection: 

(a) Trawl vessels - Landings above 1,000 pounds al- 
lowed only if sablefish represent 25 percent or less of the 
total combined weight of the deepwater complex on 
board. Minimum size 22 inches in length unless dressed, 
in which case minimum size 15.5 inches, from the ante- 
rior insertion of the first dorsal fin to the tip of the tail. 
To convert from dressed weight to round weight, multi- 
ply the dressed weight by 1.6. Trawl vessels are allowed 
an incidental catch less than the minimum size of 1,000 
pounds or 25 percent of the total combined weight of all 
deepwater complex species aboard, but not to exceed 
5,000 pounds of undersize sablefish. 

(b) Non-trawl vessels — No sablefish may be 
possessed. 

(7) There is no limit on the number of landings of 
widow rockfish less that 3,000 pounds, Pacific Ocean 
perch less than 1,000 pounds, other rockfish less than 
3,000 pounds, and deepwater complex less than 4,000 
pounds of which not more than 1,000 pounds may be 
sablefish. : 

(8) It is unlawful during the unloading of the catch 
and prior to its being weighed or leaving the unloading 
facility to intermix with any other species a species or 
category of bottomfish having a vessel trip limit. 

(9) The fisher's copy of all fish receiving tickets show- 
ing landings of species provided for in this section shall 
be retained aboard the landing vessel for 90 days after 
landing. 


REPEALER 


The following section of the Washington Administra- 
tive Code is repealed: 
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WAC 220-44-05000M COASTAL BOTTOM- 
FISH CATCH LIMITS (91-44) 


WSR 91-16-042 
PROPOSED RULES 
PERSONNEL BOARD 
[Filed August 1, 1991, 9:50 a.m.] 


Original Notice. 

Title of Rule: WAC 356-18-116 Leave due to un- 
foreseen child care requirements. 

Purpose: This rules establishes a policy for authoriza- 
tion of leave for child care needs. 

Statutory Authority for Adoption: RCW 41.06.040. 

Statute Being Implemented: RCW 41.06.150. 

Summary: Changes policy for child care leave to 
family care leave. 

Reasons Supporting Proposal: Expands child care 
leave to be more inclusive of more diverse family 
structures. 

Name of Agency Personnel Responsible for Drafting: 
Dorothy Gerard, 521 Capitol Way South, 753-2708; 
Implementation and Enforcement: Department of 
Personnel. 

Name of Proponent: Department of Personnel in con- 
Junction with Workforce 2000 Cluster 6B, 
governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: This rule establishes a policy for authorization of 
leave for child care needs. Expands child care leave to 
include other family members. | 

Proposal Changes the Following Existing Rules: Al- 
lows authorization of leave to diverse family structures. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Location: Department of Personnel, 521 
Capitol Way South, Olympia, WA 98504, on September 
12, 1991, at 10:00 a.m. 

Submit Written Comments to: Dorothy Gerard, P.O. 
Box 1789, Mailstop FE-11, Olympia, WA 98507, by 
September 10, 1991. 

Date of Intended Adoption: September 12, 1991. 

July 29, 199] 
Dee W. Henderson 
Secretary 


AMENDATORY SECTION (Amending Order 314, filed 2/24/89, 
effective 4/1/89) 


WAC 356-18-116 LEAVE DUE ТО UNFORESEEN 
((CHTED)) FAMILY CARE REQUIREMENTS. Absence due to an 
employee's inability to report for or continue scheduled work due to 
unforeseen ((child)) family care requirements shall be authorized in 
any of the leave categories listed below at the employee's desire. No 
advance approval shall be required; however, the employee shall notify 
the agency at the beginning of the absence. 

(1) Compensatory or exchange time. 

(2) Vacation leave. 

(3) Accrued sick leave (in accordance with WAC 356-18-060(8)). 

(4) Leave without pay. 

For purposes of this subsection "family" shall include: 

(a) Spouse. 
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(b) Son, daughter, grandchild, or foster child. 

(c) Grandparent or parent. 

(d) Son-in-law or daughter-in-law. 

(e) Brother, sister, niece, nephews, aunt, uncle, first cousin, brother- 


in-law, or sister-in-law. 


(f) Persons who reside in same home, who have reciprocal and natu- 
ral and/or moral duties to and do provide support for one another. 


WSR 91-16-043 
PROPOSED RULES 
PERSONNEL BOARD 
[Filed August 1, 1991, 9:53 a.m.] 


Original Notice. 

Title of Rule: WAC 356-05-493 Workforce diversity. 

Purpose: Defines workforce diversity. 

Statutory Authority for Adoption: RCW 41.06.040. 

Statute Being Implemented: RCW 41.06.150. 

Summary: А new definition for workforce diversity. 

Reasons Supporting Proposal: The composition of the 
state workforce is becoming more diverse. Title 356 
WAC should address the scope of the changes that are 
occurring. 

Name of Agency Personnel Responsible for Drafting: 
Dorothy Gerard, 521 Capitol Way South, 753-2708; 
Implementation and Enforcement: Department of 
Personnel. 

Name of Proponent: Department of Personnel in con- 
junction with Workforce 2000 Cluster 6B, 
governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: This provides a thorough definition of workforce 
diversity that can be used by all state agencies. 

Proposal does not change existing rules. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Location: Department of Personnel, 521 
Capitol Way South, Olympia, WA 98504, on September 
12, 1991, at 10:00 a.m. 

Submit Written Comments to: Dorothy Gerard, P.O. 
Box 1789, Mailstop FE-11, Olympia, WA 98507, by 
September 10, 1991. 

Date of Intended Adoption: September 12, 1991. 

July 29, 1991 
Dee W. Henderson 
Secretary 


NEW SECTION 


WAC 356-05-493 WORKFORCE DIVERSITY. Diversity is de- 
fined as the condition of being different or having differences. Applied 
to the workforce it means that an increasing number of employees with 
a greater range of distinctions are and will be present within the work- 
place. This workforce includes persons with diverse ethnic and cultural 
backgrounds as well as persons with disabilities, workers of varying 
ages, veterans, females, and members of varying forms of family 
structures, religious preferences, and sexual orientations. 
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WSR 91-16-044 
PROPOSED RULES 
PERSONNEL BOARD 
[Filed August I, 1991, 9:55 a.m.] 


Original Notice. 

Title of Rule: WAC 356-05-327 Protected group 
members. 

Purpose: This rule identifies protected groups for af- 
firmative action purposes. 

Statutory Authority for Adoption: RCW 41.06.040. 

Statute Being Implemented: RCW 41.06.150. 

Summary: This proposal adds Pacific Islanders and 
Alaska natives to protected groups. 

Reasons Supporting Proposal: This is a housekeeping 
change to reflect current affirmative action groupings. 

Name of Agency Personnel Responsible for Drafting: 
Dorothy Gerard, 521 Capitol Way South, 753-2708; 
Implementation and Enforcement: Department of 
Personnel. 

Name of Proponent: Department of Personnel in con- 
junction with Workforce 2000 Cluster 6B, 
governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: This proposal reflects current affirmative action 
groupings by adding Pacific Islanders and Alaska 
natives. 

Proposal Changes the Following Existing Rules: 
Changes rule by adding additional protected groups. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Location: Department of Personnel, 521 
Capitol Way South, Olympia, WA 98504, on September 
12, 1991, at 10:00 a.m. 

Submit Written Comments to: Dorothy Gerard, P.O. 
Box 1789, Mailstop FE-11, Olympia, WA 98507, by 
September 10, 1991. 

Date of Intended Adoption: September 12, 1991. 

July 29, 199] 
Dee W. Henderson 
Secretary 


AMENDATORY SECTION (Amending Order 267, filed 1/2/87) 


WAC 356-05-327 PROTECTED GROUP MEMBERS. Protect- 
ed groups for affirmative action purposes are: Persons between the ages 
of forty and seventy, people of disability, Vietnam Era veterans, dis- 
abled veterans, women, Asians and Pacific Islanders, ((b))Blacks, 
Hispanics, and ((n))Native Americans and Alaska Natives. 


WSR 91-16-045 
PROPOSED RULES 
PERSONNEL BOARD 
[Filed August 1, 1991, 9:57 a.m.] 


Original Notice. 

Title of Rule: WAC 356-05-173 Flex-time. 
Purpose: Establishes a definition for flex—time. 
Statutory Authority for Adoption: RCW 41.06.040. 
Statute Being Implemented: RCW 41.06.150. 
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Summary: To include a definition for flex-time. 

Reasons Supporting Proposal: Flex-time is currently 
referenced in the WAC's. However, it is not defined. 

Name of Agency Personnel Responsible for Drafting: 
Dorothy Gerard, 521 Capitol Way South, 753-2708; 


Implementation and Enforcement: Department of 


Personnel. 

Name of Proponent: Department of Personnel in con- 
junction with Workforce 2000 Cluster 6B, 
governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: This proposal will establish a definition for flex- 
time which is not currently defined in the merit system 
rules. 

Proposal does not change existing rules. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Location: Department of Personnel, 521 
Capitol Way South, Olympia, WA 98504, on September 
12, 1991, at 10:00 a.m. . 

Submit Written Comments to: Dorothy Gerard, P.O. 
Box 1789, Mailstop FE-11, Olympia, WA 98507, by 
September 10, 1991. 

Date of Intended Adoption: September 12, 1991. 

July 29, 1991 
Dee W. Henderson 
Secretary 


NEW SECTION 


WAC 356-05-173 FLEX-TIME. These work schedules require 
fixed core hours of work and regular starting and quitting times other 
than 8 a.m to 5 p.m. 


WSR 91-16-046 
PROPOSED RULES 
PERSONNEL BOARD 
[Filed August 1, 1991, 9:58 a.m.] 


Original Notice. 

Title of Rule: WAC 356-05-260 Persons of disability. 

Purpose: This is the new definition specified by the 
Americans with Disabilities Act. This definition will en- 
sure consistency with the act. 

Statutory Authority for Adoption: RCW 41.06.040. 

Statute Being Implemented: RCW 41.06.150. 

Summary: This is the new definition specified by the 
Americans with Disabilities Act. 

Reasons Supporting Proposal: Creates consistency 
with the definition used by Americans with Disabilities 
Act. 

Name of Agency Personnel Responsible for Drafting: 
Dorothy Gerard, 521 Capitol Way South, 753-2708; 
Implementation and Enforcement: Department of 
Personnel. à 

Name of Proponent: Department of Personnel in con- 
junction with Workforce 2000 Cluster 6B, 
governmental. 
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Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: This clarifies the definition of persons of disability. 
Anticipated effects: Minimal as the definition is close to 
the one it is replacing. 

Proposal Changes the Following Existing Rules: This 
is the new definition specified by the Americans with 
Disabilities Act. This definition will ensure consistency 
with the act. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Location: Department of Personnel, 521 
Capitol Way South, Olympia, WA 98504, on September 
12, 1991, at 10:00 a.m. 

Submit Written Comments to: Dorothy Gerard, P.O. 
Box 1789, Mailstop FE-11, Olympia, WA 98507, by 
September 10, 1991. 

Date of Intended Adoption: September 12, 1991. 

July 29, 1991 
Dee W. Henderson 
Secretary 


AMENDATORY SECTION (Amending Order 267, filed 1/2/87) 
WAC 356-05-260 PERSONS OF DISABILITY. ((Persons-with 


*, 


physical mental-or-sensory-impairments-that-would-impedc-tiroseam- 
dividuats m obtaining eM marntatmng-permancnt employment and 
е. Vistas Fhe rim tet the must н Я жшн rather 


A person who has a physical or mental impairment that substantial- 
ly limits one or more major life activities, e.g., seeing hearing, speak- 
ing, walking, breathing, performing manual tasks, learning, caring for 
oneself, and working. 


WSR 91-16-047 
PROPOSED RULES 
PERSONNEL BOARD 
[Filed August 1, 1991, 10:00 a.m.] 


Original Notice. 

Title of Rule: WAC 356-09-050 Affirmative action 
program— Testing. 

Purpose: Establishes criteria for special testing for af- 
firmative action purposes. 

Statutory Authority for Adoption: RCW 41.06.040. 

Statute Being Implemented: RCW 41.06.150. 

Summary: This proposal changes the description of 
how often a test may be taken. 

Reasons Supporting Proposal: The existing language 
can be a barrier to recruitment of individuals in affirma- 
tive action groups. 

Name of Agency Personnel Responsible for Drafting: 
Dorothy Gerard, 521 Capitol Way South, 753-2708; 
Implementation and Enforcement: Department of 
Personnel. 

Name of Proponent: Department of Personnel in con- 
junction with Workforce 2000 Cluster 6B, 
governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 
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Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: When there is an underrepresentation of an affir- 
mative action group on the register, the existing lan- 
guage in the rule can be a barrier to recruitment of in- 
dividuals in affirmative action groups. This proposal 
changes the number of times and time periods in which 
a test may be taken. 

Proposal Changes the Following Existing Rules: Al- 
lows applicants to meet minimum qualifications at the 
time of application when the applicant has not been 
tested within the past thirty calendar days. A test may 
not be taken more than three times in a twelve month 
period. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Location: Department of Personnel, 521 
Capitol Way South, Olympia, WA 98504, on September 
12, 1991, at 10:00 a.m. 

Submit Written Comments to: Dorothy Gerard, P.O. 
Box 1789, Mailstop FE-11, Olympia, WA 98507, by 
September 10, 1991. 

Date of Intended Adoption: September 12, 1991. 

July 29, 1991 
Dee W. Henderson 
Secretary 


AMENDATORY SECTION (Amending Order 267, filed 1/2/87) 


WAC 356-09-050 AFFIRMATIVE ACTION PROGRAM— 
TESTING. (1) The department of personnel will make reasonable ac- 
commodations for persons of disability who require such during test 
procedures. 

(2) The department of personnel may test a protected group mem- 
ber after the closing date of the recruitment announcement, provided: 

(a) A register exists for the class; and 

(b) The employing agency or the state has not met affirmative action 
goals for a specific protected group for that class or job category; and 

(c) The protected group's representation on the register is less than 
the availability for the protected group; and 

(d) The applicant is a member of the protected group identified in 
(b) and (c) of this subsection, and met minimum qualifications at the 
time (( 1 )) of application; and 

(e) The protected group member has not been tested under the same 
recruitment announcement within the past ((twetve—months)) thirty 
calendar days. 

(f) The test may not be taken more than three times within a 12- 
month period unless the examination content has been substantially 
changed. 


WSR 91-16—048 
PROPOSED RULES 
PERSONNEL BOARD 
[Filed August 1, 1991, 10:01 a.m.] 


Original Notice. 

Title of Rule: WAC 356-30-300 Performance evalu- 
ation—Requirements—Monitoring. 

Purpose: Establishes expectations for completion of 
employee performance evaluations. 

Statutory Authority for Adoption: RCW 41.06.040. 

Statute Being Implemented: RCW 41.06.150. 

Summary: Includes an assessment of each supervisor's 
responsiveness to workforce diversity issues into their 
performance evaluation. 
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Reasons Supporting Proposal: Ensures that supervi- 
sors are responsible and accountable for responding to 
the needs of a diverse workforce. 

Name of Agency Personnel Responsible for Drafting: 
Dorothy Gerard, 521 Capitol Way South, 753-2708; 
Implementation and Enforcement: Department of 
Personnel. 

Name of Proponent: Department of Personnel in con- 
junction with Workforce 2000 Cluster 6B, 
governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: Supervisors will be evaluated on their responsive- 
ness to workforce diversity. Anticipated effects: Man- 
agement will be more aware and responsive to workforce 
diversity issues. 

Proposal Changes the Following Existing Rules: Re- 
quires supervisors to be evaluated on the responsiveness 
to workforce diversity. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Location: Department of Personnel, 521 
Capitol Way South, Olympia, WA 98504, on September 
12, 1991, at 10:00 a.m. 

Submit Written Comments to: Dorothy Gerard, P.O. 
Box 1789, Mailstop FE-11, Olympia, WA 98507, by 
September 10, 1991. : 

Date of Intended Adoption: September 12, 1991. 

July 29, 1991 
Dee W. Henderson 
Secretary 


AMENDATORY SECTION (Amending WSR 89-23-070, filed 
11/15/8) = 


WAC 356-30-300 PERFORMANCE EVALUATION—RE- 
QUIREMENTS—MONITORING. (1) Agencies shall evaluate the 
performance of their employees during their probationary or trial ser- 
vice periods and at least once a year thereafter. 

(2) The annual evaluation will be conducted during the sixty-day 
period following the employee's anniversary date, except an agency can 
establish, on a consistent basis, a due date which better accommodates 
the agency's particular needs. The evaluation will cover the period 
ending with the established due date. 

(3) Agencies will utilize the standardized employee performance 
evaluation procedures and forms prescribed by the director of person- 
nel. The procedures shall include provisions whereby individual agen- 
cies may, with the approval of the director of personnel, supplement 
the process with special performance factors peculiar to the specific 
organizational needs. 

(4) Each supervisor's annual evaluation shall include an assessment 
of his or her efforts toward achieving (a) the objectives of the agency's 


affirmative action program, and (b) responsiveness to workforce diver- 


sity issues. 
(5) The procedures and forms shall: 


(a) Be designed to aid in communications between supervisors and 
subordinates and clarify duties and expectations. 

(b) Be designed to inform employees of their performance strengths 
and weaknesses. 

(c) Be based on performance toward the goals and objectives of the 
agency and its subunits. 

(d) Include provisions for the counseling and the development of 
employees. 

(6) Each employee whose work is judged unsatisfactory shall be no- 
tified in writing of the areas in which the work is considered deficient. 
Unless the deficiency is extreme, the employee shall be given an op- 
portunity to demonstrate improvement. 

(7) Allowing probationary employees to gain permanent status or 
trial service employees to gain permanent status in the class to which 
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they have been promoted without completion of an evaluation may be 
regarded as neglect of duty, incompetence or insubordination on the 
part of the supervisor and may be cause for disciplinary action. 


WSR 91-16-049 
PROPOSED RULES 
PERSONNEL BOARD 
[Filed August 1, 1991, 10:02 a.m.] 


Original Notice. 

Title of Rule: WAC 356-22-090 Examinations— 
Composition. 

Purpose: This rule describes state examination 
process. 

Statutory Authority for Adoption: RCW 41.06.040. 

Statute Being Implemented: RCW 41.06.150. 

Summary: The change requires that examinations be 
developed in a way that minimizes bias toward cultural 
differences. 

Reasons Supporting Proposal: Ensures that during the 
design and administration of state examinations differ- 
ences in cultural perspectives will be considered. 

Name of Agency Personnel Responsible for Drafting: 
Dorothy Gerard, 521 Capitol Way South, 753-2708; 
Implementation and Enforcement: Department of 
Personnel. 

Name of Proponent: Department of Personnel in con- 
junction with Workforce 2000 Cluster 6B, 
governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: Examinations should be developed and adminis- 
tered without cultural bias. This addition should help 
ensure that examinations become less culturally biased. 

Proposal Changes the Following Existing Rules: 
Changes rule only slightly to prepare for a diverse 
workforce. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Location: Department of Personnel, 521 
Capitol Way South, Olympia, WA 98504, on September 
12, 1991, at 10:00 a.m. 

Submit Written Comments to: Dorothy Gerard, P.O. 
Box 1789, Mailstop FE-11, Olympia, WA 98507, by 
September 10, 1991. 

Date of Intended Adoption: September 12, 1991. 

July 29, 1991 
Dee W. Henderson 
Secretary 


AMENDATORY SECTION (Amending Order 157, filed 6/15/81) 


WAC 356-22-090 EXAMINATIONS—COMPOSITION. (1) 
The director of personnel, or designated representative, shall deter- 
mine, by uniform standards, the appropriate examination for a register 
for a class and the tests, or combination of tests and relative weights to 
be assigned. Examinations shall be practical in nature and of such 
character as to determine the capacity of the applicant to perform the 
duties of the particular class of positions for which the applicant is 
competing as well as the applicant's general background and related 
knowledge, and shall be rated objectively. Examinations will be devel- 
oped and administered in a manner that minimizes bias дие to cultural 


[38] 


Washington State Register, Issue 91-16 


differences. A passing score may be required on each test included in 
the examination. 

Examinations shall normally consist of one or a combination of the 
following: 

(a) A written test. 

(b) A performance test. 

(c) An oral test. 

(d) An evaluation of experience and training. 

(2) When the director of personnel determines that the number of 
applicants responding to an examination announcement is excessive in 
relation to the number of projected job openings, the director may 
limit admission to the oral test to those scoring highest on a prelimi- 
nary test which may be a written test, performance test, or an evalua- 
tion of experience and training. The number admitted to the oral test 
shall be at least twice the number of anticipated vacancies for the sub- 
sequent year or 20% of those applicants with passing scores, whichever 
is greater; but never less than 16 or the entire body of passing appli- 
cants, whichever is less. 

(3) When the director of personnel determines that the number of 
applicants to be admitted to the oral examination will be limited by a 
screening procedure as authorized by WAC 356-22-090(2), the de- 
partment will ensure that, in addition, a representative number of 
those protected group members who were accepted under the exami- 
nation announcement and who passed the preliminary test are also ad- 
mitted to the oral examination. 


WSR 91-16-050 
PROPOSED RULES 
PERSONNEL BOARD 
[Filed August 1, 1991, 10:03 a.m.] 


Original Notice. 

Title of Rule: WAC 356-18-110 Vacation leave— 
Allowance. 

Purpose: Establishes policy for authorization of vaca- 
tion leave. 

Statutory Authority for Adoption: RCW 41.06.040. 

Statute Being Implemented: RCW 41.06.150. 

Summary: Requires employers to grant vacation leave 
for religious observances to the extent that program re- 
quirements permit. 

Reasons Supporting Proposal: Recognizes diversity in 
religious practices. 

Name of Agency Personnel Responsible for Drafting: 
Dorothy Gerard, 521 Capitol Way South, 753-2708; 
Implementation and Enforcement: Department of 
Personnel. 

Name of Proponent: Department of Personnel in con- 
junction with Workforce 2000 Cluster 6B, 
governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: Encourages employers to grant vacation leave for 
religious observances, and takes into account the needs 
of a more diverse workforce. 

Proposal Changes the Following Existing Rules: Ex- 
tends vacation allowance to grant leave for religious 
observances. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Location: Department of Personnel, 521 
Capitol Way South, Olympia, WA 98504, on September 
12, 1991, at 10:00 a.m. 
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Submit Written Comments to: Dorothy Gerard, P.O. 
Box 1789, Mailstop FE-11, Olympia, WA 98507, by 
September 10, 1991. 

Date of Intended Adoption: September 12, 199]. 

July 29, 1991 
Dee W. Henderson 
Secretary 


AMENDATORY SECTION (Amending Order 314, filed 2/24/89, 
effective 4/1/89) 


WAC 356-18-110 VACATION LEAVE—ALLOWANCE. (1) 
Full-time employees shall not use or be compensated for vacation 
leave credits until completion of six months continuous state service. 
Employees whose payroll hours are usually less than 40 hours a week 
shall not use nor be compensated for vacation leave credits until com- 
pletion of twelve continuous months of state service. 

(2) All requests for vacation leave shall be in writing and must be 
approved in advance of the effective date unless used in lieu of sick 
leave or to respond to unforeseen child care requirements, or the su- 
pervisor chooses to approve the vacation leave on a retrospective basis. 

(3) Vacation leave shall be charged in half-hour increments or in 
smaller increments as set by the employing agency. 

(4) When considering requests for vacation leave the employing 
agency shall give due regard to the needs of the employee but may re- 
quire that leave be taken when it will least interfere with the work of 
the agency. 

(5) Vacation leave for religious observances should be granted to the 
extent program requirements permit. 


WSR 91-16-051 
PROPOSED RULES 
PERSONNEL BOARD 
[Filed August I, 1991, 10:05 a.m.] 


Original Notice. 

Title of Rule: WAC 356-09-020 Affirmative action 
program—Equal employment opportunity policy 
statement. 

Purpose: This rule establishes for state government a 
policy for affirmative action and equal employment 
opportunities. 

Statutory Authority for Adoption: RCW 41.06.040. 

Statute Being Implemented: RCW 41.06.150. 

Summary: This proposal will add sexual orientation to 
each agency's policy regarding equal employment 
opportunities. 

Reasons Supporting Proposal: Executive Order 85—09 
includes sexual orientation under the equal employment 
opportunity statement. 

Name of Agency Personnel Responsible for Drafting: 
Dorothy Gerard, 521 Capitol Way South, 753-2708; 
Implementation and Enforcement: Department of 
Personnel. 

Name of Proponent: Department of Personnel in con- 
Junction with Workforce 2000 Cluster 6B, 
governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: This rule currently establishes for state govern- 
ment a policy for affirmative action and equal employ- 
ment opportunities. The governor's Executive Order 85— 
09 added sexual orientation under the equal opportunity 
statement. This proposal reflects that change. 
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Proposal Changes the Following Existing Rules: Each 
agency head shall publish and endorse an equal employ- 
ment opportunity policy statement that reflects the 
agency's policy of equal opportunity with respect to race, 
creed, color, national origin, sex, age, marital status, 
veteran status, or the presence of any sensory, mental or 
physical disability. This proposal adds sexual orientation 
to the above policy. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Location: Department of Personnel, 521 
Capitol Way South, Olympia, WA 98504, on September 
12, 1991, at 10:00 a.m. 

Submit Written Comments to: Dorothy Gerard, P.O. 
Box 1789, Mailstop FE-11, Olympia, WA 98507, by 
September 10, 1991. 

Date of Intended Adoption: September 12, 1991. 

July 29, 1991 
Dee W. Henderson 
Secretary 


AMENDATORY SECTION (Amending Order 267, filed 1/2/87) 


WAC 356-09-020 AFFIRMATIVE ACTION PROGRAM— 
EQUAL EMPLOYMENT OPPORTUNITY POLICY STATE- 
MENT. Each agency head shall publish and endorse an equal employ- 
ment opportunity policy statement that reflects the agency's policy of 
equal opportunity with respect to race, creed, color, national origin, 
sex, age, marital status, veteran status, sexual orientation, or the pres- 
ence of any sensory, mental or physical disability. Other elements of 
the statement will be in accordance with the department of personnel 
affirmative action program guidelines. 
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PERMANENT RULES 
OFFICE OF 
INSURANCE COMMISSIONER 
[Order R 91-4—Filed August 1, 1991, 11:11 a.m.] 


Date of Adoption: August 1, 1991. 

Purpose: To define "involuntary termination" and 
state that in conflicts between the plan of operation and 
chapters 48.41 RCW or 284-91 WAC, the plan of op- 
eration shall be construed in accordance with these stat- 
utes and rules. 

Citation of Existing Rules Affected by this Order: 
Amending WAC 284-91-025. 

Statutory Authority for Adoption: RCW 48.02.060 
and 48.41.170. 

Pursuant to notice filed as WSR 91-13-076 on June 
18, 1991; and WSR 91-16-012 on July 26, 1991. 

Changes Other than Editing from Proposed to Adopt- 
ed Version: Corrected typographical error in WAC 284- 
91—050(2) from $100 deductible to $1000. 

Effective Date of Rule: Thirty-one days after filing. 

August 1, 199] 

David H. Rodgers 
Chief Deputy 

Insurance Commissioner 
for Dick Marquardt 
Insurance Commissioner 
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AMENDATORY SECTION (Amending Order В 88— 
4, filed 3/25/88) 


WAC 284-91-025 PLAN OF OPERATION AP- 
PROVED. Pursuant to RCW 48.41.040(4) and after 
public hearing, the commissioner has determined that 
the Plan of Operation, as set forth in WAC 281-91-027, 
provides a sound basis for the fair, reasonable and equi- 
table administration of the pool and provides for the 
sharing of pool losses on an equitable, proportionate ba- 
sis among the members of the pool. It is ((hereby)) ap- 
proved: PROVIDED HOWEVER, That if the plan of 


operation of the pool or any policy issued by the pool 
contains any condition or provision that does not con- 
form to the requirements of chapter 48.41 RCW or this 
chapter, the plan of operation or any policy issued by the 
pool shall be construed and applied in accordance with 
such conditions and provisions as would have applied 
had the plan of operation or policy issued by the pool 
been in full compliance with chapter 48.4] RCW and 
this chapter. 


NEW SECTION 


WAC 284-91-050 INVOLUNTARY TERMINA- 
TIONS FOR OTHER THAN NONPAYMENT OF 
PREMIUMS. (1) For purposes of RCW 48.41.100, 
coverage under prior health insurance shall be deemed to 
have been involuntarily terminated for a reason other 
than nonpayment of premium, except where the insured 
person voluntarily ceased paying required premiums 
while otherwise eligible to continue such prior coverage. 
Therefore, as an example, loss of eligibility for group 
health insurance because of voluntary termination of 
employment by a person covered by an employer's group 
health insurance policy will not be deemed voluntary 
termination of the prior insurance coverage. 

(2) For purposes of RCW 48.41.140(3), coverage un- 
der any prior health insurance will be deemed to have 
been involuntarily terminated for a reason other than 
nonpayment of premium, if the premium required to 
continue coverage under such insurance exceeds by опе- 
third or more the premium required to cover the indi- 
vidual under the pool's one thousand dollar deductible 
plan. 


WSR 91-16-053 
EMERGENCY RULES 
DEPARTMENT OF REVENUE 
[Filed August 1, 1991, 11:15 a.m.] 


Date of Adoption: August 1, 1991. 

Purpose: To provide a method for the department to 
receive and others to provide private stumpage, log sales, 
and logging cost data for the computation of stumpage 
value tables required by RCW 84.33.091. 

Statutory Authority for Adoption: RCW 82.32.300 
and 84.33.096. 

Pursuant to RCW 34.05.350 the agency for good 
cause finds that immediate adoption, amendment, or re- 
peal of a rule is necessary for the preservation of the 
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public health, safety, or general welfare, and that ob- 
serving the time requirements of notice and opportunity 
to comment upon adoption of a permanent rule would be 
contrary to the public interest. 

Reasons for this Finding: RCW 84.33.091 requires 
the department to publish stumpage value tables each 
January and July of each year. To publish the January 
1992 tables the department requires the information 
from private stumpage and log sales and logging costs by 
September 30, 1991. This rule provides the method to 
receive/provide this information. 

Effective Date of Rule: Immediately. 

August 1, 1991 
John B. Conklin 
Assistant Director 
Forest Tax 


NEW SECTION 


WAC 458-40-615 TIMBER EXCISE ТАХ- 
STUMPAGE VALUES-REPORTING OF PRIVATE 
STUMPAGE AND LOG PURCHASE SALES AND 
APPLICABLE LOGGING COSTS TO THE DE- 
PARTMENT. (1) INTRODUCTION: The department is 
required to semi-annually publish stumpage tables. The 
department has designated areas containing similar 
growing, harvesting and marketing conditions to be used 
as units for the preparation and application of stumpage 
values. Stumpage tables for each species or subclassifi- 
cation within a stumpage value area are prepared on or 
before each December 31 for use the following January 
through June and on or before June 30 for use July 
through December. The stumpage value is the amount 
that each species or subclassification would sell for at a 
voluntary sale (public or private) made in the ordinary 
course of business for purposes of immediate harvest. 
The stumpage values are determined in a manner which 
makes reasonable allowances for age, size, quantity, 
costs of removal, accessibility to point of conversation, 
market conditions and all other relevant factors from: 

(a) Gross proceeds from sales (public and/or private) 
on the stump of similar timber of like quality and char- 
acter at similar locations and in similar quantities; 

(b) Gross proceeds from sales (public and/or private) 
of logs adjusted to reflect only the portion of such pro- 
ceeds attributable to value on the stump immediately 
prior to harvest; or 

(c) a combination of (a) and (b) of this subsection. 

(2) REPORTING REQUIREMENT-IN GENERAL. To enable 
the department to determine stumpage values, the de- 
partment must have information on sales (public and 
private) of stumpage and sales of logs (public and pri- 
vate) and applicable logging costs. All public sales of 
stumpage and logs and applicable logging costs are 
available to the department through information sharing 
agreements. Private sales of stumpage and logs and ap- 
plicable logging costs are reported to the department as 
provided in this section. 

(3) REPORTING OF STUMPAGE PURCHASES. All private 
stumpage purchases in excess of 100,000 board feet are 
reported to the department on the informational return 
provided by the department. The buyer of stumpage 
must report each stumpage purchase. 
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(4) REPORTING OF LOG SALES. When requested by the 
department, the seller of woods-direct logs reports the 
sale to the department on the informational return pro- 
vided by the department. For purposes of this section a 
" woods direct" sale is the first sale of harvested timber, 
and the seller of woods-direct logs is the harvester as 
provided in chapter 84.33 RCW. In its selection of when 
and from whom to request an informational return, the 
department shall select on the basis of need of the infor- 
mation for a designated stumpage value area and shall 
consider the administrative burden to the person provid- 
ing the informational return. 

(5) REPORTING OF LOGGING COSTS. When requested 
by the department, the stump-to—on-the truck logging 
costs in terms of cost per MBF of the timber harvested 
of a logging contract are reported to the department on 
the informational return provided by the department. 
For purposes of this section, the person filing the infor- 
mational return is the harvester as defined їп chapter 
84.33 RCW. In its selection of when and from whom to 
request an informational return, the department shall 
select on the basis of need of the information for a des- 
ignated stumpage value area and shall consider the ad- 
ministrative burden to the person providing the informa- 
tional return. 

(6) TIME OF REPORTING. 

(a) Purchases of stumpage. The informational returns 
are due to the department no later than the last working 
day of the month following the month in which the pur- 
chase occurred. Purchases occurring between October 1, 
1990, and August 31, 1991, are reported to the depart- 
ment no later than September 30, 1991. 

(b) Sales of logs and logging costs. The informational 
returns requested by the department are due to the de- 
partment no later than the last working day of the 
month following the month in which the sale occurred. 
Sales or logging contracts occurring between October 1, 
1990, and August 31, 1991, are reported to the depart- 
ment no later than September 30, 1991. 

(7) REPORTING-CONFIDENTIALITY OF INFORMATION. 
All data submitted to the department in compliance with 
this section is confidential tax information protected un- 
der RCW 82.32.330. To the extent allowable by law, the 
department will not use or publish the informational re- 
turn information in a manner where the data from a 
particular return can be identified. 

(8) INFORMATIONAL RETURN. The return shall consist 
of an information page which contains the identification 
of the seller and buyer, the date of the sale, and such 
other information as the department may require for the 
identification of transaction. In addition to the informa- 
tion page, the informational return shall contain copies 
of the contract or other instrument of sale, a map of the 
location of the sale and a copy of the timber cruise of 
the subject timber, all supplied by the person filing the 
return. 

(a) A supply of informational returns will be provided 
to those persons involved in transactions on a regular 
basis. 

(b) Persons who do not receive a supply of informa- 
tional returns from the department will be provided a 
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supply of informational returns upon a request to the 
department. 


WSR 91-16-054 
PERMANENT RULES 
HIGHER EDUCATION 
PERSONNEL BOARD 
[Filed August 1, 1991, 11:27 a.m.] 


Date of Adoption: August 1, 199]. 

Purpose: Amendments specify exception to two-step 
movement on periodic increment date; specify excepted 
work period designation applies to classes and positions 
which meet the FLSA definitions; and clarify that leave 
is allowed to report for active duty. 

Citation of Existing Rules Affected by this Order: 
Amending WAC 251-08-090, 251-09-020, and 251- 
22-170. 

Statutory Authority for Adoption: RCW 28B.16.100. 

Other Authority: HB 1364. 

Pursuant to notice filed as WSR 91-13-095 and 91- 
13—096 on June 19, 1991. 

Changes Other than Editing from Proposed to Adopt- 
ed Version: In WAC 251-22-170, "she/he" was 
changed to "they." 

Effective Date of Rule: Thirty-one days after filing. 

August 1, 1991 
John A. Spitz 
Director 


AMENDATORY SECTION (Amending Order 136, 
filed 9/25/85) 


WAC 251-08-090 SALARY—PERIODIC IN- 
CREMENT. (1) Employees whose performance permits 
them to retain job status in the classified service shall 
receive periodic increments within the steps of the salary 
range. The salary of each employee shall be increased 
two steps on the periodic increment date and annually 
thereafter on the periodic increment date, not to exceed 
the maximum step of the range. An exception to the two 


step movement on the periodic increment date are those 
employees who occupy classes included in the higher ed- 
ucation personnel board locality special pay plan per 
WAC 251-09-090 which applies only to University of 
Washington hospitals. The salary of each employee un- 
der this plan shall be increased as specified in the higher 
education personnel board hospital special pay plan. 


(2) When the periodic increment date falls on the 
same effective date as another salary action, the periodic 
increment shall be applied prior to, and in addition to, 
any other action resulting in a salary increase or 
decrease. 


AMENDATORY SECTION (Amending Order 108, 
filed 9/23/83, effective 10/24/83) 


WAC 251-09-020 WORK PERIOD DESIGNA- 
TIONS. Each position will be assigned by the personnel 
officer to one of the work period designations identified 
below, and employees will be informed of their eligibility 
for overtime compensation. 
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(1) Scheduled work periods, within which there are 
three work schedules: 

(a) Regular work schedule. The regular work schedule 
for full-time classified employees shall consist of five 
consecutive and uniformly scheduled eight hour days in 
a seven day period. Uniformly scheduled means a daily 
repetition of the same working hours and a weekly repe- 
tition of the same working days. 

(b) Alternate work schedule. Operational necessity or 
employee convenience may require positions that are 
normally designated regular work schedule to work an 
alternate forty hour work schedule (other than five uni- 
form and consecutive eight hour days in a seven day pe- 
riod), or as provided by the Washington state minimum 
wage law in conjunction with the federal law which pro- 
vides for an eighty hour workweek in a fourteen day pe- 
riod for hospital personnel. Alternate work schedules 
shall be made available upon request of the director. 

(c) Emergency response fire officer work schedule. In- 
stitutions which operate an emergency response fire de- 
partment may establish work week schedules for emer- 
gency response personnel which provide for a daily work 
shift of twenty-four hours. The weekly schedule shall 
provide for at least forty-eight hours, but not more than 
fifty-six hours, as required to meet operational require- 
ments. Emergency response personnel assigned to twen- 
ty-four hour schedules shall be subject to the following 
conditions: 

(i) АП rules in chapter 251-22 WAC shall apply. 

(ii) Changes to the established work schedule shall be 
made as provided in WAC 251-09--025. 

(iii) Shift differential shall not be paid. 

(iv) Overtime shall be paid for work performed in ex- 
cess of the scheduled daily work shift or the scheduled 
work week. The overtime compensation shall be as pro- 
vided in WAC 251-09-030 (2) and (3). 

(v) Holidays shall be as provided in WAC 251-22- 
040 and 251-22-045. When assigned to work on a des- 
ignated holiday, emergency response personnel shall re- 
ceive their regular daily pay plus eight hours of holiday 
pay. Compensation for the eight hours of holiday time 
shall be at the rate of time and one-half. 

(2) Nonscheduled work period. The nonscheduled 
work period designation applies to those positions for 
which the hours cannot be scheduled but which work a 
forty hour week and do not meet any of the other work 
period designations. The personnel officer shall designate 
positions as nonscheduled in accordance with the insti- 
tution's procedure approved by the director. 

(3) Excepted work period. The excepted work period 
designation applies to classes and positions which meet 
the ((HHEPB)) Fair Labor Standards Act definitions of 
executive, administrative, or professional employees 
(( i 
tor)). Each personnel officer will be responsible for de- 


termining the positions designated "excepted" at his/her 
institution. (( і 


available-foreview-by-the-director-)) 
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AMENDATORY SECTION (Amending WSR 89-22- 
018, filed 10/24/89, effective 12/1/89) 


WAC 251-22-170 MILITARY ((FRAHNHNG)) 
LEAVE. (1) Employees shall be entitled to military 
leave with pay not to exceed fifteen working days in any 


one calendar year ((for)) in order to report for active 
duty, when called, or to take part in active training duty 
in such manner and at such time as they may be ordered 


to active duty or active training duty in the Washington 
National Guard((;)) or of the Army, Navy, Air Force, 
7—or-Naval-Reserve-forces)) 


Coast Guard, or Marine((; 

Corps reserve of the United States ((for-ammuat-field 
те Sy iis . заноне) оғ 

of any organized reserve ог armed forces of the United 

States. 

(2) Such leave shall be in addition to any vacation 
and sick leave to which an employee is entitled and shall 
not result in any ((toss)) reduction of benefits, perform- 
ance ratings, privileges or pay. 

(3) During military ((traming)) leave, the employee 
shall receive the normal base pay. 

(4) Employees required to appear during working 
hours for a physical examination to determine physical 
fitness for military service shall receive full pay for the 
time required to complete the examination. 


WSR 91-16-055 
NOTICE OF PUBLIC MEETINGS 
OLYMPIC COLLEGE 
[Memorandum—July 29, 1991] 


Previously, I wrote to the code reviser and stated Olym- 
pic College would hold the August 27 board meeting in 
Shelton. However, that has been changed. The Olympic 
College board of trustees will meet in the Board Room 
at Olympic College in Bremerton as usual. 


The board of trustees will, however, meet at Olympic 
College Shelton, Shelton, Washington, on September 24, 
1991, at 7:30 p.m. Dinner before the meeting will begin 
at 6:00 p.m. and be held at the Orient Express Restau- 
rant in Shelton. This is a change from the published lo- 
cation of the Board Room, Olympic College, Bremerton, 
Washington. The day, date, and time remain the same 
as previously published. 


WSR 91-16-056 
PROPOSED RULES 
DEPARTMENT OF 
SOCIAL AND HEALTH SERVICES 
(Public Assistance) 

[Filed August 1, 1991, 4:42 p.m.) 


Original Notice. 

Title of Rule: WAC 388-15-820, 388-15-840, 388- 
15-850, 388—15-860, 388-15-870, and 388-15-880. 

Purpose: WAC will conform to current Medicaid per- 
sonal care guidelines and regulations. 

Statutory Authority for Adoption: RCW 74.08.090. 
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Statute Being Implemented: RCW 74.08.090. 

Summary: Amended rules more clearly define when 
and where personal care services are provided. 

Reasons Supporting Proposal: This rule amendment is 
necessary to bring WAC into compliance with current 
payment standards and program requirements. 

Name of Agency Personnel Responsible for Drafting, 
Implementation and Enforcement: Cheryl Allen, Aging 
and Adult Services, 585-2562 [586-2562]. 

Name of Proponent: Department of Social and Health 
Services, governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: Same as above. 

Proposal Changes the Following Existing Rules: See 
above. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Location: OB-2 Auditorium, 12th and 
Franklin, Olympia, Washington, on September 10, 1991, 
at 10:00 a.m. 

Submit Written Comments to: Troyce Warner, Chief, 
Office of Issuances, Department of Social and Health 
Services, Mailstop 5805 [45805], Olympia, Washington 
98504, by September 10, 1991. 

Date of Intended Adoption: September 24, 1991. 

August 1, 1991 

Leslie F. James 
Director 
Administrative Services 


AMENDATORY SECTION (Amending Order 2950, filed 3/1/90, 
effective 4/1/90) 


WAC 388-15-820 MEDICAID PERSONAL CARE SER- 
VICES—DEFINITIONS. (1) "Applicant" means a person applying 
for Medicaid personal care services. 

(2) "Client" means a person determined eligible for Medicaid per- 
sonal care services. 

(3) "Community residence" means: 

(a) (CFhe)) A client's own home, whether in a building owned or 
rented by the client; 

(b) A licensed adult family home under department contract; 

(c) A licensed boarding home under department contract; 

(d) A licensed children's foster family home; or 

(e) A licensed group care facility. 

(4) "Direct personal care services" means assistance with tasks in- 
volving direct client care which are directly related to the client's med- 
ical condition. Such assistance is limited to allowable help with the 
tasks listed under subdivisions (a), (b), (c), (d), (e), (f), (g), (h), (i), 
(j), (k), and (1) of this subsection. The type of help allowable for each 
task shall not include assistance that must be provided only by a li- 
censed health professional. 

(a) "Personal hygiene" means assistance with care of hair, teeth, 
dentures, shaving, filing of nails, other basic personal hygiene, and 
grooming needs. Personal hygiene includes supervising a client when 
performing the tasks, assisting the client when caring for own appear- 
ance, and performing grooming tasks for the client when unable to 
care for own appearance. 

(b) "Dressing" means assistance with dressing and undressing. 
Dressing includes supervising and guiding a client when the client is 
dressing and undressing, assisting with difficult tasks such as tying 
shoes and buttoning, and completely dressing or undressing the client 
when unable to participate in dressing or undressing self. 

(c) "Bathing" means assisting a client to wash self. Bathing includes 
supervising the client able to bathe self when guided, assisting the cli- 
ent with difficult tasks such as getting in or out of the tub or washing 
back, and completely bathing the client if totally unable to wash self. 
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(d) "Eating" means assistance with eating. Eating includes supervis- 
ing a client when able to feed self if guided, assisting with difficult 
tasks such as cutting food or buttering bread, and feeding the client 
when unable to feed self. 

(e) "Toileting" means assistance with bladder or bowel problems. 
Toileting includes supervising ((the)) a client when able to care for 
own toileting needs if guided, helping the client to and from the bath- 
room, assisting with bedpan routines, diapering and lifting client on 
and off the toilet. Toileting may include performing routine 
peri/colostomy/catheter tasks, for the client when client is able to su- 
pervise the activities. 

(f) "Ambulation" means assisting the client to move around. Ambu- 
lation includes supervising ((the)) a client when walking alone or with 
the help of a mechanical device such as a walker if guided, assisting 
with difficult parts of walking such as climbing stairs, supervising the 
client if the client is able to propel a wheelchair if guided, pushing the 
wheelchair, and providing constant physical assistance to the client if 
totally unable to walk alone or with a mechanical device. 

(g) "Transfer" means assistance with getting in and out of a bed or 
wheelchair or on and off the toilet or in and out of the bathtub. Trans- 
fer includes supervising ((the)) a client when able to transfer if guided, 
providing steadying, and helping the client when the client assists in 
own transfer. Lifting the client when client is unable to assist in 
((therr)) own transfer requires specialized training. 

(h) "Positioning" means assisting ((the)) a client to assume а de- 
sired position. Positioning includes assistance in turning and position- 
ing to prevent secondary disabilities, such as contractures and balance 
deficits. 

(i) "Self-medication" means assisting ((the)) a client to self-ad- 
minister medications prescribed by attending physician. Self-medica- 
tion includes reminding the client of when it is time to take prescribed 
medication, handing the medication container to the client, and open- 
ing a container. 

(0) "Body care" means assisting ((the)) a client with exercises, skin 
care including the application of ointments or lotions, changing dry 
bandages or dressings not requiring professional judgment. Body care 
excludes foot care beyond washing of feet and filing toenails. Body 
care excludes foot care for a client((s)) who ((ате)) is diabetic or 
((һаче)) has poor circulation. Body care excludes changing bandages 
or dressings when sterile procedures are required. Provision of body 
care tasks is limited. The client must be able to supervise the provision 
of these tasks. 

(k) "Travel to medical services" means accompanying or transport- 
ing ((the)) a client to a physician's office or clinic in the local area to 
Obtain medical diagnosis or treatment. 

(1) "Essential shopping" means assistance with shopping to meet 
((the)) a client's health care or nutritional needs. Limited to brief, oc- 
casional trips in the local area to shop for food, medical necessities, 
and household items required specifically for the health and mainte- 
nance of the client. Essential shopping includes assisting when the cli- 
ent can participate in shopping and doing the shopping when the client 
is unable to participate. 

(5) "Handicapping condition" means a medical condition which 
causes a functional impairment in activities of daily living. 

(6) "Household assistance" means assistance with incidental house- 
hold services provided as an integral, but subordinate part of the per- 
sonal care furnished directly to ((the)) a client. Household assistance 
shall be considered an integral part of personal care when such assist- 
ance is directly related to a medical condition or to a service reflected 
in the client's service plan and is furnished along with a direct personal 
care service. The department shall not authorize household assistance 
as a Medicaid personal care task in an adult family home, licensed 
boarding home, children's foster family home, or children's group care 
facility. 

(a) "Meal preparation" means assistance with preparing meals. 
Meal preparation includes planning meals including special diets, as- 
sisting a client((s)) able to participate in meal preparation, preparing 
meals for the client((s)) unable to participate, and cleaning up after 
meals. This task may not be authorized to just plan meals or clean up 
after meals. The client must need assistance with actual meal 
preparation. 

(b) "Laundry" means washing, drying, ironing, and mending clothes 
and linens used by ((the)) a client or helping the client perform these 
tasks. 

(c) "Housework" means performing or helping ((the)) a client per- 
form those periodic tasks required to maintain the client in a safe and 
healthy environment. Activities performed can include ((sweh—things 
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as)) cleaning the kitchen and bathroom, sweeping, vacuuming, mop- 
ping, cleaning the oven, and defrosting the freezer, shoveling snow. 
Washing inside windows and walls is allowed, but is limited to twice a 
year. Assistance with housework is limited to those areas of the home 
which are actually used by the client. This task is not a maid service 
and does not include yard care. 

(d) "Wood supply" means splitting, stacking, or carrying wood for 
((the)) a client and used as the sole source of fuel for heating and/or 
cooking. This task is limited to splitting, stacking, or carrying wood the 
client has at own home. Using a chain saw or felling trees is not 
allowable. 

(7) "Immediate family member" means ((the)) a client's husband or 
wife, parent, or child. 

(8) "Medicaid personal care services" means medically—oriented 
tasks, directed at ((the)) a client or the client's immediate environ- 
ment, that are necessitated by ((а)) the client's handicapping condi- 
tion. Such services shall be: 

(a) Based on an assessment of applicant/client needs; 

(b) Provided in conformance with a service plan ordered by ((the)) a 
client's attending physician; 

(c) Reviewed by a registered nurse at least every ninety days; 

(d) Performed by qualified and trained personal care aides, exclud- 
ing members of ((the)) a client's immediate family. 


(e) Services shall be provided in a clients own home when the client 


is present in the home. 
(9) "Medically—oriented tasks" means direct personal care services, 


household assistance provided as an integral but subordinate part of 
the personal care furnished directly to ((the)) a client, and supervision. 

(10) "Personal care aide" means a person meeting the qualification 
and training requirements established by the department and providing 
direct personal care services to a client((s)). This person may be an 
employee of a qualified agency provider or may be under contract as a 
qualified individual provider. 

(11) "Personal care provider" means a qualified agency provider or 
a qualified individual provider who is not a member of a clients imme- 
diate family and is under department contract to provide Medicaid 
personal care services. 

(12) "Personal care service plan" means a plan which is: 

(a) Developed by the department in cooperation with appropriate 
community agency staff; 

(b) Written and describes the personal care services which will be 
provided, frequency of provision, and expected outcomes; 

(c) Ordered by ((the)) a client's attending physician. 

(13) "Physician" means a doctor of medicine, osteopathy or podia- 
try, as defined under WAC 388-80-005(54), or ((the)) a client's 
Christian Science practitioner. 

(14) "Physician's order" means written approval by ((the)) a client's 
attending physician of the specific personal services to be provided to 
the client. 

(15) "Qualified agency provider" means a community agency which 
applied for licensing as a home care agency or home health agency. 

(16) "Qualified individual provider" means a person meeting the in- 
dividual provider qualifications established by the department. 

(17) "Supervision" means being available to: 

(a) Help ((the)) a client with personal care tasks that cannot be 
scheduled (toileting, ambulation, transfer, positioning, some medica- 
tion assistance); and/or 

(b) Provide protective supervision to a client who cannot be left 
alone because of confusion, forgetfulness, or lack of judgment. 


AMENDATORY SECTION (Amending Order 2856, filed 8/29/89, 
effective 9/29/89) 


WAC 388-15-840 MEDICAID PERSONAL CARE SER- 
VICES—ASSESSMENT—AUTHORIZATION. (1) The depart- 
ment shall provide an assessment of an individual((s)) applying for, or 
being referred for, Medicaid personal care services. 

(2) The department shall use the approved assessment form in an 
interview with ((the)) an applicant documenting: 

(a) The applicant's functional capability to perform personal care 
tasks essential to health or safety; 

(b) Current and potential care contributions by formal and informal 
supports available to ((the)) an applicant; 

(c) ((Fhe)) An applicant's preference for how care is provided. 

(3) When children are assessed, the assessor shall consider the per- 
sonal care applicant's age in determining if the degree of personal care 
needed is appropriate to the child's age, or the result of the applicant's 
functional impairment. The need for personal care services shall only 
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be assessed for needs exceeding the level of age appropriate personal 
care. 

(4) Assessment and reassessment shall be performed within the de- 
partment-established time frames. 

(5) The department shall be responsible for authorizing Medicaid 
personal care services. 

(6) The number of hours authorized shall be based on ((the)) an 
applicant/client's need for assistance with Medicaid personal care 
tasks as determined through the assessment process. Points shall be 
awarded for each task according to the degree of assistance needed, 
and the point total shall be converted into maximum allowable hours. 
The procedure for conversion of points to hours of service shall comply 
with WAC 388-15-212(7). 

(7) ((Fhe)) A client's attending physician shall review and 
reauthorize the client's service plan at least once every ((six)) twelve 
months. 


AMENDATORY SECTION (Amending Order 2856, filed 8/29/89, 
effective 9/29/89) 


WAC 388-15-850 MEDICAID PERSONAL CARE SER- 
VICES—NURSE OVERSIGHT. (1) A registered nurse shall visit 
((the)) a client at least once every ninety days to: 

(a) Review the client's medical and/or mental condition; 

(b) Review the service plan determining if revisions are required 
and, if so, recommend revisions; 

(c) Review the client's need for continued care; 

(d) Assess the quality of personal care services received; 

(e) Assess the personal care provider's need for additional training. 

(2) The registered nurse shall document the result of an oversight 
visit on the department-prescribed form. 


AMENDATORY SECTION (Amending Order 2856, filed 8/29/89, 
effective 9/29/89) 


WAC 388-15-860 MEDICAID PERSONAL CARE SER- 
VICES—PERSONAL CARE AIDE QUALIFICATIONS. (1) The 
department shall: 

(a) Define minimum qualifications for a personal care aide((s)) and 
require an aide((s)) meet the qualifications; 

(b) Define minimum orientation and training requirements for a 
personal care aide((s)) and require documentation stating minimum 
requirements are met; 

(c) Definitions for minimum qualifications and training requirements 
for a personal care aide((s)) shall be contained in the department's 
field manual for Medicaid personal care. 


AMENDATORY SECTION (Amending Order 2950, filed 3/1/90, 
effective 4/1/90) 


WAC 388-15-870 MEDICAID PERSONAL CARE SER- 
VICES—SERVICE PROVISION SYSTEM. (1) Area agencies on 
aging shall contract with qualified agency providers to perform Medic- 
aid personal care services at the department-established rate. 

(2) Area agencies on aging shall provide or contract for registered 
nurse oversight for personal care services. 

(3) The department shall contract with area agencies on aging to 
assume the above responsibilities. 

(4) The department shall contract with a qualified individual 
provider((s)) to perform Medicaid personal care services at the de- 
partment-established rate. 

(5) Agency providers shall deliver services to an adult client((s)) in 
the clients! own residences unless the personal care service plan ex- 
ceeds eighty-five hours per month. An individual provider((s)) may 
deliver services to ((ehitdrem)) a child in the child's own residence re- 
gardless of the hours authorized. A client((s)) shall have freedom of 
choice in selecting a qualified agency provider. 

(6) An individual provider((s)) under contract with the department 
shall deliver services to a client((s)) in the client((s'))'s own residence 
when the personal care service plan exceeds eighty-five hours рег 
month. Clients shall have freedom of choice in selecting a qualified in- 
dividual provider. 

(7) Adult family home (AFH) sponsors or licensed boarding home 
staff shall provide services to clients in an AFH or licensed boarding 
home. Foster parents (( ) shall provide ser- 
vices to children in a foster family home (( 

Clients shall have freedom of choice in selecting a licensed AFH or 
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boarding home, provided the AFH or boarding home can meet their 
personal care needs. 


AMENDATORY SECTION (Amending Order 2950, filed 3/1/90, 
effective 4/1/90) 


WAC 388-15-880 PAYMENT AND AUTHORIZATION. Pay- 
ment and authorization. 

(1) In the individual provider program, the department pays an 
hourly rate directly to the service provider. No in-home personal care 
service plans shall authorize services by an individual provider unless 
the service need exceeds eighty-five hours per month. 

(2) In the contracted program, the department pays the contractor 
who pays the service provider. 


ROKU 
)) Rates paid for the 
provision of Medicaid personal care ((services)) shall be established by 


the department. Current maximum rates shall be contained in the de- 
partments social service payment system appendices A, E, and C. 


(4) No contractor shall pay service providers performing Medicaid 
personal care services less than five dollars and fifteen cents per hour. 


(5) ((Authorizations-for-contracted-Nfedicaid-personai-care-services 
shati-mot-execed-eight-hundred-four-dollarscand-ninety-five-cents-per 


month: 
€ > PO for E is Medicatd-personat-care-services by 


ӨЗ)) Authorizations for Medicaid personal care in an adult family 
home shall not exceed sixty hours of service per month. 

((€8})) (6) Authorizations for Medicaid personal care іп a licensed 
boarding home under department contract shall not exceed thirty 
hours per month. 

(((93)) (7) Payment shall not be made for services provided exceed- 
ing the department's authorization. 


WSR 91-16-057 
PROPOSED RULES 
DEPARTMENT OF 
SOCIAL AND HEALTH SERVICES 
(Institutions) 

[Filed August 1, 1991, 4:44 p.m.] 


Original Notice. 

Title of Rule: WAC 275-55-115 and 275-59-071, 
Transfer of a patient between state—operated hospitals. 

Purpose: This issuance clarifies procedures for notifi- 
cation of authorities prior to the transfer of patients be- 
tween state-operated hospitals by including notice to re- 
gional support networks. 

Statutory Authority for Adoption: RCW 74.05.560. 

Statute Being Implemented: RCW 74.05.560. 

Summary: This rule outlines criteria and time frames 
for determining the appropriateness of a patient transfer 
between state—operated hospitals. The rule is amended to 
reflect the authority of the Department of Social and 
Health Services to transfer patients and includes region- 
al support network authority to request such a transfer. 

Reasons Supporting Proposal: This rule amendment is 
necessary to implement RCW 72.23.290 relating to the 
authority of the Department of Social and Health Ser- 
vices to transfer patients between state-operated hospi- 
tals. Includes regional support network authority to re- 
quest such a transfer. Affirms that the decision to trans- 
fer must be in the best interest of the patient. 

Name of Agency Personnel Responsible for Drafting, 
Implementation and Enforcement: Kathy Burns, Mental 
Health Division, 753-0639. 
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Name of Proponent: Department of Social and Health 
Services, governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: Same as above. 

Proposal Changes the Following Existing Rules: See 
above. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Location: OB-2 Auditorium, 12th and 
Franklin, Olympia, Washington, on September 10, 1991, 
at 10:00 a.m. 

Submit Written Comments to: Troyce Warner, Chief, 
Office of Issuances, Department of Social and Health 
Services, Mailstop 5805 [45805], Olympia, Washington 
98504, by September 10, 1991. 

Date of Intended Adoption: September 24, 1991. 

August 1, 1991 

Leslie F. James 
Director 
Administrative Services 


AMENDATORY SECTION (Amending Order 2724, filed 11/7/88) 


WAC 275-55-115 TRANSFER OF A PATIENT BETWEEN 
STATE-OPERATED HOSPITALS. In some instances, it is appro- 
priate for the department to transfer a patient currently residing in a 
state hospital ((to-be-transferred)) to another state hospital for ongo- 
ing hospitalization. The department shall accomplish the transfer with 
the utmost care given to the therapeutic needs of the patient. This sec- 
tion describes the procedures for handling a patient transfer between 
state hospitals in a manner consistent with the best interest of the 
patient. 

(1) The department may use the following criteria((7;f-present,-shaH 
determime)) when determining the appropriateness of a patient 
transfer: 

(a) The patient's family ((tives)) resides within the receiving hospi- 
tal's catchment area; or 

(b) The patient's primary home of residence is in the receiving hos- 
pital's catchment area; or 

(c) A particular service or need of the patient is better met at the 
receiving hospital; ((ат4)) or 

(d) Transfer to the receiving hospital may facilitate community dis- 
charge due to the availability of community service in the receiving 
hospital's catchment area; or 

€) The county, regional su 
transfer. 

(2) Prior to any proposed transfer of a patient, the state hospital 
shall comply with the following ((procedure—when-transferring—a 


(a) ((Fhe-state-hospital-shatt-notifythe—patient—and—the-patient's 
guardtan_five-days-priortothe-patient's: 


€5))) The sending facility, at the ((direction)) r request of the super- 
intendent, shall (( )) in writing for- 


ward information necessary to make a decision on whether transfer is 
appropriate to the receiving ((facttity—who-shatt-obtatn—information 
necessary to make a decision relevant-to-the-propriety-of-the-transfer 


)) 
facility's liaison; 
(((c)7Fhe-designated-Haison-at-the receiving facility shaH-discuss-his 


of-the-transfer-proposat; 
PF An З H-makc-the-fimat-d NS 


for-the-transfer within five-days-of receipt of the transfer proposat- 
€) (b) The r receiving facility's designated liaison ((at-the-receiving 
)) shall recommend appropriate action 
to the superintendent of the sending facility ((ofthe-deciston)) who 
shall respond in writing within five calendar days of receipt of "the 
transfer request; 


rt network, or patient requests a 
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(c) If the receiving facility accepts the proposed patient transfer, the 
sending facility shall notify the patient, guardian and attorney, if 


known, at least five days before the proposed patient transfer; 
((ӨЗ)) (d) The sending facility is responsible for all patient transfer 


arrangements, e.g., transportation, staff escort, etc., and shall coordi- 
nate the day and time of arrival with the receiving facility's liaison; 
and 

((62))) (е) The sending facility shall arrange for the transfer of pa- 
tient's medical record to the receiving facility ((and-for-the-transfer-of 


- : i. )). 

(3) The sending state hospital shall document the following in the 
patient's record: 

(a) Physician documentation of the medical suitability of the patient 
for transfer; and 

(b) Social worker documentation regarding: 

(i) Justification as to why the transfer is considered in the patient's 
best interests; 

(ii) The patient's wishes regarding transfer((; 


72:68-037)) court-ordered patient, the sending facility shall contact 
the prosecuting attorney's office for persons committed for up to four- 
teen days or the attorney general's office for persons committed for 
ninety or hundred eighty days to determine if legal action is necessary 
prior to the transfer. 


AMENDATORY SECTION (Amending Order 2724, filed 11/7/88) 


WAC 275-59-071 TRANSFER OF A PATIENT BETWEEN 
STATE-OPERATED HOSPITALS. In some instances, it is appro- 
priate for the department to transfer a patient currently residing in a 
state hospital ((to-be-transferred)) to another state hospital for ongo- 
ing hospitalization. The department shall accomplish the transfer with 
the utmost care given to the therapeutic needs of the patient. This sec- 
tion describes the procedures for handling a patient transfer between 
state hospitals in a manner consistent with the best interest of the 
patient. 

(1) The department may use the following criteria((7if-presentz-shaH 
determine)) when determining the appropriateness of a patient 
transfer: 

(a) The patient's family ((Hves)) resides within the receiving hospi- 
tal's catchment area; or 

(b) The patient's primary home of residence is in the receiving hos- 
pital's catchment area; or 

(c) A particular service or need of the patient is better met at the 
receiving hospital; ((amd)) ог 

(d) Transfer to the receiving hospital may facilitate community dis- 
charge due to the availability of community service in the receiving 
hospital's catchment area; or 
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e) The county, regional support network, or patient requests a 


transfer. 


(2) Prior to any proposed transfer of a patient, the state hospital 
shall comply with the following ((proeedure—when-transferring—a 
patrent)): 

(а) ((Fhe-state-hospitat shalt notify the patient,and-the-patient's 

infr à : В 
n n days К tothe PU j 


€5))) The sending facility, at the ((direction)) г request of the super- 
intendent, shall (( )) in writing for- 


ward information necessary to make a decision on whether transfer is 
appropriate to the receiving facility's ((who-shalt-obtatm-imformation 
rrecessary-to-make-a-deciston-relevant-to-the-propricty-of-the-transfer 


) 
liaison; 
(6) Firedesi €— А € снет һан н 
or-her-recommnrendation-with the-superintendent for-approvator-deniat 
of-the-transfer-proposat 
NES iing- . А haji-makc-the Етегі A 


€») (b) Тһе г receiving facility's designated liaison ((at-the-receiving 
)) shall recommend appropriate action 

to the superintendent who shall respond to the sending facility ((of-the 
decision)) in writing within five calendar days of receipt of the request; 
((69)) 1f the receiving facility accepts the sed patient 
transfer, the sending facility shall notify the patient, guardian, and at- 


torney, if known, at least five days before the proposed patient transfer; 
(d) The sending facility is responsible for all patient transfer ar- 


rangements, e.g., transportation, staff escort, etc., and shall coordinate 

the day and time of arrival with the receiving facility's liaison; and 
(((е))) (e) The sending facility shall arrange for the transfer of pa- 

tient's medical record to the receiving facility ((zmd-for-the-transfer-of 


z 


š: : ig ». 

(3) The sending state hospital shall document the following in the 
patient's record: 

(a) Physician documentation of the medical suitability of the patient 
for transfer; and 

(b) Social worker documentation regarding: 

(i) Justification as to why the transfer is considered in the patient's 
best interests; 

(ii) The patient's wishes regarding transfer((; 


72-68-037)) court-ordered patient, the sending facility shall contact 
the prosecuting attorney's office for persons committed for up to four- 
teen days or the attorney general's office for persons committed for 
ninety or one hundred eighty days to determine if legal action is nec- 
essary prior to the transfer. 
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WSR 91-16-058 
PERMANENT RULES 
DEPARTMENT OF 
SOCIAL AND HEALTH SERVICES 
(Public Assistance) 

[Order 3219— Filed August 1, 1991, 4:48 p.m.) 


Date of Adoption: August 1, 1991. 

Purpose: To clarify the $50 per quarter must be re- 
ceived, not earned. 

Citation of Existing Rules Affected by this Order: 
Amending WAC 388-24-074 Aid to families with de- 
pendent children-employable—Deprivation due to un- 
employment of a parent. 

Statutory Authority for Adoption: RCW 74.08.090. 

Pursuant to notice filed as WSR 91-13-099 on June 
19, 1991. 

Effective Date of Rule: Тһігіу-опе days after filing. 

August 1, 1991 

Leslie F. James 
Director 
Administrative Services 


AMENDATORY SECTION (Amending Order 3087, 
filed 10/23/90, effective 11/23/90) 


WAC 388-24-074 AID TO FAMILIES WITH 
DEPENDENT CHILDREN-EMPLOYABLE—DE- 
PRIVATION DUE TO UNEMPLOYMENT OF A 
PARENT. (1) The department shall consider a child 
deprived of parental care and support due to the unem- 
ployment of a parent when the child lives with two par- 
ents, one of which meets all the requirements in this 
section. 

(2) The department shall designate the qualifying 
parent as that parent earning the greater amount of in- 
come in the twenty-four-calendar-month period imme- 
diately preceding the month the application for assist- 
ance is filed. The department shall: 

(a) Designate the qualifying parent using the best evi- 
dence available; 

(b) Consider the earnings of both parents regardless 
of when the relationship began; 

(c) Continue the designation for each consecutive 
month the family remains on assistance based on the 
current application; and 

(d) Designate the qualifying parent if both parents 
earned an identical amount of income. 

(3) The department shall consider the qualifying par- 
ent unemployed when the qualifying parent: 

(a) Is employed less than one hundred hours a month; 

(b) Exceeds this standard for a particular month if the 
excess is of a temporary nature evidenced by being un- 
der the one hundred hour standard for the two prior 
months and is expected to be under the standard during 
the next month; or 

(c) Participates in institutional and work experience 
training under the JOBS program and is not otherwise 
employed over one hundred hours((zor 


(d)—Works-temporarily-for-the—1990—federal-census 
demonstration AE m sais s by the 
hundred-hours)). 
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(4) The qualifying parent shall be unemployed as de- 
fined in subsection (3) of this section for thirty days or 
more before the date AFDC-E is authorized except 
when: 

(a) AFDC-E is terminated due to employment of the 
qualifying parent; 

(b) The full-time employment ends within thirty days 
of termination; and 

(c) The qualifying parent reapplies and is found 
otherwise eligible for AFDC—E. 

(5) During the same thirty-day period, or subse- 
quently, the qualifying parent shall not have: 

(a) Refused a bona fide offer of employment; 

(b) Refused training for employment; 

(c) Voluntarily left a job without good cause; or 

(d) If eligible, refused to apply for or accept unem- 
ployment compensation. 

(6) The qualifying parent shall participate, as re- 
quired in the JOBS program. 

(7) The qualifying parent shall have one of the 
following: 

(a) Six or more quarters of work within any thirteen 
calendar quarter period ending within one year before 
the application for assistance. 

(i) A "quarter of work" means a calendar quarter in 
which the parent received earned income of fifty dollars 
or more, or participated in the OPPORTUNITIES((;)) pro- 

ram; FIP related education, training or employment 
services; or JOBS program. 

(п) A "calendar quarter" means three consecutive 
months ending March 3lst, June 30th, September 30th, 
or December 3151. 

(b) Within one year before the application, received, 
or had such a work history to be eligible to receive, un- 
employment compensation. 


WSR 91-16-059 
PERMANENT RULES 
DEPARTMENT OF 
SOCIAL AND HEALTH SERVICES 
(Public Assistance) 

[Order 3220—Filed August 1, 1991, 4:49 p.m.) 


Date of Adoption: August 1, 1991. 

Purpose: To incorporate into WAC the change in ter- 
minology from nursing home to "nursing facility." 

Citation of Existing Rules Affected by this Order: 
Amending WAC 388-83-200 Community options pro- 
gram entry system (COPES). 

Statutory Authority for Adoption: RCW 74.08.090. 

Pursuant to notice filed as WSR 91-12—067 on June 
5, 199]. 

Changes Other than Editing from Proposed to Adopt- 
ed Version: [n subsection (1)(c), the word feasible is de- 
leted. The word is immaterial to the WAC content; in 
subsection (2) the words "residing at home" are deleted; 
in subsection (3) the words "department shall allocate 
income of a COPES," "The recipient," and "remaining 
income up to the MNIL" are deleted; added to subsec- 
tion (3)(a) the words "from the maintenance needs 
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amount" after the word "retain"; and in subsection 
(3)(b) after the word, "Pay" is added, "The lessor of the 
remaining maintenance needs amount or the facility 
room and board rate." 

The principal reasons for adopting the changes are as 
follows: To clarify the payment rate of a person receiv- 
ing COPES. To assure that in determining the rate the 
department considers the person's living arrangement. 

Effective Date of Rule: Thirty—one days after filing. 

August 1, 1991 

Leslie F. James 
Director 
Administrative Services 


AMENDATORY SECTION (Amending Order 3008, 
filed 5/31/90, effective 7/1/90) 


WAC 388-83-200 COMMUNITY OPTIONS 
PROGRAM ENTRY SYSTEM (COPES). (1) An eli- 
gible person for COPES is ((an-individuat)) a person 
eighteen years of age or over who: 

(a) ((Mectmg)) Meets the Title XIX categorically 
needy eligibility requirements for an SSI-related institu- 
tionalized ((rmdividuat)) person. For the purposes of 
COPES, ((arrindividuat)) a person is considered institu- 
tionalized as of the date all eligibility criteria, except in- 
stitutionalized status, is met; 


(b) (CFhe-department assesses as requirimg)) Requires 
the level of care provided in a ((sktHed)) nursing facility 


((or-an-intermediate-care-facility)); 
(c) ((For-whonrthe)) Has а department (( 


feasibie)) approved plan of care and the total cost for 
this plan of care, including the MNIL for one person, is 
less than ninety percent of the department's state—wide 
average nursing ((home)) facility rate; and 

(d) Is able and ((choosing)) chooses to reside at home 
with community support services, in a congregate care 
facility, or in a licensed adult family home. 

(2) The department shall allocate available income of 
the COPES recipient ((residtmg-at-home)) as described 
under WAC 388-95-360 (1), (2)(c), (d), (е), (f), and 
(g), (3), (4), and (5), except the recipient retains an 
amount equal to the medically needy income level 
(MNIL) for one person for the recipient's maintenance 
needs. 

(3) The ((department—shaH—atocate—income—of—a 
€OPES)) recipient residing in an adult family home or 
congregate care facility((—Fhe-recipient)) shall: 

(a) Retain from a maintenance needs amount a speci- 
fied personal needs allowance as described under WAC 
388-29--130 and 388-29-280; and 

(b) Pay ((remairmimg-income-up-to-the-MNTE)) the 
lessor of the remaining maintenance needs amount or 
the facility room and board rate to the facility for the 


cost of board and room. 

(4) Income remaining after allocations shall be the 
participation amount for COPES services as described 
under WAC 388-15-620. 
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WSR 91-16-060 
PERMANENT RULES 
DEPARTMENT OF 
SOCIAL AND HEALTH SERVICES 
(Institutions) 

[Order 3221—Filed August 1, 1991, 4:50 p.m.] 


Date of Adoption: August 1, 1991. 

Purpose: Improves access to community hospital psy- 
chiatric services by minimizing administrative duplica- 
tion of licensing and certification requirements. 

Citation of Existing Rules Affected by this Order: 
Amending chapter 275-54 WAC, Juvenile involuntary 
treatment. 

Statutory Authority for Adoption: RCW 71.34.800. 

Pursuant to notice filed as WSR 91-13-103 on June 
19, 199]. 

Changes Other than Editing from Proposed to Adopt- 
ed Version: Whenever counties are referenced in the 
proposed WAC, regional support networks are included. 

Effective Date of Rule: Thirty—one days after filing. 

August 1, 199] 

Leslie F. James 
Director 
Administrative Services 


AMENDATORY SECTION (Amending Order 2323, 
filed 12/23/85) 


WAC 275-54-160 REQUIREMENTS FOR CER- 
TIFYING EVALUATION AND TREATMENT 
COMPONENTS FOR MINORS. (1) Each county or 
((combtnation-of-eotmnties)) Regional Support Network 
shall develop and coordinate an evaluation and treat- 
ment program consistent with chapter 354, Laws of 
1985 and chapter 71.22 RCW. Such program shall in- 
clude, but is not limited to components of outpatient 
services, emergency services, and short-term inpatient 
services. The county or Regional Support Network may 


, 


тау)) provide one or more of these components ((of 


such—a—program)) directly((;-or—meay—through)). The 


county or Regional Support Network may also contract 
or have a written agreement with ((an-agency)) one or 


more agencies((;)) to provide ((the—remaining)) e: each 
or—-components-required;-or-may-through 


component (( 


)) in its entirety. Compo- 
nent or components obtained on this basis from an 
agency or agencies shall be subject to all applicable pro- 
visions of these rules and of chapter 354, Laws of 1985. 
The county or Regional Support Network will maintain 
coordination responsibility over the program. 

Any contract or agreement between county or Re- 
gional Support Network and agencies, or between two or 
more agencies, shall be required to comply with the 
standards for evaluation and treatment components 
((amd)). In addition, each contract or agreement shall 
indicate the department will consider those standards in 
the department's site visit and certification procedure as 
directed by WAC 275-54-210. 

(2) In addition to the responsibilities specified, the 
following shall be required of the county or Regional 
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Support Network or of such individual designated by the 
county as administrator of the evaluation and treatment 
program to: 

(a) ((Fo)) Identify, recommend to the department for 
certification, and coordinate the various facilities and 
components of the evaluation and treatment 
program((:)); 

(b) (CFo)) Assist the department in ensuring facilities 
and components are in compliance with all applicable 
rules and regulations set forth in chapter 354, Laws of 
1985 and this chapter; and 


(c) Make periodic reviews of a certified component 
consistent with county procedures. 


(3) Any agency desiring certification of a component 
or components in order to become an evaluation and 
treatment facility shall make application for such to the 
county((=designated)) or Regional Support Network ad- 
ministrator of the evaluation and treatment program. 

(4) The department is responsible for certifying each 
component of an agency desiring to become an evalua- 
tion and treatment facility. Upon formal request of the 
county-designated administrator of the evaluation and 
treatment program, the department ((shatt)) may: 

(a) Inspect and evaluate the applicant agency's com- 
ponent or components for certification in accordance 
with the provisions of WAC 275-54-210. 

(b) Conduct on-site visits for the purposes of certifi- 
cation ((wiH)) including, where possible, ((imełude)) the 
county((=designated)) or Regional Support Network ad- 
ministrator of the evaluation and treatment program as 
part of the site visit team. 


(5) (GEhe-department"is-responstbte for making peri- 
odie-inspections of 2a certified component Such inspec= 


tions-may-be-in addition to any condtteted by the-coum= 
еі тйтп НА krati i 3 


{6))) АП facilities shall be recognized elements of the 
county((‘s;)) or Regional Support Network mental 
health plan. The plan shall list the agencies for which 
certification is requested((;)) and the components to be 


provided by each((;)) The plan shall also specify the 


method whereby components will be coordinated 
((among—the—severat-agenetes)) when more than one 
agency provides evaluation and treatment services, and 
the method whereby the services of the facility will be 
coordinated with other elements of the ((county)) men- 
tal health program. 

Reviser's note: RCW 34.05.395 requires the use of underlining 
and deletion marks to indicate amendments to existing rules. The rule 


published above varies from its predecessor in certain respects not in- 
dicated by the use of these markings. 


AMENDATORY SECTION (Amending Order 2535, 
filed 9/16/87) 


WAC 275-54-190 EMERGENCY  COMPO- 
NENT. (1) The emergency component is defined as a 
public or private agency or hospital having the capacity 
to detain ((a-person)) an individual posing an imminent 
threat to the safety and/or well-being of ((himself;-her- 
seif)) self, or others, or is gravely disabled. 
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(2) The department may upon the formal request of 
the county or Regional Support Network accept a hos- 
pital licensed under WAC 246-318—280 or 246—322 as a 
certified emergency component for an evaluation and 
treatment program, in lieu of requiring a hospital to 


meet the requirements set forth by WAC 275-54—170, 
275—54—200, and 275-54-210. 


(3) !n addition to the general requirements stated in 
WAC 275-54-170, the following requirements shall ap- 
ply to all emergency components. Such component shall: 

(a) (( )) Be available twenty- 
four-hours-per-day, seven-days-per-week((:)); 

(b) ((Such-component-shatt)) Follow a written proto- 
col for detaining an individual and contacting the county 
designated mental health professional((-)); 


(c) ((Such-component-shat)) Provide or have access 


to medical services((:)); 

(d) ((Such-component-shal)) Have a written agree- 
ment with a certified short-term inpatient component for 
admission on a seven-day—per—week, twenty-four-hour- 
per-day basis((:)); and 

(е) ((Such-component-shatt)) Follow a written proto- 
col for transporting individuals to short-term inpatient 
components. 


AMENDATORY SECTION (Amending Order 2535, 
filed 9/16/87) 


WAC 275-54-200 INPATIENT COMPONENT. 
(1) The inpatient component is a hospital or residential 
setting where treatment services are provided on a twen- 
ty-four-hour-per-day basis for ((patients)) individuals 
on seventy-two—hour detentions, or fourteen-day com- 
mitments, or one hundred eighty-day commitments. 

(2) The department may accept a hospital licensed 
under WAC 246-318-280 or 246-322 as a certified 
short-term inpatient component for an evaluation and 
treatment program, in lieu of requiring a hospital to 


meet the requirements set forth by WAC 275-54-170, 
275—54—200, and 275-54-210. 


(3) In addition to the general requirements stated in 
WAC 275-54-170, the following requirements shall ap- 
ply to all inpatient components: 

(a) The inpatient component shall meet the standards 
required for state licensing as a ((psychiatric-hospitat; 
generał medical-hospital;)) skilled nursing facility, inter- 
mediate саге facility, or residential treatment 
facility((:)); 

(b) Such component shall have the capability to admit 
the ((patient)) individual on a twenty-four-hour-per- 
day, seven—day—per—week basis((:)); 

(c) Such component shall not deny admission except 
under the following circumstances: 

(i) After a psychosocial evaluation, there is a deter- 
mination by a mental health professional that the ((per= 
son)) individual does not present a likelihood of serious 
harm, or an imminent likelihood of serious harm, or the 
((person)) individual is not gravely disabled, and does 
not require inpatient care. Reference RCW 71.34.170 
for necessary action in this case((:)); 

(ii) The ((persom)) individual requires specialized 
medical care and support services of a type not provided 
by the facility((:)); 
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(ш) A greater degree of control is required than can 
be provided by the facility((-)); 

(iv) (GXo)) Treatment space is not available and is so 
documented((:)); 

(v) A less restrictive alternative provided by another 
facility is more appropriate and available((:)); and 

(vi) For situations arising ((pursuant-to)) under sub- 
section (((206)67)) (3)(c)Gi) through (iv) of this sec- 
tion, the county or Regional Support Network-desig- 


nated mental health professional shall make arrange- 
ments for the most appropriate placement available. 

(d) Such component shall within twenty—four hours of 
initial detention, to include Saturday, Sunday, and holi- 
days, conduct evaluations to determine the nature of the 
disorder, the treatment necessary, and whether or not 
detention is required. Such evaluations shall include at 
least a: 

(i) Medical evaluation by a licensed physician((;)); 
and 

(ii) Psychosocial evaluation by a mental health 
professional. 

(e) Such component shall have the capability to detain 
((persons)) individuals dangerous to self, others, or 
gravely disabled, and shall provide or have access to at 
least one seclusion room meeting the requirements of 
WAC 248-18-001 ((now-or-as-hereafter-amended-)); 

(f) Such component shall provide therapeutic services 
including generally accepted treatment modalities such 
as: 

(i) Individual therapy((:)); 

(ii) Family therapy((:)); and 

(iii) Medication management. 

(g) Such component shall provide treatment to each 
((patient)) individual under the supervision of the pro- 
fessional person in charge((:)); 

(h) A mental health professional must have contact 
with each involuntary patient daily for the purpose of 
observation, evaluation, and the provision of continuity 
of treatment((:)); and 

(i) Such component shall have access to a mental 
health professional and a licensed physician for consul- 
tation and communication with the ((patrent)) individual 
and the component staff on a twenty-four-hour-per- 
day, seven—day—per—week basis. 


WSR 91-16-061 
PERMANENT RULES 
DEPARTMENT OF 
SOCIAL AND HEALTH SERVICES 
(Institutions) 

[Order 3222— Filed August 1, 1991, 4:52 p.m.] 


Date of Adoption: August 1, 1991. 

Purpose: Improves access to community hospital psy- 
chiatric services by minimizing administrative duplica- 
tion of licensing and certification requirements. 

Citation of Existing Rules Affected by this Order: 
Amending chapter 275-55 WAC, Mentally ill—Treat- 
ment—Evaluation. 

Statutory Authority for Adoption: RCW 74.05.560. 
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Pursuant to notice filed as WSR 91-13-102 on June 
19, 1991. 

Changes Other than Editing from Proposed to Adopt- 
ed Version: Whenever counties are referenced in the 
proposed WAC, regional support networks are included. 

Effective Date of Rule: Thirty-one days after filing. 

August 1, 1991 

Leslie F. James 
Director 
Administrative Services 


AMENDATORY SECTION (Amending Order 1775, 
filed 3/11/82) 


WAC 275-55-261 REQUIREMENTS FOR CER- 
TIFYING EVALUATION AND TREATMENT 
COMPONENTS. (1) Each county or ((combination-of 
counties)) Regional Support Network shall develop and 
coordinate an evaluation and treatment program consis- 
tent with chapters 71.05 and 71.24 RCW. Such program 
shall include, but is not limited to, components of outpa- 
tient services, emergency services, and short-term inpa- 
tient services. The county or Regional Support Network 
may ((directły-provide-sucha program in-its-entirety; or 
may)) provide one or more of these components ((of 
such—a—program)) directly((;7—or—may—through)). Тһе 

county or Regional Support Network may also contract 
ог have a written agreement with ((an-ageney)) one or 


more re agencies((;)) to provide ((the—remaining 


+) 


agreement arrange with an agency or agencies to provide 
such—a—program)) each component in its entirety. 


Component(s) obtained on this basis from an agency or 
agencies shall be subject to all applicable provisions of 
((these-rules)) this chapter and ((of)) chapter 71.05 
RCW. The county ((wił)) or Regional Support Net- 
work shall maintain coordination responsibility over the 
program. 

Any contract or agreement between county or Re- 
gional Support Network and agencies, or between two or 
more agencies, shall be required to comply with the 
standards for evaluation and treatment components, 
WAC 275-55-263((;and)). In addition, each contract 
or agreement shall indicate the department will consider 
those standards in the department's site visit and certifi- 
cation procedure as directed by WAC 275-55-293. 

(2) In addition to the responsibilities specified, the 
following shall be required of the county or Regional 
Support Network or of such individual designated by the 
county as administrator of the evaluation and treatment 
program to: 

(a) ((Fo)) Identify, recommend to the department for 
certification, and coordinate the various facilities and 
components of the evaluation and treatment 
program((-)); 

(b) ((Fo)) Assist the department in ensuring facilities 
and components are in compliance with all applicable 
rules and regulations set forth in chapter 71.05 RCW 
and this chapter; 


(c) Make periodic reviews of a certified component 


consistent with county procedures. 
(3) Any agency desiring certification of a component 


or components in order to become an evaluation and 
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treatment facility, shall make application for such to the 
county((=destgnated)) or Regional Support Network ad- 
ministrator of the evaluation and treatment program. 

(4) The department is responsible for certifying each 
component of an agency desiring to become an evalua- 
tion and treatment facility. Upon formal request of the 
county((-designated)) or Regional Support Network ad- 
ministrator of the evaluation and treatment program, the 
department ((shraH)) may: 

(a) Inspect and evaluate the applicant agency's com- 
ponent or components for certification in accordance 
with the provisions of WAC 275-55-293. 

(b) ((1n)) Conduct on-site visits for the purposes of 
certification ((wrH)) including, where possible, ((im- 
cłude)) the county((=designated)) or Regional Support 
Network administrator of the evaluation and treatment 
program as part of the site visit team. 


(5) (CFhe-departmentas-responsible-for-mmaking pert- 


odic-inspectiors of a certified componentSuch-inspec= 
. Е 9 š 
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(6))) АП facilities shall be recognized elements of the 
county((‘s)) or Regional Support Network mental health 
plan. The plan shall list the agencies for which certifica- 
tion is requested, and the components to be provided by 


each((;)). The plan s! shall also specify the method where- 
by components will be coordinated ((among-the-severat 


agencies)) when more than one agency provides evalua- 
tion and treatment services, and the method whereby the 
services of the facility will be coordinated with other el- 


ements of the county or Regional Support Network 
mental health program. (Reference RCW 71.24.130) 


AMENDATORY SECTION (Amending Order 2536, 
filed 9/16/87) 


WAC 275-55-281 EMERGENCY COMPO- 
NENT. (1) The emergency component is defined as a 
public or private agency or hospital having the capacity 
to detain ((a-persom)) an individual posing an imminent 
threat to the safety and/or well-being of ((himself/her- 
sełf)) self or others, or is gravely disabled. 

(2) The department may upon the formal request of 
the county or Regional Support Network, accept a hos- 
pital licensed under WAC 246-318-280 or 246-322 as a 
certified emergency component for an evaluation and 
treatment program, in lieu of requiring a hospital to 


meet the requirements set forth by WAC 275-55-263, 
275-55-281, and 275-55-293. 


(3) In addition to the general requirements stated in 
WAC 275-55-263(2), the following requirements shall 
apply to all emergency components. Such components 
shall: 

7 (a) ((Such—component-shatl)) Be available seven- 
days-per-week, twenty-four-hours-per-day((:)); 

(b) ((Such-component-shatl)) Follow a written proto- 
col for detaining an individual and contacting the county 
or Regional Support Network designated mental health 


professional((:)); 


(c) ((Such-component-shat)) Provide or have access 


to medical services((:)); 
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(d) (( )) Have a written agree- 
ment with a certified short-term inpatient component for 
admission on a seven-day-per-week, twenty-four-hour- 
per-day basis((:)); and 

(e) ((Such-component-shatl)) Follow a written proto- 
col for transporting individuals to short-term inpatient 
components or state hospitals. 


AMENDATORY SECTION (Amending Order 2536, 
filed 9/16/87) 


WAC 275-55-29] SHORT-TERM INPATIENT 
COMPONENT. (1) The inpatient component is a hos- 
pital or residential setting where treatment services are 
provided on a twenty-four-hour-per-day basis for ((ра- 
trents)) individuals on seventy-two hour detentions or 
fourteen-day commitments. 

(2) The department may accept a hospital licensed 
under WAC 246-318-280 or 246—322 as a certified 
short-term inpatient component for an evaluation and 
treatment program, in lieu of requiring a hospital to 


meet the requirements set forth by WAC 275-55-263, 
275—55—291, and 275—55—293. 


(3) In addition to the general requirements stated in 
WAC 275-55-263(2), the following requirements shall 
apply to all inpatient components: 

(a) The inpatient component shall meet the standards 
required for state licensing as a ((psychtatric—hospitat, 
generał medicałhospitał;)) skilled nursing facility, inter- 
mediate care facility, or residential treatment 
facility((-)); 

(b) Such component shall have the capability to admit 
the ((patient)) individual on a twenty-four-hour-per- 
day, seven—day—per—week basis((:)); 

(c) Such component shall not deny admission except 
under the following circumstances: 

(i) After a psychosocial evaluation, there is a deter- 
mination by a mental health professional that the ((per- 
son)) individual does not present a likelihood of serious 
harm, or an imminent likelihood of serious harm, or the 
((person)) individual is not gravely disabled, and does 
not require inpatient care. Reference RCW 71.05.190 
for necessary action in this case((:)); 

(ii) The ((person)) individual requires specialized 
medical care and support services of a type not provided 
by the facility((:)); 

(iii) A greater degree of control is required than can 
be provided by the facility((:)); 

(iv) ((No)) Treatment space is not available and is so 
documented(:); 

(v) A less restrictive alternative provided by another 
facility is more appropriate and available((:)); and 

(vi) For situations arising ((pursuant-to)) under sub- 
section (((276)68)) (3)(c)(i) through (iv) of this sec- 
tion, the county or Regional Support Network-desig- 


nated mental health professional shall make arrange- 
ments for the most appropriate placement available. 

(d) Such component shall within twenty-four hours of 
initial detention, to include Saturday, Sunday, and holi- 
days, conduct evaluations to determine the nature of the 
disorder, the treatment necessary, and whether or not 
detention is required. Such evaluations shall include at 
least a: 
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(i) Medical evaluation by a licensed physician(C)); 
and 
~ i) Psychosocial evaluation by a mental health 
professional. 

(e) Such component shall have the capability to detain 
persons dangerous to self, others, or gravely disabled, 
and shall provide or have access to at least one seclusion 
room meeting the requirements of WAC 248-18- 
001(65) ((mow-or-as-hereafter-amended:)); 

(f) Such component shall provide therapeutic services 
including generally accepted treatment modalities such 
as: 

(i) Individual therapy((:)); and 

(ii) Medication management. 

(g) Such component shall provide treatment to each 
((patient)) individual under the supervision of the pro- 
fessional person in charge((:)); 

(h) A mental health professional must have contact 
with each involuntary patient daily for the purpose of 
observation, evaluation, and the provision of continuity 
of treatment((:)); and 

(i) Such component shall have access to a mental 
health professional and a licensed physician for consul- 
tation and communication with the ((patient)) individual 
and the component staff on a twenty-four-hour-per- 
day, seven—day—per—week basis. 


WSR 91-16-062 
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Date of Adoption: August 1, 1991. 

Purpose: Correct a reference to another WAC section 
which was not corrected when the referenced WAC was 
repealed. 

Citation of Existing Rules Affected by this Order: 
Amending WAC 388-24-070 Aid to families with de- 
pendent children-regular—Deprivation due to continued 
absence from home. 

Statutory Authority for Adoption: RCW 74.08.090. 

Pursuant to notice filed as WSR 91-13-101 on June 
19, 1991. 

Changes Other than Editing from Proposed to Adopt- 
ed Version: In WAC 388-24-074 (7)(a)(i) the words 
"program; FIP related education, training, or employ- 
ment services;" are added. 

Effective Date of Rule: Thirty—one days after filing. 

August 1, 1991 

Leslie F. James 
Director 
Administrative Services 


AMENDATORY SECTION (Amending Order 3046, 
filed 7/13/90 [7/31/90], effective 8/31/90) ` 


WAC 388-24-070 AID TO FAMILIES WITH 
DEPENDENT CHILDREN-REGULAR—DEPRI- 
VATION DUE TO CONTINUED ABSENCE FROM 
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HOME. (1) The department shall determine whether a 
child is deprived of parental support or care due to the 
absence of a child's parent. 

(2) The department shall determine that deprivation 
due to the continued absence of a parent exists, regard- 
less of legal marital status, when: 

(a) The parent is living out of the home in which the 
child resides; and 

(b) The absence interrupts or terminates the parent's 
functioning as a provider of: 

(i) Maintenance at least equal to the child's prorated 
share of the monthly need standard for the number of 
persons in the child's assistance unit as specified ((in)) 
under WAC 388-29-100; or 

(ii) Physical care; or 

(iii) Guidance for the child; and 

(c) The known or indefinite duration of the absence 
precludes counting on the parent's ((invotvement—in)) 
performance of the function of planning for the present 
support or care of the child. 

(3) ((Fhe-department-shattdisregard)) When the 
parent is living out of the home in which the child re- 
sides, the assumption ((im-subsection (2)Qa))) that pa- 
rental functioning is interrupted can be rebutted only if 
the absent parent routinely visits the child, and continu- 
ously provides all elements of parental functioning as 
specified under subsection (2)(b) of this section. 

(4) The department shall document reduction of one 
or more of the elements of parental care to establish de- 
privation. The following definitions shall apply: 

(a) "Maintenance" means the financial support and 
in-kind contributions paid directly to the child's house- 
hold, including: 

(i) Child support((;)); 

(ii) Food ((:); 

(iii) Clothing((;)); and 

(iv) Other necessities. 

(b) "Physical care" means continuous care of the 
child on a day-to-day basis by performing tasks, de- 
pending upon the age of the child, required in the child's 
daily life including, but not limited to: 

(i) Providing clean clothing and dressing the child; 

(ii) Preparing meals and feeding; 

(iii) Supervising bedtime; and 

(iv) Assisting with other personal care needs. 

(c) "Guidance" means day-to-day parental participa- 
tion in and responsibility for the child's physical, emo- 
tional, and intellectual development including, but not 
limited to: 

(i) Accompanying to doctor visits; 

(ii) Attending school conferences; 

(iii) Disciplining; and 

(iv) Participating in decisions concerning the child's 
well-being and extracurricular activities. 

(5) The department shall not establish deprivation due 
to absence if: 

(a) The reason for the parent's absence is due solely to 
serving on active duty in the uniformed military services 
of the United States; or 

(b) For applicants, the department's best estimate 
based on available evidence is that an absent parent will 
return to reside in the home at any time within the 
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month of initial grant authorization. However, if the de- 
partment's best estimate is that the absent parent will 
return to the home within the month following the 
month of initial grant authorization, deprivation may 
exist for the initial month of grant authorization, but not 
for the month following((:)); or 

(c) For recipients, after the first two months of eligi- 
bility, the department determines an absent parent will 
return to the home. Deprivation due to absence ceases 
the end of the month in which the parent returns to the 
home. 

(6) ((Fhe-department-shati-consider)) Deprivation due 
to continued absence ((established)) exists when a par- 
ent convicted of an offense is permitted to reside in the 
family home, but is required by the court to perform 
unpaid work or unpaid community ѕегуісе((5-атё)). In 
this situation, the department shall: 

(a) ((Shałł)) Not include the needs of the convicted 
parent in the determination of eligibility or the payment 
of financial assistance; and 

(b) ((Shat-treat)) Allocate income earned ((income)) 
by the convicted parent outside of the hours of sentenced 
unpaid work or community service in accordance with 
WAC 388-28-500. 

(7) The department shall assume((;)) that abandon- 
ment exists, and shall apply policies outlined under 
WAC 388-24—200 when: 

(a) А nonresponsible relative applies on behalf of a 
child who was not placed in custody through a court or- 
der((;)); and ((whose)) 

(b) The child's parent, though able, has failed to sup- 
port the child((; i 

ici )). 


Reviser's note: Тһе bracketed material preceding the section above 
was supplied by the code reviser's office. 


WSR 91-16-063 
PERMANENT RULES 
DEPARTMENT OF 
SOCIAL AND HEALTH SERVICES 
(Public Assistance) 

[Order 3225—Filed August 1, 1991, 4:54 p.m.] 


Date of Adoption: August 1, 1991. 
Purpose: Clarifies some aliens with sponsors are not 
required to meet the provisions of WAC 388—49-270. 
Citation of Existing Rules Affected by this Order: 
Amending WAC 388-49-270 Sponsored aliens. 
Statutory Authority for Adoption: RCW 74.04.510. 
Pursuant to notice filed as WSR 91-13—098 on June 
19, 1991. 
Effective Date of Rule: Thirty-one days after filing. 
August 1, 1991 
Leslie F. James 
Director 
Administrative Services 
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AMENDATORY SECTION (Amending Order 2575, 
filed 12/31/87) 


WAC 38849270 SPONSORED ALIENS. (1) 
The sponsored alien as defined in WAC 388-49-020 and 
the sponsored alien's spouse are responsible for providing 
information necessary to determine income and resourc- 
es of the sponsor and the sponsor's spouse for three years 
from the sponsored alien's date of entry or admission as 
a lawful, permanent resident. 

(2) The department shall recalculate income and re- 
sources when the sponsored alien switches sponsors dur- 
ing a certification period. 

(3) The department shall verify: 

(a) The income and resources of the sponsor and 
spouse; 

(b) The number of aliens the sponsor agreed to 
support; 

(c) The provision of the Immigration and Nationality 
Act under which the sponsored alien is admitted; 

(d) The sponsored alien's date of entry as a lawful, 
permanent resident; 

(e) The sponsored alien's date and place of birth and 
alien registration number; 

(f) The number of dependents for federal income tax 
of the sponsor and spouse; and 

(g) The name, address, and telephone number of the 
((аНет)) sponsor. 

(4) 1f verification is not received on a timely basis, the 
department shall consider the sponsored alien and spouse 
(( і )) ineligible household 
members. 

(5) The provisions of this section do not apply to: 

(a) An alien participating in the food stamp program 
as a member of the sponsor's household; 

(b) An alien sponsored by an organization; ((or)) 

(c) An alien not required to have a sponsor under the 
Immigration and Nationality Act; or 

(d) An alien required to have a sponsor under the 


Immigration and Nationality Act but exempted by fed- 
eral regulations from the provisions of this section. 


WSR 91-16-064 
PERMANENT RULES 
DEPARTMENT OF 
SOCIAL AND HEALTH SERVICES 
(Public Assistance) 

[Order 3226—Filed August 1, 1991, 4:56 p.m.] 


Date of Adoption: August 1, 1991. 

Purpose: WAC 388-49-430 amended to comply with 
food and nutrition service (FNS) Administrative Notice 
90—57 and Indexed Policy Memo No. 90-22 which allow 
the value of a licensed vehicle to be excluded if used to 
transport a household member who is temporarily or 
permanently disabled. 

Citation of Existing Rules Affected by this Order: 
Amending WAC 388—49—430 Resources— Vehicles. 

Statutory Authority for Adoption: RCW 74.04.510. 

Pursuant to notice filed as WSR 91-13-100 on June 
19, 1991. 
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Effective Date of Rule: Тһігіу-опе days after filing. 
August 1, 1991 
Leslie F. James 
Director 
Administrative Services 


AMENDATORY SECTION (Amending Order 2857, 
filed 8/29/89, effective 9/29/89) 


WAC 388-49-430 RESOURCES—VEHICLES. 
(1) The department shall exclude the entire value of a 
licensed vehicle if it is: 

(a) Used for income-producing purposes over fifty 
percent of the time it is in use. A vehicle excluded under 
this provision because the vehicle is used by a self-em- 
ployed farmer shall retain its exclusion for one year from 
the date the household member terminates self-em- 
ployment from farming; 

(b) Annually producing income consistent with its fair 
market value; 

(c) Essential to the employment of a household mem- 
ber, ineligible aliens, or disqualified persons whose re- 
sources are considered available to the household. This 
exclusion applies only if the vehicle is necessary for long 
distance travel other than daily commuting; 

(d) Necessary for subsistence hunting or fishing; 

(e) Used as the household's home; or 


(f) Necessary to transport ((a—physicaty—disabled)) 


one of the following persons who has a temporary or 


permanent physical disability: 
(i) Household member((;)); 


(ii) Ineligible alien((s;-or)) whose resources are avail- 
able to the household; or 

(iii Disqualified person((s)) whose resources are 
available to the household. 

The exclusion is limited to one vehicle per physically 
disabled person. 

(2) The department shall exclude the entire value of 
unlicensed vehicles: 

(a) Driven by Indian tribal members on those reser- 
vations not requiring vehicle licensing((;)); and 

(b) Meeting one of the provisions in subsection (1) of 
this section. 

(3) The department shall continue the exclusions de- 
scribed in subsection (1) and (2) of this section when the 
vehicle is not in use because of temporary 
unemployment. 

(4) The department shall: 

(a) Determine the fair market value of all licensed 
vehicles not excluded in subsections (1) and (2) of this 
section. Fair market value will be determined by the 
value of those vehicles as listed in publications written 
for the purpose of providing guidance to automobile 
dealers and loan companies; and 

(b) Count the fair market value of each vehicle in ex- 
cess of four thousand five hundred dollars toward the 
household's resource maximum. 

(5) The department shall determine the equity value 
of all licensed vehicles except: 

(a) Those excluded in subsections (1) and (2) of this 
section((;)); 

(b) One licensed vehicle per household regardless of 
the use of the vehicle((;)); and 
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(c) Any other licensed vehicle used for: 

(i) Transportation to and from employment((;)); 

(ii) Seeking employment((;)); or 

(11) Transportation for training or education which is 
preparatory to employment. 

(6) The-department shall count the equity value of li- 
censed and unlicensed vehicles not excluded in subsec- 
tions (1), (2), and (5) of this section toward the house- 
hold's maximum allowable resource limit. 

(7) The department shall consider only the greater 
amount as a resource if the vehicle has: 

(a) A countable fair market value in excess of four 
thousand five hundred dollars((;)); and 

(b) A countable equity value. 


WSR 91-16-065 
PERMANENT RULES 
DEPARTMENT OF 
SOCIAL AND HEALTH SERVICES 
(Public Assistance) 

[Order 3224—Filed August 1, 1991, 4:57 p.m.] 


Date of Adoption: August 1, 1991. 
Purpose: Clarifies the definition of "sponsored alien." 
Citation of Existing Rules Affected by this Order: 
Amending WAC 388--49-020 Definitions. 
Statutory Authority for Adoption: RCW 74.04.510. 
Pursuant to notice filed as WSR 91-13-104 on June 
19, 1991. 
Effective Date of Rule: Thirty-one days after filing. 
August 1, 199] 
Leslie F. James 
Director 
Administrative Services 


AMENDATORY SECTION (Amending Order 3170, 
filed 5/1/91, effective 6/1/91) 


WAC 388-49-020 DEFINITIONS. (1) "Adminis- 
trative disqualification hearing" means a formal hearing 
to determine whether or not a person committed an in- 
tentional program violation. 

(2) "Administrative error overissuance" means any 
overissuance caused solely by: 

(a) Department action or failure to act when the 
household properly and accurately reported all the 
household's circumstances to the department; or 

(b) For households determined categorically eligible 
under WAC 388--49-180(1), department action or fail- 
ure to act which resulted in the household's improper el- 
igibility for public assistance, provided a claim can be 
calculated based on a change in net food stamp income 
and/or household size. 

(3) "Administrative law judge" means an employee of 
the office of administrative hearings empowered to pre- 
side over adjudicative proceedings. 

(4) "Aid to families with dependent children (AFDC) 
program" means the federally funded public assistance 
program for dependent children and their families auth- 
orized under Title ТУ-А of the Social Security Act. 
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(5) "Allotment" means the total value of coupons a 
household is certified to receive during a calendar 
month. 

(6) "Application process" means the filing and com- 
pletion of an application form, interview or interviews, 
and verification of certain information. 

(7) "Authorized representative" means an adult non- 
household member sufficiently aware of household cir- 
cumstances designated, in writing, by the head of the 
household, spouse, or other responsible household mem- 
ber to act on behalf of the household. 

(8) "Beginning months" means the first month the 
household is eligible for benefits, and the month thereaf- 
ter. The first beginning month cannot follow a month in 
which a household was certified eligible to receive 
benefits. 

(9) "Benefit level" means the total value of food 
stamps a household is entitled to receive based on 
household income and circumstances. 

(10) "Boarder" means an individual residing with the 
household, except a person described under WAC 388- 
49—190 (2)(a), (b), (c), or (d), who is a: 

(a) Person paying reasonable compensation to the 
household for lodging and meals; or 

(b) Foster child. 

(11) "Budget month" means the first month of the 
monthly reporting cycle; the month for which the house- 
hold reports their circumstances. 

(12) "Certification period" means definite period of 
time within which the household has been determined 
eligible to receive food stamps. 

(13) "Child" means someone seventeen years of age 
or younger, and under parental control. 

(14) "Collateral contact" means oral contact in person 
or by telephone with someone outside of the household 
to confirm the household's circumstances. 

(15) "Commercial boarding home" means an enter- 
prise offering meals and lodging for compensation with 
the intent of making a profit. 

(16) "Department" means the department of social 
and health services. 

(17) "Dependent care deduction" means costs in- 
curred by a household member for care provided by a 
nonhousehold member when the care is necessary for a 
household member to seek, accept, or continue employ- 
ment, or attend training or education preparatory to 
employment. 

(18) "Destitute household" means a household with a 
migrant or seasonal farmworker with little or no income 
at the time of application and in need of immediate food 
assistance. 

(19) "Disabled person" means a person who meets one 
of the following criteria: 

(a) Receives Supplemental Security Income (SSI) un- 
der Title XVI of the Social Security Act; 

(b) Receives disability or blindness payments under 
Titles I, II, XIV, or XVI of the Social Security Act; 

(c) Is a veteran: 

(i) With service-connected or nonservice-connected 
disability rated or paid as total under Title 38 of the 
United States Code (USC); or 
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(ii) Considered in need of regular aid and attendance, 
or permanently housebound under Title 38 of the USC. 

(d) Is a surviving spouse of a veteran and considered 
in need of aid and attendance, or permanently house- 
bound; or a surviving child of a veteran and considered 
permanently incapable of self-support under Title 38 of 
the USC; 

(e) A surviving spouse or child of a veteran and enti- 
tled to compensation for service-connected death or 
pension benefits for a nonservice-connected death under 
Title 38 of the USC and has a disability considered per- 
manent under section 221(i) of the Social Security Act; 

(f) Receives disability retirement benefits from a fed- 
eral, state, or local government agency, because of a dis- 
ability considered permanent under section 221(i) of the 
Social Security Act; < 

(g) Receives an annuity payment as part of the Rail- 
road Retirement Act of 1974 under: 

(i) Section 2 (a)(1)(iv) and is determined eligible to 
receive Medicare by the Railroad Retirement Board; or 

(ii) Section 2 (a)(1)(v) and is determined disabled 
based on the criteria under Title XVI of the Social Se- 
curity Act. 

(h) Is a recipient of disability-related medical assist- 
ance under Title XIX of the Social Security Act. 

(20) "Documentary evidence" means written confir- 
mation of a household's circumstances. 

(21) "Documentation" means the process of recording 
the source, date, and content of verifying information. 

(22) "Elderly person" means a person sixty years of 
age or older. 

(23) "Eligible food" means, for a homeless food stamp 
household, meals prepared for and served by an author- 
ized homeless meal provider. 

(24) "Entitlement" means the food stamp benefit a 
household received including a disqualified household 
member. 

(25) "Equity value" means fair market value less 
encumbrances. 

(26) "Expedited services" means providing food 
stamps within five calendar days to an eligible household 
which: 

(a) Has liquid resources of one hundred dollars or 
less; and 

(b) Has gross monthly income under one hundred fifty 
dollars; or 

(c) Has combined gross monthly income and liquid 
resources which are less than the household's current 
monthly rent or mortgage and either the: 

(i) Standard utility allowance as set forth in WAC 
388-49-505; or 

(ii) Actual utility costs, whichever is higher; or 

(d) Includes all members who are homeless individu- 
als; or 

(e) Includes a destitute migrant or seasonal 
farmworker. 

(27) "Fair hearing" means an adjudicative proceeding 
in which the department hears and decides an applicant/ 
recipient's appeal from the department's action ог 
decision. 
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(28) "Fair market value" means the value at which a 
prudent person might sell the property if the person was 
not forced to sell. 

(29) "Food coupon" means food stamps and the two 
terms are interchangeable. 

(30) "Food coupon authorization (FCA) card" means 
the document issued by the local or state office to au- 
thorize the allotment the household is eligible to receive. 

(31) "Food stamp monthly reporting cycle" means the 
three-month reporting cycle consisting of the budget 
month, the process month, and the payment month. 

(32) "Gross income eligibility standard" means one 
hundred thirty percent of the federal poverty level for 
the forty-eight contiguous states. 

(33) "Group living arrangement" means a public or 
private nonprofit residential setting serving no more than 
sixteen residents certified by the appropriate state agen- 
cy under section 1616(e) of the Social Security Act. 

(34) "Head of household" means: 

(a) The person designated by the household to be 
named on the case file, identification card, and FCA 
card; 

(b) For employment services or the voluntary quit 
provision, the household member who is the principal 
wage earner with the greatest source of earned income in 
the two months prior to the month of violation, including 
members not required to register, provided: 

(i) The employment involves at least twenty hours per 
week; and 

(ii) The person is not living with a parent or a person 
fulfilling that role who is: 

(A) Registered for work, 

(B) Exempt from work registration because of regis- 
tration in a Title IV-A or IV-C work program of the 
Social Security Act, as amended, or the receipt of un- 
employment compensation, or 

(C) Employed or self-employed and working a mini- 
mum of thirty hours per week, or receiving weekly earn- 
ings equal to the federal minimum wage multiplied by 
thirty hours. 

(35) "Home visit" means a personal contact at the 
person's residence by a department employee. The home 
visit shall be scheduled in advance with the household. 

(36) "Homeless individual" means a person lacking a 
fixed and regular nighttime residence or a person whose 
primary nighttime residence is a: 

(a) Supervised shelter designed to provide temporary 
accommodations; 

(b) Halfway house or similar institution providing 
temporary residence for persons needing 
institutionalization; 

(c) Temporary accommodation in the residence of an- 
other person; or 

(d) Place not designed for, or ordinarily used as, a 
regular sleeping accommodation for humans. 

(37) "Homeless meal provider" means a public or 
private nonprofit establishment (e.g., soup kitchen, tem- 
porary shelter, mission, or other charitable organiza- 
tions) feeding homeless persons, approved by division of 
income assistance (DIA) and authorized by food and 
nutrition service (FNS). 
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(38) "Household" means the basic client unit in the 
food stamp program. 

(39) "Household disaster" means when food coupons, 
food purchased with food coupons, or food coupon au- 
thorization cards are destroyed by a natural disaster, 
such as flood, fire, etc. 

(40) "Identification card" means the document identi- 
fying the bearer as eligible to receive and use food 
stamps. 

(41) "Inadvertent household error overissuance" 
means any overissuance caused by either: 

(a) Misunderstanding or unintended error by a 
household: | 

(i) Not determined categorically eligible under WAC 
388-49-180(1); or 

(ii) Determined categorically eligible under WAC 
388-49—180(1) if a claim can be calculated based on a 
change in net food stamp income and/or household size; 
ог 

(b) Social Security Administration action or failure to 
take action which resulted in the household's categorical 
eligibility, if a claim can be calculated based on a 
change in net food stamp income and/or household size. 

(42) "Ineligible household member" means the mem- 
ber excluded from the food stamp household because of: 

(a) Disqualification for intentional program violation; 

(b) Failure to apply for or provide a Social Security 
number; 

(c) Failure to comply with work requirements as de- 
scribed under WAC 388—49—360; 

(d) Status as an ineligible alien; 

(e) Status as an ineligible student; or 

(f) Failure to sign the application attesting to the 
member's citizenship or alien status. 

(43) "Institution" means any place of residence (pri- 
vate or public) providing maintenance and meals for two 
or more persons. 

(44) "Institution of higher education" means any in- 
stitution normally requiring a high school diploma or 
equivalency certificate for enrollment. This includes any 
two-year or four-year college. Also included is any 
course in a trade or vocational school that normally re- 
quires a high school diploma or equivalency for admit- 
tance to the course. 

(45) "Intentional program violation," after August 8, 
1983, means intentionally: 

(a) Making a false or misleading statement; 

(b) Misrepresenting, concealing, or withholding facts; 
or 

(c) Committing any act constituting a violation of the 
Food Stamp Act, the food stamp program regulations, or 
any state statute relating to the use, presentation, trans- 
fer, acquisition, receipt, or possession of food stamp cou- 
pons or FCAs. 

Intentional program violation which ended before Au- 
gust 8, 1983, consists of any action by a person or per- 
sons to knowingly, willfully, and with deceitful intent: 

(a) Make a false statement to the department, either 
orally or in writing, to obtain benefits to which the 
household is not entitled: 

(b) Conceal information to obtain benefits to which 
the household is not entitled; 
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(c) Alter authorization cards or coupons to obtain 
benefits to which the household is not entitled; 

(d) Use coupons to buy expensive or conspicuous non- 
food items; 

(e) Use or possess improperly obtained coupons or 
authorization cards; and 

(f) Trade or sell coupons or authorization cards. 

(46) "Intentional program violation overissuance" 
means any overissuance caused by an intentional pro- 
gram violation. 

(47) "Live-in attendant" means a person residing 
with a household to provide medical, housekeeping, child 
care, or other similar personal services. 

(48) "Lump sum" means money received in the form 
of a nonrecurring payment including, but not limited to: 

(a) Income tax refunds, 

(b) Rebates, 

(c) Retroactive payments, and 

(d) Insurance settlements. 

(49) "Mandatory fees" means those fees charged to 
all students within a certain curriculum. Transportation, 
supplies, and textbook expenses are not uniformly 
charged to all students and are not considered as man- 
datory fees. 

(50) "Migrant farmworker" means a person working 
in seasonal agricultural employment who is required to 
be absent overnight from the person's permanent 
residence. 

(51) "Net income eligibility standard" means the fed- 
eral income poverty level for the forty-eight contiguous 
states. 

(52) "Nonhousehold member" means a person who is 
not considered a member of the food stamp household 
such as a: 

(a) Roomer; 

(b) Live-in attendant; or 

(c) Person who does not purchase and prepare meals 
with the food stamp household. 

(53) "Nonstriker" means any person: 

(a) Exempt from work registration the day prior to 
the strike for reasons other than their employment; 

(b) Unable to work as a result of other striking em- 
ployees, e.g., truck driver not working because striking 
newspaper pressmen not printing output; 

(c) Not part of the bargaining unit on strike but not 
wanting to cross picket line due to fear of personal inju- 
ry or death; or 

(d) Unable to work because workplace is closed to 
employees by employer in order to resist demands of 
employees, e.g., a lockout. 

(54) "Offset" means reduce restored benefits by any 
overissue (claim) owed by the household to the 
department. 

(55) "Overissuance" means the amount of coupons is- 
sued to a household in excess of the amount eligible to 
receive. 

(56) "Overpayment" means the same as "overissu- 
ance" and shall be the preferred term used in 
procedures. 
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(57) "Payment month" means the third month of the 
budget cycle; the month in which the food stamp allot- 
ment is affected by information reported on the monthly 
report for the budget month. 

(58) "Period of intended use" means the period for 
which an FCA or food coupon is intended to be used. 

(59) "Post secondary education" means a school not 
requiring a high school diploma or equivalency for en- 
rollment.. This includes trade school, vocational schools, 
business colleges, beauty schools, barber schools, etc. 

(60) "Process month" means the second month of the 
monthly reporting cycle; the month in which the month- 
ly report is to be returned by the household to the local 
office. 

(61) "Project area" means the county or similar polit- 
ical subdivision designated by the state as the adminis- 
trative unit for program operations. ` 

(62) "Prospective budgeting" means the computation 
of a household's income based on income received or 
anticipated income the household and department are 
reasonably certain will be received during the month of 
issuance. 

(63) "Prospective eligibility" means the determination 
of eligibility based on prospective budgeting rules and 
other household circumstances anticipated during the 
month of issuance. 

(64) "Quality control review" means a review of a 
statistically valid sample of cases to determine the accu- 
racy of budgeting, issuance, denial, withdrawal, and ter- 
mination actions taken by the department. 

(65) "Quality control review period" means the 
twelve-month period from October 1 of each calendar 
year through September 30 of the following calendar 
year. 

(66) "Recent work history" means receipt of earned 
income in one of the two months prior to the payment 
month. 

(67) "Recertification" means approval of continuing 
benefits based on an application submitted prior to the 
end of the current certification period. 

(68) "Resident of an institution" means a person re- 
siding in an institution that provides the person with the 
majority of meals as part of the institution's normal 
service. 

(69) "Retrospective budgeting" means the computa- 
tion of a household's income for a payment month based 
on actual income received in the corresponding budget 
month of the monthly reporting cycle. 

(70) "Retrospective eligibility" means the determina- 
tion of eligibility based on retrospective budgeting rules 
and other circumstances existing in the budget month. 

(71) "Roomer" means a person to whom a household 
furnishes lodging, but not meals, for compensation. 

(72) "Seasonal farmworker" means a person working 
in seasonal agricultural employment who is not required 
to be absent overnight from the person's permanent 
residence. 

(73) "Shelter costs" means: 

(a) Rent or mortgage payments plus taxes on a dwell- 
ing and property; 
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(b) Insurance on the structure only, unless the costs 
for insuring the structure and its contents cannot be 
separated; 

(c) Assessments; 

(d) Utility costs such as heat and cooking fuel, cooling 
and electricity, water, garbage, and sewage disposal; 

(e) Standard basic telephone allowance; 

(f) Initial installation fees for utility services; and 

(g) Continuing charges leading to shelter ownership 
such as loan repayments for the purchase of a mobile 
home including interest on such payments. 

(74) "Shelter for battered women and children" 
means a public or private nonprofit residential facility 
serving battered women and children. 

(75) "Sibling" means a natural, adopted, half brother 
or stepbrother or natural, adopted, half sister or 
stepsister. 

(76) "Sponsor" means a person who executed an affi- 
davit of support or similar agreement on behalf of an 
alien as a condition of the alien's admission into the 
United States as a permanent resident. 

(77) "Sponsored alien" means an alien lawfully ad- 
mitted for permanent residence who has an affidavit of 


support or similar agreement executed by a person on 
behalf of the alien as a condition of the alien's admission 


into the United States as a permanent resident. 

(78) "Spouse" means: 

(a) Married under applicable state law; or 

(b) Living with another person and holding themselves 
out to the community as husband and wife by represent- 
ing themselves as such to relatives, friends, neighbors, or 
trades people. 

(79) "Striker" means any person: 

(a) Involved in a strike or concerted stoppage of work 
by employees including stoppage due to expiration of a 
collective bargaining agreement; or 

(b) Involved in any concerted slowdown or other con- 
certed interruption of operations by employees. 

(80) "Student" means any person: 

(a) At least eighteen but less than sixty years of age, 

(b) Physically and mentally fit for employment, and 

(c) Enrolled at least half time in an institution of 
higher education. 

(81) "Systematic alien verification for entitlements 
(SAVE)" means the immigration and naturalization 
service (INS) program whereby the department may 
verify the validity of documents provided by aliens ap- 
plying for food stamp benefits by obtaining information 
from a central data file. 

(82) "Temporary disability" means a nonpermanent 
physical illness or injury that incapacitates beyond the 
initial issuance month. 

(83) "Thrifty food plan" means the diet required to 
feed a family of four as determined by the United States 
Department of Agriculture. The cost of the diet is the 
basis for all allotments, taking into account the house- 
hold size adjustments based on a scale. 

(84) "Under parental control" means living with the 
parent or any adult other than the parent. A person is 
not under parental control when that person is: 

(a) Receiving an AFDC grant as the person's own 
payee; 
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(b) Receiving, as the person's own payee, gross in- 
come equal to, or exceeding, the AFDC grant payment 
standard as described under WAC 388-29-100 (3)(b); 
Or 

(c) Married. 

(85) "Vehicle" means any device for carrying or con- 
veying persons and objects, including travel by land, wa- 
ter, or air. 

(86) "Vendor payment" means money payments not 
owed or payable directly to a household, but paid to a 
third party for a household expense, such as: 

(a) A payment made in money on behalf of a house- 
hold whenever another person or organization makes a 
direct payment to either the household's creditors or a 
person or organization providing a service to the house- 
hold; or 

(b) Rent or mortgage payments, made to landlords or 
mortgagees by the department of housing and urban de- 
velopment or by state or local housing authorities. 

(87) "Verification" means the use of documentation 
or third-party information to establish the accuracy of 
statements on the application. Sources of verification 
shall be documentary evidence, collateral contacts, or a 
home visit. 


WSR 91-16-066 
EMERGENCY RULES 
DEPARTMENT OF 
SOCIAL AND HEALTH SERVICES 
(Public Assistance) 


[Order 3227—Filed August 1, 1991, 4:59 p.m., effective August 2, 
1991, 12:01 a.m.] 


Date of Adoption: August 1, 1991. 

Purpose: WAC will conform to current Medicaid per- 
sonal care guidelines and regulations. 

Citation of Existing Rules Affected by this Order: 
Amending WAC 388-15-820, 388-15-840, 388-15- 
850, 388-15-860, 388-15-870, and 388-15-880. 

Statutory Authority for Adoption: RCW 74.08.090. 

Pursuant to RCW 34.05.350 the agency for good 
cause finds that immediate adoption, amendment, or re- 
peal of a rule is necessary for the preservation of the 
public health, safety, or general welfare, and that ob- 
serving the time requirements of notice and opportunity 
to comment upon adoption of a permanent rule would be 
contrary to the public interest. 

Reasons for this Finding: This rule is necessary to 
bring WAC into compliance with current payment stan- 
dards and program requirements. 

Effective Date of Rule: August 2, 1991, 12:01 a.m. 

August 1, 1991 

Leslie F. James 
Director 
Administrative Services 


AMENDATORY SECTION (Amending Order 2950, 
filed 3/1/90, effective 4/1/90) 


WAC 388-15-820 MEDICAID PERSONAL 
CARE SERVICES—DEFINITIONS. (1) " Applicant" 
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means a person applying for Medicaid personal care 
services. 

(2) "Client" means a person determined eligible for 
Medicaid personal care services. 

(3) " Community residence" means: 

(a) ((Fhe)) A client's own home, whether in a build- 
ing owned or rented by the client; 

(b) A licensed adult family home under department 
contract; 

(c) A licensed boarding home under department 
contract; 

(d) A licensed children's foster family home; or 

(e) A licensed group care facility. 

(4) "Direct personal care services" means assistance 
with tasks involving direct client care which are directly 
related to the client's medical condition. Such assistance 
is limited to allowable help with the tasks listed under 
subdivisions (a), (b), (c), (d), (е), (0), (e), (h), (1), O), 
(К), and (1) of this subsection. The type of help allowable 
for each task shall not include assistance that must be 
provided only by a licensed health professional. 

(a) "Personal hygiene" means assistance with care of 
hair, teeth, dentures, shaving, filing of nails, other basic 
personal hygiene, and grooming needs. Personal hygiene 
includes supervising a client when performing the tasks, 
assisting the client when caring for own appearance, and 
performing grooming tasks for the client when unable to 
care for own appearance. 

(b) "Dressing" means assistance with dressing and 
undressing. Dressing includes supervising and guiding a 
client when the client is dressing and undressing, assist- 
ing with difficult tasks such as tying shoes and buttoning, 
and completely dressing or undressing the client when 
unable to participate in dressing or undressing self. 

(c) "Bathing" means assisting a client to wash self. 
Bathing includes supervising the client able to bathe self 
when guided, assisting the client with difficult tasks such 
as getting in or out of the tub or washing back, and 
completely bathing the client if totally unable to wash 
self. 

(d) " Eating" means assistance with eating. Eating in- 
cludes supervising a client when able to feed self if 
guided, assisting with difficult tasks such as cutting food 
or buttering bread, and feeding the client when unable 
to feed self. 

(e) " Toileting" means assistance with bladder or bow- 
el problems. Toileting includes supervising ((the)) a cli- 
ent when able to care for own toileting needs if guided, 
helping the client to and from the bathroom, assisting 
with bedpan routines, diapering and lifting client on and 
off the toilet. Toileting may include performing routine 
peri/colostomy/catheter tasks, for the client when client 
is able to supervise the activities. 

(f) " Ambulation" means assisting the client to move 
around. Ambulation includes supervising ((the)) a client 
when walking alone or with the help of a mechanical 
device such as a walker if guided, assisting with difficult 
parts of walking such as climbing stairs, supervising the 
client if the client is able to propel a wheelchair if guid- 
ed, pushing the wheelchair, and providing constant 
physical assistance to the client if totally unable to walk 
alone or with a mechanical device. 
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(g) "Transfer" means assistance with getting in and 
out of a bed or wheelchair or on and off the toilet or in 
and out of the bathtub. Transfer includes supervising 
((the)) a client when able to transfer if guided, providing 
steadying, and helping the client when the client assists 
in own transfer. Lifting the client when client is unable 
to assist in ((ther)) own transfer requires specialized 
training. 

(h) "Positioning" means assisting ((the)) a client to 
assume a desired position. Positioning includes assistance 
in turning and positioning to prevent secondary disabili- 
ties, such as contractures and balance deficits. 

(i) " Self-medication" means assisting ((the)) a client 
to self-administer medications prescribed by attending 
physician. Self-medication includes reminding the client 
of when it is time to take prescribed medication, handing 
the medication container to the client, and opening a 
container. 

(0) " Body care" means assisting ((the)) a client with 
exercises, skin care including the application of oint- 
ments or lotions, changing dry bandages or dressings not 
requiring professional judgment. Body care excludes foot 
care beyond washing of feet and filing toenails. Body 
care excludes foot care for a client((s)) who ((are)) is 
diabetic or ((have)) has poor circulation. Body care ex- 
cludes changing bandages or dressings when sterile pro- 
cedures are required. Provision of body care tasks is 
limited. The client must be able to supervise the provi- 
sion of these tasks. 

(k) " Travel to medical services" means accompanying 
or transporting ((the)) a client to a physician's office or 
clinic in the local area to obtain medical diagnosis or 
treatment. 

(1) " Essential shopping" means assistance with shop- 
ping to meet ((the)) a client's health care or nutritional 
needs. Limited to brief, occasional trips in the local area 
to shop for food, medical necessities, and household 
items required specifically for the health and mainte- 
nance of the client. Essential shopping includes assisting 
when the client can participate in shopping and doing 
the shopping when the client is unable to participate. 

(5) "Handicapping condition" means a medical соп- 
dition which causes a functional impairment in activities 
of daily living. 

(6) " Household assistance" means assistance with in- 
cidental household services provided as an integral, but 
subordinate part of the personal care furnished directly 
to ((the)) a client. Household assistance shall be consid- 
ered an integral part of personal care when such assist- 
ance is directly related to a medical condition or to a 
service reflected in the client's service plan and is fur- 
nished along with a direct personal care service. The de- 
partment shall not authorize household assistance as a 
Medicaid personal care task in an adult family home, li- 
censed boarding home, children's foster family home, or 
children's group care facility. 

(a) " Meal preparation" means assistance with prepar- 
ing meals. Meal preparation includes planning meals in- 
cluding special diets, assisting a client((s)) able to par- 
ticipate in meal preparation, preparing meals for the 
client((s)) unable to participate, and cleaning up after 
meals. This task may not be authorized to just plan 
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meals or clean up after meals. The client must need as- 
sistance with actual meal preparation. 

(b) "Laundry" means washing, drying, ironing, and 
mending clothes and linens used by ((the)) a client or 
helping the client perform these tasks. 

(c) "Housework" means performing or helping ((the)) 
a client perform those periodic tasks required to main- 
tain the client in a safe and healthy environment. Activ- 
ities performed can include ((stch-things-as)) cleaning 
the kitchen and bathroom, sweeping, vacuuming, mop- 
ping, cleaning the oven, and defrosting the freezer, shov- 
eling snow. Washing inside windows and walls is al- 
lowed, but is limited to twice a year. Assistance with 
housework is limited to those areas of the home which 
are actually used by the client. This task is not a maid 
service and does not include yard care. 

(d) " Wood supply" means splitting, stacking, or car- 
rying wood for ((the)) a client and used as the sole 
source of fuel for heating and/or cooking. This task is 
limited to splitting, stacking, or carrying wood the client 
has at own home. Using a chain saw or felling trees is 
not allowable. 

(7) "Immediate family member" means ((the)) a cli- 
ent's husband or wife, parent, or child. 

(8) " Medicaid personal care services" means medical- 
ly-oriented tasks, directed at ((the)) a client or the cli- 
ent's immediate environment, that are necessitated by 
((2)) the client's handicapping condition. Such services 
shall be: 

(a) Based on an assessment of applicant/client needs, 

(b) Provided in conformance with a service plan or- 
dered by ((the)) a client's attending physician, 

(c) Reviewed by a registered nurse at least every 
ninety days; 

(d) Performed by qualified and trained personal care 
aides, excluding members of ((the)) a client's immediate 
family. 

(e) Services shall be provided in a clients own home 


when the client is present in the home. 
(9) " Medically-oriented tasks" means direct personal 


care services, household assistance provided as an inte- 
gral but subordinate part of the personal care furnished 
directly to ((the)) a client, and supervision. 

(10) " Personal care aide" means a person meeting the 
qualification and training requirements established by 
the department and providing direct personal care ser- 
vices to a client((s)). This person may be an employee of 
a qualified agency provider or may be under contract as 
a qualified individual provider. 

(11) " Personal care provider" means a qualified agen- 
cy provider or a qualified individual provider who is not 
a member of a clients immediate family and is under 
department contract to provide Medicaid personal care 
services. 

(12) " Personal care service plan" means a plan which 
is: 

(a) Developed by the department in cooperation with 
appropriate community agency staff; 

(b) Written and describes the personal care services 
which will be provided, frequency of provision, and ex- 
pected outcomes, 

(c) Ordered by ((the)) a client's attending physician. 
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(13) "Physician" means a doctor of medicine, osteop- 
athy or podiatry, as defined under WAC 388-80- 
005(54), or ((the)) a client's Christian Science 
practitioner. 

(14) "Physician's order" means written approval by 
((the)) a client's attending physician of the specific per- 
sonal services to be provided to the client. 

(15) "Qualified agency provider" means a community 
agency which applied for licensing as a home care agen- 
cy or home health agency. 

(16) "Qualified individual provider" means a person 
meeting the individual provider qualifications established 
by the department. 

(17) "Supervision" means being available to: 

(a) Help ((the)) a client with personal care tasks that 
cannot be scheduled (toileting, ambulation, transfer, po- 
sitioning, some medication assistance); and/or 

(b) Provide protective supervision to a client who can- 


. not be left alone because of confusion, forgetfulness, or 
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lack of judgment. 


AMENDATORY SECTION (Amending Order 2856, 
filed 8/29/89, effective 9/29/89) 


WAC 388-15-84 MEDICAID | PERSONAL 
CARE SERVICES—ASSESSMENT—AUTHORI- 
ZATION. (1) The department shall provide an assess- 
ment of an individual((s)) applying for, or being referred 
for, Medicaid personal care services. 

(2) The department shall use the approved assessment 
form in an interview with ((the)) an applicant 
documenting: 

(a) The applicant's functional capability to perform 
personal care tasks essential to health or safety, 

(b) Current and potential care contributions by for- 
mal and informal supports available to ((the)) an 
applicant; 

(c) ((Fhe)) An applicant's preference for how care is 
provided. 

(3) When children are assessed, the assessor shall 
consider the personal care applicant's age in determining 
if the degree of personal care needed is appropriate to 
the child's age, or the result of the applicant's functional 
impairment. The need for personal care services shall 
only be assessed for needs exceeding the level of age ap- 
propriate personal care. 

(4) Assessment and reassessment shall be performed 
within the department-established time frames. 

(5) The department shall be responsible for authoriz- 
ing Medicaid personal care services. 

(6) The number of hours authorized shall be based on 
((the)) an applicant/clients need for assistance with 
Medicaid personal care tasks as determined through the 
assessment process. Points shall be awarded for each 
task according to the degree of assistance needed, and 
the point total shall be converted into maximum allow- 
able hours. The procedure for conversion of points to 
hours of service shall comply with WAC 388-15- 
212(7). 

(7) (СҒһе)) A client's attending physician shall review 
and reauthorize the client's service plan at least once ev- 
ery ((six)) twelve months. 
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AMENDATORY SECTION (Amending Order 2856, 
filed 8/29/89, effective 9/29/89) 


WAC 388-15-850 | MEDICAID | PERSONAL 
CARE SERVICES—NURSE OVERSIGHT. (1) A 
registered nurse shall visit ((the)) a client at least once 
every ninety days to: 

(a) Review the client's medical and/or mental 
condition; 

(b) Review the service plan determining if revisions 
are required and, if so, recommend revisions; 

(c) Review the client's need for continued care; 

(d) Assess the quality of personal care services 
received; 

(e) Assess the personal care provider's need for addi- 
tional training. 

(2) The registered nurse shall document the result of 
an oversight visit on the department-prescribed form. 


AMENDATORY SECTION (Amending Order 2856, 
filed 8/29/89, effective 9/29/89) 


WAC 388-15-860 MEDICAID | PERSONAL 
CARE SERVICES—PERSONAL CARE AIDE 
QUALIFICATIONS. (1) The department shall: 

(a) Define minimum qualifications for a personal care 
aide((s)) and require ап aide((s)) meet the 
qualifications; 

(b) Define minimum orientation and training require- 
ments for a personal care aide((s)) and require docu- 
mentation stating minimum requirements аге met; 

(c) Definitions for minimum qualifications and train- 
ing requirements for a personal care aide((s)) shall be 
contained in the department's field manual for Medicaid 
personal care. 


AMENDATORY SECTION (Amending Order 2950, 
filed 3/1/90, effective 4/1/90) 


WAC 388-15-870 MEDICAID PERSONAL 
CARE SERVICES—SERVICE PROVISION SYS- 
TEM. (1) Area agencies on aging shall contract with 
qualified agency providers to perform Medicaid personal 
care services at the department-established rate. 

(2) Area agencies on aging shall provide or contract 
for registered nurse oversight for personal care services. 

(3) The department shall contract with area agencies 
on aging to assume the above responsibilities. 

(4) The department shall contract with a qualified in- 
dividual provider((s)) to perform Medicaid personal care 
services at the department-established rate. 

(5) Agency providers shall deliver services to an adult 
client((s)) in the clients own residences unless the per- 
sonal care service plan exceeds eighty-five hours per 
month. An individual provider((s)) may deliver services 
to ((chtidren)) a child in the child's own residence re- 
gardless of the hours authorized. A client((s)) shall have 
freedom of choice in selecting a qualified agency 
provider. 

(6) An individual provider((s)) under contract with 
the department shall deliver services to a client((s)) in 
the client((s'))s own residence when the personal саге 
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service plan exceeds eighty-five hours per month. Clients 
shall have freedom of choice in selecting a qualified in- 
dividual provider. 

(7) Adult family home (AFH) sponsors or licensed 
boarding home staff shall provide services to clients in an 
AFH or licensed boarding home. Foster parents ((or 
group-care-facility-staff)) shall provide services to chil- 
dren іп a foster family home ((or-group-care-facitity)). 
Clients shall have freedom of choice in selecting a li- 
censed AFH or boarding home, provided the AFH or 
boarding home can meet their personal care needs. 


AMENDATORY SECTION (Amending Order 2950, 
filed 3/1/90, effective 4/1/90) 


WAC 388-15-880 PAYMENT AND AUTHORI- 
ZATION. Payment and authorization. 

(1) In the individual provider program, the depart- 
ment pays an hourly rate directly to the service provider. 
No in-home personal care service plans shall authorize 
services by an individual provider unless the service need 
exceeds eighty-five hours per month. 

(2) In the contracted program, the department pays 
the contractor who pays the service provider. 


(3) Qon ener pars an попу e Оше" 


viding)) Rates paid for the provision of Medicaid per- 
sonal care ((services)) shall be established by the de- 
partment. Current maximum rates shall be contained in 
the departments social service payment system appendi- 


ces A, E, and C. 

(4) No contractor shall pay service providers per- 
forming Medicaid personal care services less than five 
dollars and fifteen cents per hour. 


(5) (A 


€7))) Authorizations for Medicaid personal care in an 
adult family home shall not exceed sixty hours of service 
per month. 

((€8))) (6) Authorizations for Medicaid personal care 
in a licensed boarding home under department contract 
shall not exceed thirty hours per month. 

((ӨЭ)) (7) Payment shall not be made for services 
provided exceeding the department's authorization. 
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EMERGENCY RULES 
DEPARTMENT OF 
SOCIAL AND HEALTH SERVICES 


(Institutions) 
[Order 3228—Filed August 1, 1991, 5:00 p.m., effective August 2, 
1991, 12:01 a.m.] 


Date of Adoption: August 1, 1991. 
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Purpose: This issuance clarifies procedures for notifi- 
cation of authorities prior to the transfer of patients be- 
tween state—operated hospitals by including notice to re- 
gional support networks. 

Citation of Existing Rules Affected by this Order: 
Amending WAC 275-55-115 and 275-59-071, Transfer 
of a patient between state—operated hospitals. 

Statutory Authority for Adoption: RCW 74.05.560. 

Pursuant to RCW 34.05.350 the agency for good 
cause finds that immediate adoption, amendment, or re- 
peal of a rule is necessary for the preservation of the 
public health, safety, or general welfare, and that ob- 
serving the time requirements of notice and opportunity 
to comment upon adoption of a permanent rule would be 
contrary to the public interest. 

Reasons for this Finding: This rule amendment is 
necessary to implement RCW 72.23.290 relating to the 
authority of the Department of Social and Health Ser- 
vices to transfer patients between state-operated hospi- 
tals. Includes regional support network authority to re- 
quest such a transfer. Affirms that the decision to trans- 
fer must be in the best interest of the patient. 

Effective Date of Rule: August 2, 1991, 12:01 a.m. 

August 1, 199] 

Leslie F. James 
Director 
Administrative Services 


AMENDATORY SECTION (Amending Order 2724, 
filed 11/7/88) 


WAC 275-55-115 TRANSFER OF A PATIENT 
BETWEEN STATE-OPERATED HOSPITALS. In 
some instances, it is appropriate for the department to 
transfer a patient currently residing in a state hospital 
( ((to-be-transferred)) to another state hospital for ongo- 
ing hospitalization. The department shall accomplish the 
transfer with the utmost care given to the therapeutic 
needs of the patient. This section describes the proce- 
dures for handling a patient transfer between state hos- 
pitals in a manner consistent with the best interest of the 
patient. 

(1) The department may use the following criteria((; 
if-present;-shatl-determine)) when determining the ap- 


propriateness of a patient transfer: 

(a) The patient's family ((Hves)) resides within the 
receiving hospital s catchment area; or 

(b) The patient's primary home of residence is in the 
receiving hospital s catchment area; ог 

(c) A particular service or need of the patient is better 
met at the receiving hospital; ((and)) or 

(d) Transfer to the receiving hospital may facilitate 
community discharge due to the availability of commu- 
nity service in the receiving hospital s catchment area; or 

e) The county, regional support network, or patient 


requests a transfer. 


(2) Prior to any proposed transfer of a patient, the 
state hospital shall comply with the following ((proce= 


| ien 
(a) ((Fhe-state-hospitat-shait-notify-the-patient,—and 
2% + R ү } . + j я 
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commitment- 
€5))) The sending facility, at the ((direction)) request 
contact the-destgnated—-t= 


of the superintendent, shall (¢ 


atson-at-the)) in writing forward information necessary 
to make a decision on whether transfer 1s appropriate to 
the receiving ((facility wo shali-obtain information 


the-transfer)) facility s liaison; 
(( - 25. 


shali-discuss-his-or-her-recommendation-with-the-super- 
intendent for approvat or dental OF tire: tranister proposm 
(d) Fhe mardi inibi dii ibis He final 


te))) (b) The receiving facility s designated liaison 
( РЕВ = ; а) 
shall recommend appropriate action to the superintend- 
ent of the sending facility ((of-the-deciston)) who shall 
respond in writing within five calendar days of receipt receipt of 
the transfer request; 

(c) If the receiving facility accepts the proposed pa- 
tient transfer, the sending facility shall notify the pa- 
tient, guardian and attorney, if known, at least five days 


before the proposed patient transfer; 
((69)) (d) The sending facility is responsible for all 


patient transfer arrangements, e.g., transportation, staff 
escort, etc., and shall coordinate the day and time of ar- 
rival with the receiving facility's liaison; and 

((Q2))) (e) The sending facility shall arrange for the 
transfer of patient's medical record to the receiving fa- 
cility ( G. 


4 


; vr )). 

(3) The sending state hospital shall document the fol- 
lowing in the patient's record: 

(a) Physician documentation of the medical suitability 
of the patient for transfer, and 

(b) Social worker documentation regarding: 

(i) Justification as to why the transfer is considered in 
the patient's best interests; 

(ii) The patient's wishes regarding transfer((; 


and 
; . DA ). 
(4) ((Fhe-state-hospitałshatcompły with the follow- 
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:032—through —72-68-037)) court-ordered patient, p 
sending facility shall contact the prosecuting attorney's 

office for persons committed for up to fourteen days or 
the attorney generals office for persons committed for 
ninety or hundred eighty days to determine if legal ac- 
tion is necessary prior to the transfer. 


AMENDATORY SECTION (Amending Order 2724, 
filed 11/7/88) 


WAC 275-59-071 TRANSFER ОҒ A PATIENT 
BETWEEN STATE-OPERATED HOSPITALS. In 
some instances, it is appropriate for the department to 
transfer a patient currently residing in a state hospital 
( ((to-be-transferred)) to another state hospital for ongo- 
ing hospitalization. The department shall accomplish the 
transfer with the utmost care given to the therapeutic 
needs of the patient. This section describes the proce- 
dures for handling a patient transfer between state hos- 
pitals in a manner consistent with the best interest of the 
patient. 

(1) The department may use the following criteria((; 
if-present,-shali-determine)) when determining the ap- 


propriateness of a patient transfer: 

(a) The patient's family ((dives)) resides within the 
receiving hospital's catchment area; or 

(b) The patient's primary home of residence is in the 
receiving hospital s catchment area; or 

(c) A particular service or need of the patient is better 
met at the receiving hospital; ((amd)) or 

(d) Transfer to the receiving hospital may facilitate 
community discharge due to the availability of commu- 
nity service in the receiving hospital s catchment area; or 


(e) The county, regional support network, or patient 
requests a transfer. 


(2) Prior to any proposed transfer of a patient, the 
state hospital shall comply with the following ((proce- 
fent)): 


(a) ((Fhc-state hospital shall-notify the patient, and 


. i а - 
ЖЕБЕ ДШ to 2. state hospita, and | 
commitment: 
(5))) The sending facility, at the ((directron)) request 
of the superintendent, shall ((contact-the-designated-1r- 


zison-at-the)) in writing forward information necessary 


to make a decision on whether transfer is appropriate to 
the receiving facility s ((who-shatobtatn—tnformation 
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the-transfer)) liaison; 
( (€c)—Fhe-designated-Hiaison-at-the-recciving facility 


shall-discuss-hris-cor-her-recommendationwith-the-super- 
; (d) Fhe dard. ра >. > fiie final 
of the transfer proposat, 


(е))) (b) The receiving facility's designated liaison 
( )) 


at—the-receiving facility shali-notify—the-raison-at 
shall recommend appropriate action to the superintend- 
ent who shall respond to the sending facility ((of-the-de- 
cision)) in writing within five calendar days of receipt of 
the request; 

((69)) (c) If the receiving facility accepts the pro- 
posed patient transfer, the sending facility shall notify 
the patient, guardian, and attorney, if known, at least 


five days before the proposed patient transfer; 
(d) The sending facility is responsible for all patient 


transfer arrangements, e.g., transportation, staff escort, 
etc., and shall coordinate the day and time of arrival 
with the receiving facility s liaison; and 

((62Э)) (e) The sending facility shall arrange for the 
transfer of patient's medical record to the receiving fa- 


cility ((amd for-the-transfer-of theofficial court ВЮ, И 


; IVE )). 

(3) The sending state hospital shall document the fol- 
lowing in the patient's record: 

(a) Physician documentation of the medical suitability 
of the patient for transfer, and 

(b) Social worker documentation regarding: 

(1) Justification as to why the transfer is considered іп 
the patient's best interests; 

(ii) The patient's wishes regarding transfer((; 


and 
. з E ). 
(4) ((Fłre-state-hospitat shall comply with the follow- 
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:032—through—72-68-037)) с court-ordered patient, "ilie 

sending facility shall contact the prosecuting attorney's 
office for persons committed for up to fourteen days or 
the attorney generals office for persons committed for 
ninety or one hundred eighty days to determine if legal 
action is necessary prior to the transfer. 


WSR 91-16-068 
PREPROPOSAL COMMENTS 
OFFICE OF 
INSURANCE COMMISSIONER 
[Filed August 2, 1991, 2:25 p.m.] 


Subject of Possible Rule Making: Several specified 
providers of chemical dependency treatment have sub- 
mitted the petition for rule making shown below. This 
petition seeks an amendment to WAC 284-53-010, et. 
seq. to provide for an increase in the minimum benefits 
for chemical dependency treatment, supporting services 
and detoxification from the current amount of $5,000 to 
$7,500 for adults; the establishment of a separate mini- 
mum benefit for chemical dependency treatment, sup- 
porting services and detoxification for adolescents in the 
amount of $12,500; and the establishment of a yearly 
inflationary adjustment factor for the foregoing benefit 
minimums. In lieu of adoption of the foregoing, the pe- 
tition seeks the establishment of an alternatively stated 
minimum benefit in terms of days of benefit entitlement 
respecting detoxification, inpatient rehabilitation and 
outpatient services. 


July 5, 1991 


Richard G. Marquardt 

State Insurance Commissioner 
State of Washington 
Insurance Building, AQ-21 
Olympia, WA 98504—0321 


Dear Commissioner Marquardt: 


The undersigned, pursuant to WAC 284-02-100, hereby 
petition for formal amendment of the existing regula- 
tions respecting Standards for Coverage of Chemical 
Dependency (WAC 284-53-010 et seq.). Petitioners are 
requesting that WAC 284-53-010 be amended to pro- 
vide for 1) an increase in the minimum benefits for 
chemical dependency treatment, supporting services and 
detoxification from the extant amount of $5,000 to 
$7,500, and that this amount be established as a sepa- 
rately stated minimum for adults only; 2) the establish- 
ment of a separate, minimum benefit for chemical de- 
pendency treatment, supporting services and detoxifica- 
tion for adolescents in the amount of $12,000; and 3) the 
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establishment of a yearly inflationary adjustment factor 
for the foregoing benefit minimums. In lieu of adoption 
of the foregoing, we formally petition the establishment 
of an alternatively stated minimum benefit in terms of 
number of days of benefit entitlement respecting detoxi- 
fication, inpatient rehabilitation, and outpatient services. 


The balance of this petition as required by WAC 284- 
02-100, will provide you with 1) the appropriate back- 
ground information on petitioners; 2) the appropriate 
text to facilitate the petitioned for amendments; 3) the 
background rationale and supporting information offered 
in support of the petitioned for amendments; and 4) ap- 
propriate statements from other persons in support of 
the petition. 


PETITIONERS 


The Pacific Northwest Chapter of the National Associa- 
tion of Addiction Treatment Providers is an association 
of thirty-four private addiction treatment facilities in 
Washington, Oregon, and Alaska. The National Associ- 
ation represents over 400 members. 


Thomas F. Armstrong, President 
Lakeside Recovery Centers, Inc. 
14500 Juanita Drive N.E. 
Bothell, WA 98011 


The Washington Association of Alcoholism/Addiction 
Programs is an association of private and public treat- 
ment providers, comprised of 98 facilities. 


Contact: 


James Wright 

c/o Association of Alcoholism/Addiction 
Programs 

P.O. Box 1172 

Ellensburg, WA 98926 


The Washington State Council on Alcoholism and Drug 
Dependence is the primary volunteer organization in 
Washington dedicated to advising for alcoholics, drug 
addicts, and their families. The Council has over 2,000 
members throughout the state. 


Contact: 


James Smith 

c/o WSCADD 

1505 14th Avenue N.E., Suite B 
Bellevue, WA 98005 


TEXT OF AMENDATORY RULE/ PROPOSED NEW RULE 


Chapter 284-53 of the Washington Administrative Code 
sets forth the current standards respecting insurance 
coverage for chemical dependency. Subsection (3) of 
WAC 284-53-010 stipulates the current requirements 
as to minimum benefit requirements. Incorporation of 
the amendments petitioned for herein would change the 
text of WAC 284-53-010(3) to read as follows: 


(3) Contract benefit provisions shall provide 
as follows: 

(a) The minimum benefits for chemical 
dependency treatment, supporting services 
and detoxification shall be an amount which 
is the lesser of seven thousand and five hun- 
dred dollars ($7,500.00) for adults, and 


Contact: 
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twelve thousand dollars ($12,000.00) for ad- 
olescents respectively, exclusive of deduct- 
ible, coinsurance and copayments, in any 
consecutive twenty-four month period or an 
amount equal to the benefit limit in the con- 
tract applicable to the individual insured 
which would normally be applied to treat- 
ment of any common major illness or dis- 
ease other than chemical dependency. 

(b) The benefits may be limited to a life- 
time maximum of not less than fifteen thou- 
sand dollars ($15,000.00) for adults and 
twenty four thousand dollars ($24,000.00) 
for adolescents, exclusive of deductibles, co- 
insurance and copayments notwithstanding 
WAC 284-44-040(2). 

(c) The benefits specified in (a) and (b) of 
this section shall be adjusted annually to 
correspond with the change in the medical 
care component of the consumer price index 
for all urban consumers for the Seattle 
Metropolitan Area compiled by the Bureau 
of Labor Statistics, United States Depart- 
ment of Labor. 

(d) For purposes of determining the limi- 
tations allowed by this subsection, with re- 
gard to all benefits except the lifetime maxi- 
mum, a carrier may take credit for any ben- 
efits paid by any carrier on behalf of a cov- 
ered individual for chemical dependency and 
supporting services received in an immedi- 
ately preceding twenty-four month period. 
For purposes of determining the lifetime 
maximum allowed by subsection (b), calcu- 
lation must be made on either a per contract 
or per carrier basis except that when one 
group contract holder has utilized one or 
more carriers or plans then a carrier may 
take credit for amounts paid on behalf of a 
covered individual from (date) onward un- 
der all past and current carriers and plans 
with respect to that group contract holder. 


RATIONALE 


The principal rationales for petitioning the proposed in- 
crease in the minimum benefit provisions of 284—53-010, 
the establishment of a separate minimum benefit provi- 
sion for adolescents, and the establishment of an update 
factor for the minimum benefit levels are set forth 
below. 


Minimum Benefit Provision. As you know, the 
Washington State Legislature in 1974 declared "that al- 
coholism (amended 1984 to chemical dependency) is a 
disease and, as such, warrants the same attention from 
the health care industry as other similarly serious dis- 
eases warrant; the Legislature further recognizes that 
health insurance contracts and contracts for health care 
services include inconsistent provisions providing benefits 
for the treatment of chemical dependency." The Legis- 
lature went on to mandate that group health insurance 
contracts and health maintenance organizations set forth 
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benefits specific the treatment of chemical 


dependency. 


to 


While the intent of the Legislature was to enable insur- 
ance benefit provisions to facilitate treatment for chemi- 
cal dependency conditions, it is important to note that 
neither the enabling legislation or regulations set forth 
standards with which the insurance industry was to 
comply in this regard. For the first decade of experience 
with the statute, it was common practice in the insur- 
ance industry to effectively undermine the Legislature's 
intent through a variety of practices. 


For example, insurance typically provided for extraordi- 
narily low dollar limitations (e.g.; $250 for all treatment 
needs); established arbitrary and capricious policy provi- 
sions respecting allowable services and/or providers, and 
so on. Clearly, the spirit of the mandate respecting 
chemical dependency treatment was not being realized. 


This circumstance lead to a cooperative effort between 
the Washington health care provider community 
(through the Association of Alcoholism/Addiction Pro- 
viders), the Washington State Office on Alcoholism, and 
the Office of the Insurance Commissioner to systemati- 
cally investigate and document the discrepancy between 
industry practices and statutory intent regarding the 
availability of insurance coverage for chemical depen- 
dency treatment for the citizens of the state of 
Washington. 


As you know, this effort led to the establishment of 
WAC 284-53: Standards for Coverage of Chemical De- 
pendency, and fulfilled the original legislative intent that 
appropriate and reasonable chemical dependency treat- 
ment be available to all Washington residents with poli- 
cies of health insurance. 


While the regulation stipulated numerous important 
strictures respecting policy provisions, pivotal to the reg- 
ulations was the establishment of the $5,000 minimum 
limit which policies must provide for. This provision en- 
abled most Washington insureds to have a reasonable 
expectation through their respective insurance policies of 
access to at least one cycle of appropriate addiction 
treatment. 


Despite the advancements brought about by WAC 284- 
53, the intent of the $5,000 minimum benefit provision 
has been undermined by inflationary cost realities re- 
specting the provision of health care which are beyond 
the direct control of the insured population or the health 
care provider community. 


Specifically, since the establishment of the minimum 
benefit provisions of WAC 284-53, the associated costs 
of health care and treatment have risen considerably as 
demonstrated by Table 1. 

TABLE ] 


National CPI Inflation Rate 
Medical Care Index and Hospital Services Index 


1986 1987 1988 1989 1990 1991 
Medical Care Index 122.0 133.1 142.3 154.4 167.1 — 
Inflation Rate 7.5 7.3 9.2 12.1 127 — 
Hospital Services Index 123.1 135.9 150.8 167.9 184.1 — 
Inflation Rate 6.0 8.9 149 171 162 — 
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As you can readily ascertain, the hospital services index 
has risen nearly 61 points over the time period in ques- 
tion and this does not factor in increases expected over 
1991. If the original minimum mandate benefit provision 
of $5,000 were carried forward and adjusted for inflation 
per the national hospital services index, the current min- 
imum benefit provision would be $9,025 (unadjusted for 
1991). In our view, this result speaks for itself respecting 
the diminution of the value of the 1986 established min- 
imum benefit provision. 


Comparable inflation figures for the Seattle metropolitan 

area are set forth in Table 2. Adjustment of the original 

$5,000 minimum benefit provision through 1991 based 

on the Seattle specific figures would suggest that the 

minimum benefit should be reestablished at $7,500. 
TABLE 2 


CPI (Seattle Metro) 
Medical Care Index and Hospital Services Index 


1986 1987 1988 1989 1990 1991 
Medical Care Index 117.6 124.6 1329 141.6 154.6 — 
Inflation Rate 48 60 67 65 92 — 
Hospital Services Index 116.4 123.4 131.6 140.7 154.9 — 
Inflation Rate 44 60 66 69 101 — 


Whether National or Seattle specific figures are used, it 
is readily apparent that: 


1) the value of the $5,000 benefit established in 
1986 has been diminished considerably, 
thereby decreasing the affordability of and 
reasonable access to treatment with insur- 
ance funds; and 

the statutory intent of the mandate respect- 
ing chemical dependency treatment is sig- 
nificantly compromised by the current regu- 
lation which, by its fixed nature respecting 
minimum benefits, will insure diminution of 
the benefit in perpetuity given the reality of 
health care inflation. 


2) 


We therefore respectfully request that the current mini- 
mum benefit provision be increased from $5,000 to 
$7,500; and that this be established as the benefit for 
treatment of adult persons with chemical dependency 
conditions and promulgated in conjunction with our rec- 
ommendations respecting a separate benefit provision for 
adolescents and a permanent utilization update factor as 
discussed below. 


Adolescent Benefit Provisions. As set forth in the initial 
section of this provision, we are also requesting amend- 
ment of the current provisions of WAC 284-53 to es- 
tablish separate minimum benefit provisions for adoles- 
cents with chemical dependency conditions. 


The principal reality necessitating the need for a sepa- 
rately stated benefit for adolescents is derived from the 
fiscal realities associated with adolescent treatment; that 
is, an adolescent treatment is more complex, program 
intensity is greater and consequently more costly overall 
than treatment for adults. 


Respecting the treatment needs and concomitant pro- 
gram issues surrounding adolescents; it is axiomatic that 
effective treatment for this age group must incorporate 
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and address the myriad of developmental issues inherent 
in adolescence. So, for example, as distinct from adult 
treatment programing, adolescent treatment must: ad- 
dress issues respecting childhood growth and develop- 
ment; provide programs to meet the educational needs, 
while individuals are in treatment, therefore providing 
tutorial or classroom services; place greater emphasis on 
family involvement, especially the active treatment of 
the family; and provide for more intensive discharge 
planning and aftercare services. 


The foregoing and additional treatment realities are 
codified in JCAHO standards respecting services for 
children and adolescents and the Adolescent Treatment 
Guide of the Division of Alcóhol and Substance Abuse 
of Washington State. Obviously, the facts of regulatory 
and accreditation life dictate that these realities be ful- 
filled. These realities translate to: 


Patient to staff ratio — Higher staffing ratios 
to meet program requirements (as well as a 
greater diversity of and more specialized 
staff) are required for the treatment of ado- 
lescents. The patient to staff ratio for ado- 
lescents far outnumbers the ratio of staff to 
adults. Adolescents who are addicted to 
substances experience a wide range of be- 
havioral disorders which require close super- 
vision and monitoring. This supervision is 
required around the clock. The client load 
for a case manager in an adult facility may 
run as high as 15 patients. In an adolescent 
facility the caseload for case managers 
should not be higher than 6 to 8 adolescents. 
Adolescents therefore require twice as many 
case managers. 


Differential 
adolescents; 


program components for 


Recreational Therapy — А primary problem 
for adolescents who use chemicals is diffi- 
culty structuring free time in recovery with- 
out the use of chemicals. Adolescents re- 
quire an exposure to a wide variety of recre- 
ational opportunities in treatment in order to 
learn normative social behaviors without the 
use of chemicals. Ап important part of dis- 
charge planning is helping the adolescent 
develop a leisure plan. Adolescents also have 
a decreased attention span and a high ener- 
£y level which requires participation in rec- 
reational activities on a daily basis. This ne- 
cessitates professional recreational therapists 
as part of the essential staffing for adoles- 
cent treatment. 


Educational Services — Adolescents, unlike 
adults, also need to have the ability to con- 
tinue with their education while they are in 
treatment. Certified teachers and aides to 
facilitate a productive school program are 
essential. Educational services are important 
to an adolescent's recovery as they need to 
have an opportunity to function in a school 
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setting without being under the influence of 
chemicals. 


Discharge Planning — Many adolescents who 
enter a treatment program have come from 
families which are no longer able or appro- 
priate to have the adolescent live with them. 
These are parents who are using chemicals, 
and may be physically or sexually abusive. 
Adolescent treatment providers have the 
enormous task of networking with the state 
and various service providers who are able to 
facilitate alternative living situations for the 
adolescents. This necessitates a full time 
discharge planner who is responsible for de- 
veloping placement options and continuing 
care arrangements for adolescents who can- 
not return home. 


Family Services — Family therapy in an ad- 
olescent program is critical and invariably 


more intensive than with adults. The adoles- 
cent will not recover unless the family is 
supportive and has committed to a recovery 
program of their own. Most adolescents 
have family members who need firm direc- 
tion and parenting skills development. This 
necessitates full-time family therapists who 
work with 15 families each during the 
adolescent's stay in treatment. A variety of 
therapy groups, education and individual 
family therapy is provided by the family 
therapists to enable the family to move to- 
wards a recovery program. 


Assessment Services — Assessing whether an 
adolescent has a chemical dependency is 
very difficult. Many adolescents are dishon- 
est about their use and intervention with the 
help of the parents, schools, other counselors 
or probation officers is crucial. The intensity 
of the assessment process is typically great- 
er, necessitating admissions counselors who 
spend an average of 3 to 5 hours per admis- 
sion. This time is spent working with parents 
and helping them to understand how the ad- 
diction is treated, completing a thorough as- 
sessment on each adolescent, and contacting 
schools or other referring agencies to get ac- 
curate pre-admission information. 


Continuing Care Services — Adolescents re- 


quire close monitoring following treatment 
to assure continued abstinence. Most contin- 
uing care programs are a minimum of 6 
months, with twice a week group attendance 
for the last three months. Families also par- 
ticipate in the continuing care program ei- 
ther through individual or family therapy 
sessions. 


In summary, adolescents require special programming, 
attention, and staffing in chemical dependency treatment 
services and typically an increased treatment duration 
(e.g.; standard length of stay for adolescents will range 
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45 to 60 days while 20 to 35 days is normative for 
adults). The costs associated with these essential pro- 
gramming differences dictates that insurance coverage 
be set at a level adequate to provide for all of the above 
services. Therefore, we are requesting that a separately 
stated benefit minimum of $12,000 for adolescents be 
established at a level which would cover the essential 
program cost differentials. 


Update Factor. As discussed above, the reality of health 
care inflation jeopardizes the concept and viability of a 
fixed minimum benefit provision respecting chemical de- 
pendency treatment, without incorporation of an update 
mechanism which adjusts for this reality. 


Therefore, we are petitioning for the incorporation of an 
inflationary update factor for the revised minimum ben- 
efit provisions of WAC 284—53. We are requesting that 
the update factor be pegged to the Medical Services In- 
dex (Department of Labor) for the Seattle metropolitan 
area. This is an appropriate regional market basket for 
hospital services. Incorporation of said provision will in- 
sure that the value of the benefit is not diminished and 
will preclude the need for further petitioning for regula- 
tory change respecting the fiscal minimums provided for 
by WAC 284-53. 


Alternative Benefits Provisions. In lieu of the separately 
stated and revised benefit provisions for adult and ado- 
lescent chemical dependency treatment expressed in dol- 
lar amounts; we would recommend consideration by your 
office of establishment of minimum benefits expressed in 
terms of durational limits respecting detoxification, in- 
patient rehabilitation, and outpatient benefits. 


Specifically we would recommend that the regulations 
stipulate that policy provisions, at a minimum, provide 
for the following: 


Inpatient detoxification subject to three ad- 
missions per lifetime and a seven day maxi- 
mum per episode; 


Hospital and/or residential inpatient ser- 
vices at a minimum 30 days for adults and 
45 days for adolescents per year subject to a 
lifetime limit of 90 days for adults and 135 
days for adolescents; 


30 separate sessions of outpatient or partial 
hospitalization per year subject to a lifetime 
limit of 120 sessions; 


Outpatient or partial hospitalization services 
may be exchanged on a two-for—one basis to 
secure up to 15 additional inpatient treat- 
ment days. 


Adoption of this alternative minimum benefit provision 
would be in lieu of maintaining minimum dollar thres- 
holds. This would be consistent with other minimum 
benefit provisions required by current Washington health 
insurance mandates. 


CONCLUSION 


For the reasons set forth herein we respectfully request 
that the petitioned for changed to WAC 254—53 be duly 
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considered and adopted. We stand ready to answer any 
questions you have regarding the foregoing and to pro- 
vide any additional information you deem necessary 
regarding your deliberations on this matter. 


Sincerely, 
James Wright, President 
Association of Alcoholism/Addictions Programs 


Thomas F. Armstrong, President, Pacific Northwest 
Chapter 
National Association of Addiction Treatment Providers 


Dr. James Smith, President 
Washington State Council on Alcoholism and Drug 
Dependence 


Persons may comment on this subject by submitting 
written comments on or before August 30, 1991; and/or 
attending a public meeting to discuss this subject begin- 
ning at 9:00 a.m. on August 26, 1991. Prepared state- 
ments will be welcomed. Written comments may be sub- 
mitted to the Insurance Commissioner, Insurance Build- 
ing, AQ-21, Olympia, Washington 98504. The public 
meeting will be held in Hearing Room A of the John L. 
O'Brien Building, Olympia, Washington. 

Other Information or Comments by Agency at this 
Time, if any: Although the Insurance Commissioner 
seeks comments on this petition generally, he seeks spe- 
cific comments on the following issues; the need to raise 
minimum benefit levels due to the effect of inflation; the 
need for higher benefit levels for adolescents; the need 
for a yearly inflation factor to be applied to the stated 
minimum benefits; the advisability of a minimum benefit 
expressed in terms of days of benefit entitlement as an 
alternative to fixed benefit levels; and the need to con- 
sider any other factors in an effort to most effectively 
carry out the intent of the legislature. 

August 2, 1991 
Patricia D. Petersen 
Deputy Commissioner 


WSR 91-16-069 
EMERGENCY RULES 
DEPARTMENT OF FISHERIES 
[Order 91-59—Filed August 2, 1991, 2:47 p.m., effective August 4, 
1991, 12:01 a.m.] 


Date of Adoption: August 2, 1991. 

Purpose: Commercial fishing regulations. 

Citation of Existing Rules Affected by this Order: 
Repealing WAC 220-47-701. 

Statutory Authority for Adoption: RCW 75.08.080. 

Pursuant to RCW 34.05.350 the agency for good 
cause finds that immediate adoption, amendment, or re- 
peal of a rule is necessary for the preservation of the 
public health, safety, or general welfare, and that ob- 
serving the time requirements of notice and opportunity 
to comment upon adoption of a permanent rule would be 
contrary to the public interest. 

Reasons for this Finding: Restrictions in Areas 4B, 5, 
6, 6A, 6C, 7, and 7A provide protection for United 
States and Canadian origin chinook stocks. Openings in 
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Areas 7B, and 7C provide opportunity to harvest поп- 

Indian allocation of chinook destined for the Nooksack- 

Samish region of origin. All other Puget Sound areas are 
closed to prevent overharvest of local salmon stocks. 

Effective Date of Rule: 12:01 a.m., August 4, 1991. 

August 2, 1991 

Judith Merchant 

Deputy Director 

for Joseph R. Blum 

Director 


NEW SECTION 


WAC 220-47-702 PUGET SOUND ALL-CITI- 
ZEN COMMERCIAL SALMON FISHERY. Not- 
withstanding the provisions of Chapter 220-47 WAC, 
effective 12:01 AM Sunday August 4, 1991, until fur- 
ther notice, it is unlawful to take, fish for, or possess 
salmon or Atlantic salmon for commercial purposes 
taken from the following Puget Sound Salmon Manage- 
ment and Catch Reporting Areas except in accordance 
with the following open periods and mesh and area 
restrictions: 

* Areas 4B, 5, 6, 6A, 6C, 7, and 7A — Under the con- 
trol of the Pacific Salmon Commission. Drift gill net 
gear restricted to 5-inch minimum, 6-inch maximum 
mesh when open. 

*Areas 7B and 7C - Gillnets using 7-inch minimum 
mesh may fish from 7 PM to 9:30 AM nightly, Monday, 
Tuesday, and Wednesday, August 5, 6, and 7. 

*Areas 6B, 6D, 7D, 7E, 8, 8A, 8D, 9, 9A, 10, 10A, 
10C, 10D, 10E, 10F, 106, 11, 11A, 12, 12A, 12B, 12C, 
12D, 13, 13A, 13C, 13D, 13E, 13F, 13G, 13H, 131, 13J, 
and 13K, all freshwater areas, and exclusion zones pro- 
vided for in WAC 220-47-307 except as modified herein 
— Closed. 


REPEALER 


The following section of the Washington Administra- 
tive Code is repealed effective 12:01 AM Sunday Au- 
gust 4, 1991: 


WAC 220-47-701 PUGET SOUND ALL-CITI- 
ZEN COMMERCIAL SALMON FISHERY (91-56) 


WSR 91-16-070 
PERMANENT RULES 
DEPARTMENT OF FISHERIES 
[Order 91-57—Filed August 2, 1991, 2:51 p.m.] 


Date of Adoption: July 3, 1991. 

Purpose: Amend commercial fishing rules. 

Citation of Existing Rules Affected by this Order: 
Amending WAC 220-20-017. 

Statutory Authority for Adoption: RCW 75.08.080. 

Pursuant to notice filed as WSR 91-11-056 on Мау 
15, 199]. 

Changes Other than Editing from Proposed to Adopt- 
ed Version: Subsections (2)(a), (2)(c), (2)(d)(i), 
(2)(e)(i) and (3), "documentation" is changed to "docu- 
mentation showing eligibility for fishery." Of the various 
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categories of documentation (coastwise, pleasure, etc.), 

only vessels having documentation eligibility for fishery 

may legally commercially fish; and subsections (2)(d)(ii) 

and (2)(e)(ii), "A tonnage certificate" is changed to 

"Verification," since the ABS does not issue a tonnage 
certificate for vessels less than five net tons. 

Effective Date of Rule: Thirty-one days after filing. 

July 29, 1990 [1991] 

Judith Merchant 

Deputy Director 

for Joseph R. Blum 

Director 


AMENDATORY SECTION (Amending Order 89—44, 
filed 6/8/89) 


WAC 220-20-017 COMMERCIAL ((SAEMƏN)) 
FISHING LICENSES—APPLICATION AND RE- 
NEWAL. (1) The license application deadline for all 
commercial ((satmom)) fishing licenses is December 31 


of the licensing year, except the application deadline for 
Columbia River smelt licenses is January 10 of the li- 
censing year. 

(2) Every commercial fishing vessel owner must, as a 
condition of obtaining a license to fish, offer evidence of 
ownership. The following is the only acceptable evidence 
of ownership: 

(a) For initial issuance or renewal of a license for a 
vessel measuring less than 32 feet in length, evidence of 
ownership may be either current state vessel registration 
or current United States Coast Guard documentation 
showing eligibility for fishery. Either is acceptable, ex- 
cept that once documentation is presented, it becomes 
the only acceptable evidence of ownership, unless the 
vessel is remeasured and found to be under 5 net tons 
and no longer eligible for documentation. 

(b) For renewal of a license for a vessel with state 
registration numbers that is 32 feet or greater in length 
but not more than 36 feet in length, evidence of owner- 
ship is current state registration. 

(c) For renewal of a license for a documented vessel 
32 feet or greater in length, evidence of ownership is 
current Coast Guard documentation showing eligibility 
for fishery. 

(d) For initial issuance of a license for a vessel 32 feet 
or greater in length, evidence of ownership is: 

(i) Current United States Coast Guard documentation 
showing eligibility for fishery; or 

(ii) Verification from the American Bureau of Ship- 
ping showing the vessel is less than five net tons (formal 
admeasurement), and current state registration; or 

(11) Coast Guard verification that the vessel does not 
meet the minimum tonnage requirement for documenta- 
tion (simplified admeasurement), and current state 
registration. 

(e) For renewal of a license for a vessel greater than 
36 feet in length, evidence of ownership is: 

(i) Current United States Coast Guard documentation 
showing eligibility for fishery; or 

(ii) Verification from the American Bureau of Ship- 
ping showing the vessel is less than five net tons (formal 
admeasurement), and current state registration; or 
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(iii) Coast Guard verification that the vessel does not 
meet the minimum tonnage requirement for documenta- 
tion (simplified admeasurement), and current state 
registration. 

(f) "Initial issuance" is defined as the first issuance of 
a commercial fishing license of any type to a vessel. 
Once any commercial fishing license has been issued to a 
vessel, additional licensing is not "initial issuance," and 
evidence of ownership is the same as for license renewal. 

(g) "Renewal" is defined as reapplication for a com- 
mercial fishing license of any type for a vessel that has 
held a commercial fishing license of any type since June 
30, 1983, and includes additional licensing for a vessel 


that has held a commercial fishing license since June 30, 
1983. 


(3) A commercial fishing vessel owner who is required 
under subsection (2) of this section to present documen- 
tation showing eligibility for fishery as evidence of own- 
ership, and is unable to do so, may renew a license in 
order to transfer the license off of the vessel that is in- 
capable of being so documented. In such a case, evidence 
of ownership shall be current state registration, and the 
license renewal application must be accompanied by a 
license transfer application. 

(4) Herring validations — In addition to a commercial 
fishing license, a herring validation to the license is re- 
quired to take herring for commercial purposes. 

(a) Beginning in 1992, herring validations to commer- 
cial fishing licenses are not renewable without renewal of 
the underlying license. 

(b) Herring validations to commercial fishing licenses 
are transferable to other fishing licenses of the same gear 
type. 


WSR 91-16-071 
PROPOSED RULES 
PUBLIC DISCLOSURE COMMISSION 
[Filed August 2, 1991, 3:19 p.m.] 


Original Notice. 

Title of Rule: WAC 390-28-050 Hearing to modify 
reporting—Alternate forms. 

Purpose: Repeal rule. 

Statutory Authority for Adoption: RCW 42.17.370. 

Summary: This rule provided the option for an appli- 
cant to request a hearing before an administrative law 
judge. 

Reasons Supporting Proposal: The commission should 
have the option, not the applicant, to request a hearing 
before an administrative law judge. 

Name of Agency Personnel Responsible for Drafting, 
Implementation and Enforcement: Graham E. Johnson, 
Olympia, 753-1111. 

Name of Proponent: Public Disclosure Commission, 
governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: The rule allows the applicant and the commission 
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the option of having the reporting modification hearing 
heard before an administrative law judge. 

Proposal does not change existing rules. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Location: Second Floor Conference Room, 
Evergreen Plaza Building, 711 Capitol Way, Olympia, 
WA 98504-3342, on October 1, 1991, at 9 a.m. 

Submit Written Comments to: Graham E. Johnson, 
Director, Public Disclosure Commission, 403 Evergreen 
Plaza Building, FJ-42, Olympia, 98504-3342, by Sep- 
tember 24, 199]. 
~ Date of Intended Adoption: October 1, 1991. 

July 24, 1991 
Graham E. Johnson 
Executive Director 


REPEALER 


The following section of the Washington Administrative Code is 
repealed: 


WAC 390-28-050 HEARING TO MODIFY REPORTING— 
ALTERNATE FORMS 


WSR 91-16-072 
PERMANENT RULES 
PUBLIC DISCLOSURE COMMISSION 
` [Filed August 2, 1991, 3:21 p.m.] 


Date of Adoption: July 23, 1991. 

Purpose: Amend language of rule regarding reports 
filed by agencies who lobby; update language to records 
index rule and update enforcement rules according to 
new Administrative Procedure Act. 

Citation of Existing Rules Affected by this Order: 
Repealing WAC 390-37-210; and amending WAC 
390-20-052, 390-14-045, 390-37-060, 390-37-090, 
390-37-100, and 390-37-150. 

Statutory Authority for Adoption: RCW 42.17.370. 

Pursuant to notice filed as WSR 91-13-089 on June 
19, 1991. 

Effective Date of Rule: Thirty-one days after filing. 

July 24, 1991 
Graham E. Johnson 
Executive Director 


AMENDATORY SECTION (Amending Order 85-05, 
filed 11/26/85) 


WAC 390-20-052 APPLICATION OF RCW 42- 
-17.190—REPORTS OF AGENCY LOBBYING. Pur- 
suant to the authority granted in RCW 42.17.190((€23)) 
(8), the commission adopts the following interpretations 
regarding the reporting of lobbying by public agencies 
pursuant to RCW 42.17.190: 

(1) The phrase "in-person lobbying" contained in 
RCW 42.17.190 (((4))) (5)(d)(v)(B) includes activity 
which is intended to influence the passage or defeat of 
legislation, such as testifying at public hearings, but does 
not include activity which is not intended to influence 
legislation, such as attending a hearing merely to moni- 
tor or observe testimony and debate. 
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(2) The phrase "a legislative request" contained in 
RCW 42.17.190 ((€4)) (S)(d)(ii) includes an oral re- 
quest from a member of the legislature or its staff. 

(3) Pursuant to RCW 42.17.190((€5})) (6), certain 
local agencies may elect to have lobbying activity on 
their behalf reported by their elected officials, officers 
and employees in the same manner as lobbyists who 
register and report under RCW 42.17.150 and 
42.17.170: 

(a) Whenever such a local agency makes such an 
election, it shall provide the commission with a written 
notice. 

(b) After such an election, those who lobby on behalf 
of such local agency shall register and report all lobby- 
ing activity reportable under RCW 42.17.190((€43)) (5) 
in the same manner as lobbyists who are required to 
register and report under RCW 42.17.150 and 42.17- 
.170. Such a local agency shall report pursuant to RCW 
42.17.180. 

(c) In order to terminate such an election, such a local 
agency shall provide the commission with a written no- 
tice and it shall report pursuant to RCW 
42.17.190(((4))) (5) thereafter. 

(d) The exemptions from reportable lobbying activity 
contained т RCW 42.17.190 (((43)) (S)(d) apply to all 
agencies, whether or not they have exercised the election 
to report in the same manner as lobbyists who report 
under RCW 42.17.150, 42.17.170 and 42.17.180. The 
exemptions contained in RCW 42.17.160 (1), (3) and 
(4) do not apply to any agency. 

(4) Unless an agency has elected to report its lobbying 
pursuant to RCW 42.17.190 ((€5})) (6) and subsection 
(3) of this ((rułe)) section, an agency shall include the 
reportable lobbying activity on its behalf by an elected 
official in its quarterly report. Such an elected official 
does not file any separate report of that activity. 

(5) Reportable in-person lobbying by elected officials, 
officers and employees: 

(a) An elected official does not engage in reportable 
in-person lobbying on behalf of this agency unless and 
until that elected official has expended in excess of fif- 
teen dollars of nonpublic funds in connection with such 
lobbying for or on behalf of any one or more members of 
the legislature or state elected officials or public officers 
or employees of the state of Washington during any 
three-month period as provided in RCW 42.17.190 
((69)) (S)Xd)(9) (B). 

(b) Other officers and employees do not engage in re- 
portable in—person lobbying on behalf of their agency 
unless and until they have, in the aggregate, expended in 
excess of fifteen dollars of nonpublic funds in connection 
with such lobbying for or on behalf of any one or more 
members of the legislature or state elected officials or 
public officers or employees of the state of Washington 
or they have, in the aggregate, engaged in such lobbying 
for more than four days or parts thereof during any 
three month period as provided in RCW 42.17.190 
((69)) (5)(d)(v)(B). 

(c) When limits in (a) or (b) ((above)) of this subsec- 
tion have been exceeded, the agency shall report such 
elected official, officer, or employee as a "PERSON WHO 
LOBBIED THIS QUARTER" on the front of PDC Form L-5 
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and include a listing of those excess expenditures as not- 
ed on that form. 


AMENDATORY SECTION (Amending Order 85-03, 
filed 7/9/85) 


WAC 390-14-045 RECORDS INDEX. (1) The 
commission has ((avaitable-to-all-persons-a current index 


Ro CHAR: Vii Tu - 
shat-be-avaitableto-att persons-underthe-sametutes-and 


available-for-inspection)) established and implemented а 
system of indexing for the identification and location of 
the following records: 

(а) All records issued before July 1, 1990, for which 
the commission has maintained an index. 

(b) Final adjudicative orders and declaratory orders 
issued after June 30, 1990, that contain an analysis or 
decision of substantial importance to the commission in 
carrying out its duties. 


(c) Interpretive and policy statements that were en- 
tered after June 30, 1990. 


TLK 


(2) Final and declaratory orders shall be evaluated by 
the executive director or executive director's designee. 
Those orders which are determined to have substantial 
importance shall be included in the index. 

(3) Final orders shall be indexed by the name of the 
person against whom the order was issued, and by cita- 
tion to the law involved. 

(4) Declaratory orders shall be indexed by subject 
matter, phrase describing the issue or holding, or by a 
citation to the law involved. 

(5) Interpretive statements and policy statements shall 
be indexed by subject matter, topic, calendar year, or a 
combination of these, as appropriate. 

(6) The index is available for public inspection and 
copying during regular business hours at the Public Dis- 
closure Commission, 403 Evergreen Plaza, Olympia, 
Washington 98504. 

(7) The indexes shall be kept current and updated 
annually. 


AMENDATORY SECTION (Amending Order 86-01, 
filed 2/5/86) 


WAC 390-37-060 ENFORCEMENT PROCE- 
DURES—INVESTIGATION OF COMPLAINTS— 
INITIATION OF HEARING. (1) The executive direc- 
tor shall initiate an enforcement hearing whenever an 
investigation reveals facts which the executive director 
has reason to believe are a material violation of chapter 
42.17 RCW and do not constitute substantial 
compliance. 

(2) The respondent shall be notified of the date of the 
hearing no later than ((twenty)) ten days before that 
date pursuant to WAC 10-08-040. 


(3) ((Ehesstaff-shatt-provide-the respondentzat his/her 
Siti : Сан Z 4 H 


€4))) It is the policy of the commission during the 
course of any investigation that all records generated or 
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collected as a result of that investigation are exempt 
from public inspection and copying under RCW 42.17- 
.310 (1)(d). If a request is made for any such record 
which implicates the privacy of an individual, written 
notice of the records request will be provided to the in- 
dividual in order that such individual may request a 
protective order from a court under RCW 42.17.330. 


AMENDATORY SECTION (Amending Order 86-01, 
filed 2/5/86) 


WAC 390-37-090 ((ENFORCEMENT-PROCE- 
PURES)) INFORMAL SETTLEMENT—CASES 
RESOLVABLE BY STIPULATION. (1) RCW 34.05- 


.060 authorizes agencies to establish by rule specific 
procedures for attempting and executing informal settle- 
ment of matters. The following procedures are available 
for informal dispute resolution that may make more 
elaborate proceedings under the Administrative Proce- 
dure Act unnecessary. 

(a) Any person whose interest in a matter before the 
commission may be resolved by settlement shall commu- 
nicate his or her request to the executive director, setting 
forth all pertinent facts and the desired remedy. If the 
executive director requires additional information to re- 
solve the matter informally, the executive director shall 
promptly provide to the person seeking relief an oppor- 
tunity to supply such information. Settlement negotia- 
tions shall be informal and without prejudice to rights of 


a participant in the negotiations. 
(b) When the executive director and respondent agree 


that some or all of the facts are uncontested, ((the-exec= 


utive-director and-respondent-shat prepare a-stipułated 
statement-of fact)) a stipulation of fact shall be prepared 


for the presentation to the commission. 
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fact:)) (c) In the event an early, informal resolution or 
stipulation of facts is reached, the executive director is 
responsible for providing a written description of the 
recommended resolution or stipulation to the person(s) 


involved. 


(2)(a) If settlement of an enforcement hearing (adju- 
dicative proceeding) may be accomplished by informal 
negotiation, negotiations shall be commenced at the ear- 
liest possible time. Settlement shall be concluded by: 

(i) Stipulation of facts of the parties; or 

(ii) Stipulation of the parties; or 

(iii) Withdrawal of the application for an enforcement 
hearing by the applicant; or 

(iv) Withdrawal by the executive director of the ac- 
tion which is the subject matter of the enforcement 
hearing. 

(b) Any proposed stipulation shall be in writing and 
signed by each party to the stipulation or his or her rep- 
resentative. The stipulation shall be recited on the record 
at the hearing. The commission has the option of ac- 
cepting, rejecting, or modifying the proposed stipulation 
or asking for additional facts to be presented. If the 
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commission accepts the stipulation or modifies the stipu- 
lation with the agreement of the opposing party, the 
commission shall enter an order in conformity with the 
terms of the stipulation. If the commission rejects the 
stipulation or the opposing party does not agree to the 
commission's proposed modifications to the stipulation, 
then a hearing shall be held. If the commission requests 
additional facts be presented, the matter shall be re- 
ferred to the executive director for further investigation. 


AMENDATORY SECTION (Amending WSR 90-16- 
083, filed 7/31/90, effective 8/31/90) 


WAC 390-37-100 ENFORCEMENT PROCE- 
DURES—CONDUCT OF HEARINGS. (1) An en- 
forcement hearing (adjudicative proceeding) shall be 
conducted pursuant to the Administrative Procedure Act 
(chapter 34.05 RCW) and its supporting regulations 
(chapter 10-08 WAC), shall be followed unless other- 
wise modified by chapter 390-37 WAC. 

(2) An enforcement hearing shall be heard either by 
the commission or((E])) under RCW 34.12.040 or 
34.12.050(2), by a duly designated administrative law 
judge. 

(3) Upon the conclusion of an enforcement hearing 
heard by an administrative law judge, the judge shall 
prepare and present to the commission findings of fact, 
conclusions of law, and a proposed decision determina- 
tive of the matter. A copy of the findings of fact, con- 
clusions of law and the proposed decision shall be served 
upon the executive director and the respondent. Both the 
respondent and the executive director shall be afforded 
an opportunity to file exceptions and written argument 
with the commission. The commission shall review the 
proposed decision at its next regular meeting or at a 
special meeting called for that purpose. The commission 
shall consider the whole record or such portions as shall 
be cited by the parties. Oral argument may be heard at 
the discretion of the commission. 

(4) After either a hearing by the commission or re- 
view by the commission of the proposed decision of an 
administrative law judge the commission may find that: 

(a) Respondent did not violate the act, as alleged, and 
dismiss the case; or 

(b) Respondent violated chapter 42.17 RCW, as al- 
leged, and determine the sanction, if any, to be im- 
posed((;)); or 

(c) Respondent is in apparent violation of chapter 42- 
.17 RCW, its own remedy is inadequate and enter its 
order referring the matter to the appropriate law en- 
forcement agency as provided in RCW 42.17.360. 

(5) Upon the conclusion of a hearing, the commission 

(a) Shall set forth in writing its findings of fact, con- 
clusions of law and decision on the merits of the case; 
and 

(b) Shall deliver, either in person or by mail, to each 
respondent ((amd-their)) or the respondent's representa- 
tive a copy of the findings of fact, conclusions of law and 
decision. 

(6) When the commission finds an apparent violation 
and refers the matter to an enforcement agency, the 
commission shall give to the respondent written notice of 
such finding and order of referral. 
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NEW SECTION 


WAC 390-37-105  PREHEARING CONFER- 
ENCE—RULE. (1) In any proceeding, the chairman 
upon his/her own motion or upon request by one of the 
parties or their qualified representative, may direct the 
parties to appear at a specified time and place for a 
conference to consider: 

(a) Simplification of issues; 

(b) The necessity of amendments to the hearing 
notice; 

(c) The possibility of obtaining stipulations, admis- 
sions of facts and of documents; 

(d) Limitation on the number of witnesses; and 

(e) Procedural and such other matters as may aid in 
the disposition of the proceeding. 

(2) Prehearing conferences may be presided over by 
the chairman or his/her designee. 

(3) Prehearing conferences may be held by telephone 
conference call or at a time and place specified by the 
presiding officer. 

(4) Following the prehearing conference, the presiding 
officer shall issue an order reciting the action taken and 
decisions made at the conference. If no objection to the 
order is filed with the presiding officer within seven days 
after the date the order is mailed, the order shall control 
the subsequent course of the proceeding unless modified 
for good cause by subsequent order. 

(5) When the chairman or his/her designee presides 
over a prehearing conference, he or she is acting as a 
quasi-judicial body which relates to a quasi-judicial 
matter between named parties. Therefore, a prehearing 
conference is not subject to chapter 42.30 RCW, Open 
Public Meetings Act. 


NEW SECTION 


WAC 390-37-120 ENFORCEMENT  HEAR- 
INGS—SUBPOENAS—DISCOVER Y—HEARINGS. 
(1) The commission or presiding officer may issue sub- 
poenas for discovery, subpoenas to persons to appear and 
give testimony, and may require the production of any 
books, papers, correspondence, memorandums, or other 
records deemed relevant or material and the commission 
or presiding officer may issue protective orders as a part 
of an enforcement hearing. The agency or its legal rep- 
resentative may issue subpoenas as may the attorney of 
the party against whom action is being taken. All sub- 
poenas must be filed with the commission, together with 
proof of proper service, at least five days prior to the 
date of the hearing for which they are issued. Such sub- 
poenas will issue and may be enforced in the form and 
manner set forth in RCW 34.05.446 and WAC 10-08- 
120. 

(2) The commission, upon motion or before the time 
specified in the subpoena for compliance therewith, may: 

(a) Quash or modify the subpoena if it is unreason- 
able and oppressive; or 

(b) Condition denial of the motion upon the advance- 
ment by the person in whose behalf the subpoena is is- 
sued of the reasonable cost of producing the books, pa- 
pers, documents, or tangible things. 
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(3) The attendance of witnesses and such production 
of evidence may be required from any place within the 
state of Washington to any location where a hearing is 
being conducted. 


NEW SECTION 


WAC 390-37-130 ENFORCEMENT HEAR- 
INGS—DEPOSITIONS AND INTERROGATO- 
RIES—RIGHT TO TAKE. Unless otherwise provided, 
any party may take the testimony of any person, includ- 
ing a party, by deposition upon oral examination or 
written interrogatories for use as evidence in the hearing. 
The deposition of a commissioner, the executive director, 
or assistant director, may only be taken upon application 
to the commission, for good cause shown, and only in 
those circumstances where the statements or depositions 
of other staff members would not reveal the information, 
evidence, or details needed by the party for the case. The 
attendance of witnesses to a deposition may be com- 
pelled by use of a subpoena. Depositions shall be taken 
only in accordance with this rule and the rules on 
subpoenas. 


NEW SECTION 


WAC 390-37-132 ENFORCEMENT HEAR- 
INGS—DEPOSITIONS AND INTERROGATO- 
RIES—NOTICE. A party desiring to take the deposi- 
tion of any person upon oral examination shall give rea- 
sonable notice of not less than seven days in writing to 
the commission and all parties. The notice shall state the 
time and place for taking the deposition and the name 
and address of each person to be examined. On motion 
of a party to whom the notice is served, the commission 
or its hearing officer may, for cause shown, enlarge or 
shorten the time. If the parties so stipulate in writing, 
depositions may be taken at any time or place, upon any 
notice, and in any manner and when so taken may be 
used as other depositions. 


NEW SECTION 


WAC 390-37-134 DEPOSITIONS AND INTER- 
ROGATORIES IN ENFORCEMENT HEARINGS— 
PROTECTION OF PARTIES AND DEPONENTS. 
After notice is served for taking a deposition, upon its 
own motion or upon motion reasonably made by any 
party or by the person to be examined and upon notice 
and for good cause shown, the commission or its desig- 
nated hearing officer may make an order that the depo- 
sition shall not be taken, or that it may be taken only at 
some designated place other than that stated in the no- 
tice, or that it may be taken only on written interrogato- 
ries, or that certain matters shall not be inquired into, or 
that the scope of the examination shall be limited to 
certain matters, or that the examination shall be held 
with no one present except the parties to the action and 
their officers or counsel, or the commission may make 
any other order which justice requires to protect the 
party or witness from annoyance, embarrassment, or op- 
pression. At any time during the taking of the deposi- 
tion, on motion of any party or the deponent, and upon a 
showing that the examination is being conducted in bad 
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faith or in such manner as unreasonably to annoy, em- 
barrass, or oppress the deponent or party, the commis- 
sion or its designated hearing officer may order the offi- 
cer conducting the examination to cease forthwith from 
taking the deposition or may limit the scope and manner 
of the taking of the deposition as above provided. If the 
order made terminates the examination, it shall be re- 
sumed only upon the order of the agency. Upon demand 
of the objecting party or deponent, the taking of the de- 
position shall be suspended for the time necessary to 
make a motion for an order. 


NEW SECTION 


WAC 390-37-136 PRODUCTION OF DOCU- 
MENTS AND USE AT HEARING. (1) Upon request 
by either the agency or its legal representative, or the 
party against whom the enforcement action is being 
taken or his/her representative, copies of all materials to 
be presented at the enforcement hearing shall be provid- 
ed to the requester withim seven days of the request but, 
for good cause shown, not less than three business days 
prior to the date of the hearing. 

(2) When exhibits of a documentary character are to 
be offered into evidence at the hearing, the party offer- 
ing the exhibit shall provide a minimum of seven copies, 
one for opposing party, one for each member of the 
commission, and one for the commission's legal advisor. 

(3) If documentary evidence has not been exchanged 
prior to the hearing, the parties shall arrive at the hear- 
ing location in sufficient time before the time scheduled 
for the hearing for the purpose of exchanging copies of 
exhibits to be introduced. 


NEW SECTION 


WAC 390-37-140 BRIEF ENFORCEMENT 
HEARINGS—AUTHORITY. (1) The commission 
may provide a brief enforcement hearing for violations 
of provisions in chapter 42.17 RCW which require the 
filing of reports when such violations are.either a failure 
to file the required report or the late filing of a required 
report. A brief enforcement hearing is a brief adjudica- 
tive proceeding as set forth in RCW 34.05.482 through 
34.05.494. 

(2) This hearing shall be in accordance with RCW 
34.05.482 through 34.05.494. 


NEW SECTION 


WAC 390-37-142 BRIEF ENFORCEMENT 
HEARING—PROCEDURE. (1) A brief enforcement 
hearing may be presided over by the chairman, or a 
member of the commission designated by the chairman. 

(2) When a violation, as described in WAC 390-37- 
140, is alleged, before taking action, the executive direc- 
tor shall send the alleged violator notice, which shall 
include: . 

(a) Alleged violation; 

(b) Proposed fine; and 

(c) Person's right to respond, within ten days, either in 
writing or in person to explain his/her view of the 
matter. 
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(3) At the time any unfavorable action is taken, the 
presiding officer shall serve upon each party a written 
statement describing the violation, the reasons for the 
decision, the penalty imposed, and their right to request 
review by the commission at the next scheduled com- 
mission meeting. 

(4) The written decision of the presiding officer is an 
initial order. If no review is taken of the initial order, the 
initial order shall be the final order. 


NEW SECTION 


WAC 390-37-144 BRIEF ENFORCEMENT 
HEARING—ADMINISTRATIVE REVIEW PRO- 
CEDURES. (1) The commission shall conduct a review 
of the initial order upon the written or oral request of a 
party if the commission receives the request within 
twenty-one days after the service of the initial order. 

(2) If the parties have not requested review, the com- 
mission may conduct a review of the initial order upon 
its own motion and without notice to the parties, but it 
may not take any action on review less favorable to any 
party than the original order without giving that party 
notice and an opportunity to explain that party's view of 
the matter. 

(3) The order on review shall be in writing stating the 
findings made, and the reasons for the decision, and no- 
tice that judicial review is available. The order on review 
shall be entered within twenty days after the date of the 
initial order or of the request for review, whichever is 
later. 


AMENDATORY SECTION (Amending Order 79-03, 
filed 7/19/79) 


WAC 390-37-150 RECONSIDERATION AND 
REVIEW OF DECISIONS. (1) For purposes of this 
rule, "decision" means any findings, conclusions, order, 
or other action by the commission which is reviewable 
by a court. 

(2) A decision may be reconsidered only upon (a) the 
written request of the person aggrieved thereby or (b) 
the motion or written request of a commissioner who 
voted on the prevailing side when that decision was 
made. 

(3) Such a request for reconsideration shall be served 
at the office of the public disclosure commission, or mo- 
tion made, ((withim-thirty)) no later than ten days after 
service of the decision of which reconsideration is 
sought. 

(4) A request or motion for reconsideration shall 
specify the grounds therefor. 

(5) Upon being served with a decision, the respondent 
may treat that decision as final for the purpose of peti- 
tioning for judicial review. The commission may not re- 
consider any decision after being served with a petition 
for judicial review. 

(6) When a request for reconsideration is served, or 
motion made, enforcement of the decision of which re- 
consideration is sought shall be stayed and the decision 
shall not be final until the commission has acted on the 
reconsideration. 
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(7) The commission shall act on the reconsideration, 
at the next meeting at which it practicably may do so, 
by: (a) Deciding whether to reconsider its decision, and 
(b) if it decides to do so, either affirming or amending its 
decision: PROVIDED, That before a decision may be 
amended other than by lowering a penalty, the respon- 
dent shall be given notice and an opportunity to be heard 
if, and in the same manner as, required for the original 
decision. 


REPEALER 


The following section of the Washington Administra- 
tive Code is repealed: 


WAC 390-37-210 HEARINGS—SUBPOENAS. 


WSR 91-16-073 
WITHDRAWAL OF PROPOSED RULES 
DEPARTMENT OF 
SOCIAL AND HEALTH SERVICES 
(Public Assistance) 

[Filed August 2, 1991, 4:37 p.m.] 


The Department of Social and Health Services, by this 
memorandum withdraws WSR 91-16-037. 


This filing must be withdrawn to include necessary 
changes. 

Leslie F. James 

Director 

Administrative Services 


WSR 91-16-074 
PROPOSED RULES 
DEPARTMENT OF 
SOCIAL AND HEALTH SERVICES 
(Public Assistance) 

[Filed August 2, 1991, 4:39 p.m.] 


Original Notice. 

Title of Rule: WAC 388-37-030, 388-37-038, and 
388-37-115. 

Purpose: To implement SHB 1052 passed by the 1991 
state legislature which amended RCW 74.04.005. It ex- 
tends the general assistance to pregnant women program 
(GA-S) eligibility from six weeks following the birth of 
a child that is relinquished for adoption to the end of the 
month in which the six week period ends. To implement 
SB 5959 which requires applicants for the general as- 
sistance unemployable (GAU) program to be unable to 
work due to a mental or physical impairment for at least 
ninety days. 

Statutory Authority for Adoption: Chapter 126, Laws 
of 1991; and chapter 10 Laws of 1991 Ist sp. sess. 

Statute Being Implemented: Chapter 126, Laws of 
1991; and chapter 19, Laws of 1991 1st sp. sess. 

Summary: For GA-S and aid to families with depen- 
dent children (AFDC) recipients, this amendment ex- 
tends the eligibility period for recipients whose eligibility 
is based on the relinquishment of their only child for 
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adoption. This amendment extends the eligibility period 
from six weeks following the birth of the child to the end 
of the month in which the six week period ends. Changes 
the durational requirements for GAU incapacity from 
sixty to ninety days. 

Reasons Supporting Proposal: This rule amendment is 
necessary to amend RCW 74.04.005 to extend the GA— 
S program and clarify program eligibility. The intent of 
the bill was to clarify the intent of the original legisla- 
tion to continue general assistance only to women who 
relinquish their child for adoption. It also changed the 
language to extend eligibility under this criteria from six 
weeks following the birth of the child to the end of the 
month in which the six week period ends for ease of ad- 
ministration. Also this rule amendment is necessary to 
implement SB 5959. 

Name of Agency Personnel Responsible for Drafting, 
Implementation and Enforcement: Barbara Hargrave, 
Income Assistance, 753—3340. 

Name of Proponent: Department of Social and Health 
Services, governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: Same as above. 

Proposal Changes the Following Existing Rules: See 
above. | 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Location: OB-2 Auditorium, 12th and 
Franklin, Olympia, Washington, on September 10, 1991, 
at 10:00 a.m. 

Submit Written Comments to: Troyce Warner, Chief, 
Office of Issuances, Department of Social and Health 
Services, Mailstop 5805 [45805], Olympia, Washington 
98504, by September 10, 1991. 

Date of Intended Adoption: September 24, 1991. 

August 2, 1991 

Leslie F. James 
Director 
Administrative Services 


AMENDATORY SECTION (Amending Order 3045, filed 8/1/90, 
effective 9/1/90) 


WAC 388-37-030 CONTINUING GENERAL  ASSIST- 
ANCE-—ELIGIBLE PERSONS. When other eligibility is established, 
the department shall grant continuing general assistance to the 
following: 

(1) Incapacitated persons. As used in this section, an incapacitated 
person shall mean a person physically, emotionally, or mentally unable 
to work as a result of a condition expected to continue for ((sixty)) 
ninety days or more from date of application, except as provided under 
WAC 388-37-038 (1) and (2). A person incapacitated by alcoholism 
or drug addiction is not included in this definition, but an alcoholic or 
drug addict incapacitated due to other mental or physical conditions 
may be eligible for general assistance. Incapacity refers to a person's 
capacity to earn income by employment. А person's incapacity does 
not refer to the availability or lack of job opportunities. 

(a) Eligible persons are: 

(i) An incapacitated single person eighteen years of age or older; 

(ii) A married couple if both persons are incapacitated; or 

(iii) The incapacitated spouse in the case of a married couple when 
only one person is employable. The income and resources of the em- 
ployable spouse shall be considered as described under WAC 388-28- 
500 (1)(a) and (b). 
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(b) An incapacitated person shall accept and follow through on re- 
quired available medical treatment, which is reasonably expected to 
render the person able to work, unless there is good cause for failure to 
do so. 

The department shall make the "good cause" determination based 
on the criteria under WAC 388-37-037(5). 

(c) An incapacitated person may also receive medical services pro- 
vided under the state-financed medical care services program as de- 
fined under WAC 388-86-120. 

(2) Pregnant women who are: 

(a) Income and resource eligible for the aid to families with depen- 
dent children program; and 

(b) In their first or second trimester of pregnancy; or 

(c) Members of a two-parent household during a time when the aid 
to dependent children-employable (AFDC-E) program is in effect, but 
do not meet categorical eligibility for AFDC-E. These women may re- 
ceive a continuing general assistance grant for the duration of their 
pregnancy. 

(3) Effective June 7, 1990, to women who: 

(a) ((Retinquishing)) Relinquish a child for adoption; and 

(b) Are receiving general assistance under WAC 388-37-030(2); or 

(с) ((osime)) Lose AFDC or FIP eligibility because an eligible 
child does not reside in the household((;-amd)). 

(9) ((Whose)) Effective July 28, 1991, assistance granted under 


subsection (3) of this section ((is)) shall be limited to the end of the 


month in which the period of six weeks ((beginningwith)) following 
the date of the birth of the child ends. 


Reviser's note: RCW 34.05.395 requires the use of underlining and 
deletion marks to indicate amendments to existing rules. The rule pub- 
lished above varies from its predecessor in certain respects not indicat- 
ed by the use of these markings. 


AMENDATORY SECTION (Amending Order 2525, filed 8/21/87) 


WAC 388-37-038 INCAPACITY—WAIVER OF MEDICAL 
DOCUMENTATION. (1) Incapacity will be considered to be estab- 
lished without medical documentation when the person: 

(a) Has been determined to be eligible for any benefits based on So- 
cial Security Administration disability criteria; 

(b) Is eligible for services from the division of developmental 
disabilities; 

(c) Is sixty-five years of age or older. 

(2) Incapacity will be considered established for a period of ((sixty)) 
ninety days without a psychiatric/psychological evaluation when the 
person is being released from inpatient psychiatric treatment and is 
participating in direct treatment services to meet his or her mental 
health needs as described in WAC 275-56-015(17), with the exception 
of: 

(a) Clients admitted under the Involuntary Treatment Act (ITA), 
who are subsequently released without participating in direct treat- 
ment services; 

(b) Clients voluntarily admitted to a psychiatric hospital or the psy- 
chiatric ward of a general hospital for evaluation and diagnosis only, 
who are released without participating in direct treatment services; 

(c) Clients voluntarily admitted to a psychiatric hospital or the psy- 
chiatric ward of a general hospital for an acute, short-term episode, 
who are released without participating in direct treatment services; and 

(d) Clients who leave ongoing inpatient psychiatric treatment 
against medical advice. 


AMENDATORY SECTION (Amending Order 2259, filed 7/24/85) 


WAC 388-37-115 PROGRESSIVE EVALUATION PROCESS 
STEP I—REVIEW OF MEDICAL DOCUMENTATION. The de- 
partment will review medical documentation prior to making a deter- 
mination of incapacity in order to insure the following requirements 
have been met: 

(1) The medical report must contain sufficient information on which 
to determine incapacity per WAC 388—37-035(2). If the information 
received is not sufficient to determine incapacity, the department can 
require complete information before any incapacity decision is made. 

(2) The medical report must be a written report from an authorized 
medical professional. 

(3) The impairment(s) must be expected to last at least ((sixty)) 
ninety days from the date of application. 

(4) The medical report must document the existence of a potentially 
incapacitating condition. 
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WSR 91-16-075 
EMERGENCY RULES 
DEPARTMENT OF 
SOCIAL AND HEALTH SERVICES 
(Public Assistance) 
[Order 3229— Filed August 2, 1991, 4:40 p.m., effective August 3, 
1991, 12:01 a.m.] 


Date of Adoption: July 31, 1991. 

Purpose: To implement SHB 1052 passed by the 1991 
state legislature which amended RCW 74.04.005. It ex- 
tends the general assistance to pregnant women program 
(GA-S) eligibility from six weeks following the birth of 
a child that is relinquished for adoption to the end of the 
month in which the six week period ends. To implement 
SB 5959 which requires applicants for the general as- 
sistance unemployable (GAU) program to be unable to 
work due to a mental or physical impairment for at least 
ninety days. 

Citation of Existing Rules Affected by this Order: 
Amending WAC 388-37-030, 388-37-038, and 388- 
37-115. 

Statutory Authority for Adoption: Chapter 126, Laws 
of 1991; and chapter 10, Laws of 1991 1st sp. sess. 

Pursuant to RCW 34.05.350 the agency for good 
cause finds that immediate adoption, amendment, or re- 
peal of a rule is necessary for the preservation of the 
public health, safety, or general welfare, and that ob- 
serving the time requirements of notice and opportunity 
to comment upon adoption of a permanent rule would be 
contrary to the public interest. 

Reasons for this Finding: This rule amendment is 
necessary to amend RCW 74.04.005 to extend the СА- 
S program and clarify program eligibility. The intent of 
the bill was to clarify the intent of the original legisla- 
tion to continue general assistance only to women who 
relinquish their child for adoption. It also changed the 
language to extend eligibility under this criteria from six 
weeks following the birth of the child to the end of the 
month in which the six week period ends for ease of ad- 
ministration. Also this rule amendment is necessary to 
implement SB 5959. | 

Effective Date of Rule: August 3, 1991, 12:01 a.m. 

August 2, 1991 

Leslie F. James 
Director 
Administrative Services 


AMENDATORY SECTION (Amending Order 3045, 
filed 8/1/90, effective 9/1/90) 


WAC 388-37-030 CONTINUING GENERAL 
ASSISTANCE—ELIGIBLE PERSONS. When other 
eligibility is established, the department shall grant con- 
tinuing general assistance to the following: 

(1) Incapacitated persons. As used in this section, an 
incapacitated person shall mean a person physically, 
emotionally, or mentally unable to work as a result of a 
condition expected to continue for ((sixty)) ninety days 
or more from date of application, except as provided un- 
der WAC 388—37—038 (1) and (2). A person incapaci- 
tated by alcoholism or drug addiction is not included in 
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this definition, but an alcoholic or drug addict incapaci- 
tated due to other mental or physical conditions may be 
eligible for general assistance. Incapacity refers to a 
person's capacity to earn income by employment. A per- 
son's incapacity does not refer to the availability or lack 
of job opportunities. 

(a) Eligible persons are: 

(i) An incapacitated single person eighteen years of 
age or older, 

(ii) A married couple if both persons are incapacitat- 
ed, or 

(iii) The incapacitated spouse in the case of a married 
couple when only one person is employable. The income 
and resources of the employable spouse shall be consid- 
ered as described under WAC 388—28—500 (1)(a) and 
(b). 

(b) An incapacitated person shall accept and follow 
through on required available medical treatment, which 
is reasonably expected to render the person able to work, 
unless there is good cause for failure to do so. 

The department shall make the "good cause" deter- 
mination based on the criteria under WAC 388-37- 
037(5). 

(c) An incapacitated person may also receive medical 
services provided under the state-financed medical care 
services program as defined under WAC 388—86- 120. 

(2) Pregnant women who are: 

(a) Income and resource eligible for the aid to fami- 
lies with dependent children program; and 

(b) In their first or second trimester of pregnancy, or 

(c) Members of a two-parent houschold during a time 
when the aid to dependent children-employable 
(AFDC-E) program is in effect, but do not mcet cate- 
gorical eligibility for AFDC-E. These women may re- 
ceive a continuing general assistance grant for the dura- 
tion of their pregnancy. 

(3) Effective June 7, 1990, to women who: 

(a) ((Retinquishing)) Relinquish a child for adoption; 
and 

(b) Are receiving general assistance under WAC 388— 
37-030(2); or 

(c) ((Eosing)) Lose AFDC or FIP eligibility because 
an eligible child does not reside in the household((; 
and)). | 
(d) (CWihose)) Effective July 28, 1991, assistance 
granted under subsection (3) of this section ((ts)) shall 
be limited to the end of the month in which the period of 


six weeks ((begtnning—with)) following the date of the 
birth of the child ends. 


Reviser's note: RCW 34.05.395 requires the use of underlining 
and deletion marks to indicate amendments to existing rules. The rule 
published above varies from its predecessor in certain respects not in- 
dicated by the use of these markings. 


AMENDATORY SECTION (Amending Order 2525, 
filed 8/21/87) 


WAC 388-37-038 INCAPACITY—WAIVER OF 
MEDICAL DOCUMENTATION. (1) Incapacity will 
be considered to be established without medical docu- 
mentation when the person: 
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(a) Has been determined to be eligible for any bene- 
fits based on Social Security Administration disability 
criteria; 

(b) Is eligible for services from the division of devel- 
opmental disabilities, 

(c) Is sixty—five years of age or older. 

(2) Incapacity will be considered established for a pe- 
riod of ((sixty)) ninety days without a psychiatric/psy- 
chological evaluation when the person is being released 
from inpatient psychiatric treatment and is participating 
in direct treatment services to meet his or her mental 
health needs as described in WAC 275-56-015(17), 
with the exception of: 

(a) Clients admitted under the Involuntary Treatment 
Act (ITA), who are subsequently released without par- 
ticipating in direct treatment services; 

(b) Clients voluntarily admitted to a psychiatric hos- 
pital or the psychiatric ward of a general hospital for 
evaluation and diagnosis only, who are released without 
participating in direct treatment services; 

(c) Clients voluntarily admitted to a psychiatric hos- 
pital or the psychiatric ward of a general hospital for an 
acute, short-term episode, who are released without 
participating in direct treatment services, and 

(d) Clients who leave ongoing inpatient psychiatric 
treatment against medical advice. 


AMENDATORY SECTION (Amending Order 2259, 
filed 7/24/85) 


WAC 388-37-115 PROGRESSIVE EVALUA- 
TION PROCESS STEP I—REVIEW OF MEDICAL 
DOCUMENTATION. The department will review 
medical documentation prior to making a determination 
of incapacity in order to insure the following require- 
ments have been met: 

(1) The medical report must contain sufficient infor- 
mation on which to determine incapacity per WAC 388— 
37-035(2). If the information received is not sufficient to 
determine incapacity, the department can require com- 
plete information before any incapacity decision is made. 

(2) The medical report must be a written report from 
an authorized medical professional. 

(3) The impairment(s) must be expected to last at 
least ((sixty)) ninety days from the date of application. 

(4) The medical report must document the existence 
of a potentially incapacitating condition. 


WSR 91-16-076 
NOTICE OF PUBLIC MEETINGS 
PIERCE COLLEGE 
[Memorandum—July 31, 1991] 


The board of trustees of Community College District 
Number Eleven (Pierce College) would like to make 
changes to the following upcoming regular board 
meetings: 

Meeting Date/ Location 


September 11, 1991 
Ft. Steilacoom Campus 


Time Change to: 


12:30 Change the meeting location to 
Pierce College at Puyallup 
1601 39th Avenue SE 
Puyallup, WA 98374 
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October 9, 1991 12:30 Change the meeting location to 
Puyallup Campus Ft. Steilacoom Campus 
November 13, 1991 12:30 Change the meeting date to 


Ft. Steilacoom November 6, 1991 


WSR 91-16-077 
WITHDRAWAL OF PROPOSED RULES 
STATE TOXICOLOGIST 
(By the Code Reviser's Office) 
[Filed August 6, 1991, 8:17 a.m.] 


WAC 448-14-010, 448-14-020, 448-14-030, 448-15- 
010, 448-15-020, 448-15-030, 448-15-040, 448—15— 
050, 448-15-060, 448-15-070 апа 448-15-080, рго- 
posed by the State Toxicologist іп WSR 91-03-1224, ap- 
pearing in issue 91—03 of the State Register, which was 
distributed on February 6, 1991, is withdrawn by the 
code reviser under RCW 34.05.335(3), since the propos- 
al was not adopted within the one hundred eighty day 
period allowed by the statute. 
Kerry S. Radcliff, Editor 
Washington State Register 


WSR 91-16-078 
WITHDRAWAL OF PROPOSED RULES 
PARKS AND RECREATION 
COMMISSION 
(By the Code Reviser's Office) 
[Filed August 6, 1991, 8:18 а.т.) 


WAC 352-12-010, proposed by the Parks and Recre- 
ation Commission in WSR 91-03-142, appearing in is- 
sue 91—03 of the State Register, which was distributed 
on February 6, 1991, is withdrawn by the code reviser 
under RCW 34.05.335(3), since the proposal was not 
adopted within the one hundred eighty day period al- 
lowed by the statute. 
Kerry S. Radcliff, Editor 
Washington State Register 


WSR 91-16-079 
WITHDRAWAL OF PROPOSED RULES 
DEPARTMENT OF FISHERIES 

(By the Code Reviser's Office) 
[Filed August 6, 1991, 8:19 a.m.] 


WAC 220-57-435, 220-57-450, 220-57-455 and 220- 
57-465, proposed by the Department of Fisheries in 
WSR 91-03-151, appearing in issue 91—03 of the State 
Register, which was distributed on February 6, 1991, is 
withdrawn by the code reviser under RCW 
34.05.335(3), since the proposal was not adopted within 
the one hundred eighty day period allowed by the 
statute. . 
Kerry S. Radcliff, Editor 
Washington State Register 
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WSR 91-16-080 
. WITHDRAWAL OF PROPOSED RULES 
DEPARTMENT OF FISHERIES 
(By the Code Reviser's Office) 
[Filed August 6, 1991, 8:20 a.m.] 


WAC 220-56-232, 220-57-450, and 220—57—425, pro- 
posed by the Department of Fisheries in WSR 91-03- 
153, appearing in issue 91—03 of the State Register, 
which was distributed on February 6, 1991, is withdrawn 
by the code reviser under RCW 34.05.335(3), since the 
proposal was not adopted within the one hundred eighty 
day period allowed by the statute. 
Kerry S. Radcliff, Editor 
Washington State Register 


WSR 91-16-081 
PROPOSED RULES 
LIQUOR CONTROL BOARD 
[Filed August 6, 1991, 10:03 a.m.] 


Original Notice. 

Title of Rule: WAC 314-64-030 Procedures for 
chemical analysis; 314—64—050 Accounting for board 
samples; 314-16-250 Retail sale of malt liquor іп kegs; 
314-26-010 Procedures for tax refunds; and 314-12- 
035 Furnishing of information and/or documentation to 
the board. 

Purpose: WAC 314-64-030, the purpose is to repeal 
this requirement and bring the rules into conformity 
with previous board action repealing chemical analysis 
requirement on January 28, 1989; WAC 314-64-050, 
the purpose is to repeal/delete subsection (1) of the ex- 
isting rule to bring the language into compliance with 
board action repealing chemical analysis effective Janu- 
ary 28, 1989; WAC 314-16-250, the purpose is to elim- 
inate the requirement for a keg registration form to be 
completed when malt liquor is sold by the keg for con- 
sumption upon the premises where it is sold; WAC 314— 
26—010, the purpose is to eliminate the requirement for 
board notification for small lot destruction of unsalable 
products; and WAC 314-12-035, the purpose is to 
amend the existing language to permit the board em- 
ployees to have discretion in requiring documents and 
affidavits as a prerequisite for licensing approval. 

Statutory Authority for Adoption: RCW 66.08.030. 

Summary: Proposed actions on WAC 314-64-030, 
314-64-050, 314-16-250 and 314-26-010 are house- 
keeping changes designed to bring language into con- 
formance with previous board actions and expedite 
bookkeeping procedures; and WAC 314-12-035 creates 
latitude on requiring documentation from applicants. 

Reasons Supporting Proposal: Perform needed house- 
keeping on existing language and streamline procedures 
or requirements for applicants. 

Name of Agency Personnel Responsible for Drafting 


and Implementation: Janice Lee Britt and Dave Goyette, 


1025 East Union, Olympia, 586—6701, 753-6274; and 
Enforcement: Gary W. Gilbert, 1025 East Union, 
Olympia, 586-3052. 
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Name of Proponent: Washington State Liquor Con- 
trol Board, governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: WAC 314-64-030 setting forth procedures for 
chemical analysis of products would be repealed. The 
board originally repealed chemical analysis as of Janu- 
ary 28, 1989, this rule was overlooked at the time; WAC 
314-64-050(1) requires submission of beer and wine 
samples for chemical analysis. The board repealed such 
analysis requirements as of January 28, 1989, this rule's 
language was overlooked at that time; WAC 314-16- 
250 requires registration forms be affixed to all kegs 
containing malt liquor when such kegs are sold at retail. 
The proposal would remove the requirement that a reg- 
istration form be completed if the keg is going to be 
consumed on the licensed premises. It does not modify 
the requirement of having registration forms completed 
and affixed for off-premise consumption; WAC 314-26- 
010 currently requires very detailed reporting for de- 
struction of beer or wine in order to obtain refunds on 
taxes previously paid. The proposed changes would still 
require record keeping and notification to the board but 
allow more flexibility in complying with the regulations; 
and WAC 314-12-035 requires certain documents and 
affidavits for all licensing actions. This proposed change 
would allow the board discretion in the requirements and 
format of documents and affidavits. The change will re- 
duce some of the burdens placed on applicants by allow- 
ing greater flexibility in meeting requirements. 

Proposal Changes the Following Existing Rules: In all 
instances the response is in the affirmative as explained 
above. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

Actions will streamline and make less cumbersome 
existing rules which will be of benefit to business in 
terms of fulfilling agency requirements. 

Hearing Location: Liquor Control Board Distribution 
Center, 4401 East Marginal Way South, Seattle, WA 
98134, on September 11, 1991, at 9:30 a.m. 

Submit Written Comments to: M. Carter Mitchell, 
Information Office, 1025 East Union, Olympia, 98504, 
by September 9, 1991. 

Date of Intended Adoption: September 11, 1991. 

August 6, 1991 
Paula O'Connor 
Chairman 


REPEALER 


The following section of Washington Administrative Code is 
repealed: 


WAC 314-64-030 Procedures for chemical analysis. 
AMENDATORY SECTION (Amending Order 252, Resolution No 
261, filed 6/23/88, effective 7/24/88) 

WAC 314-64-050 ACCOUNTING FOR BOARD SAMPLES. 
Samples shall be accounted for as follows: 

ЧУ -Bccr-xand wine submitted-to the board-forchemicat anatysis 

(2) Upon Ak of the samples at the Washington state dairy ата 
food irboratory; the ш на c e p р PE 
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:)) 

(623) (1) Malt liquor, wine or spirits submitted to the board for the 
purpose of negotiating the sale of liquor to the board. 

(a) Upon receipt of the samples by the liquor purchasing agent in 
Olympia, the liquor purchasing agent, or his designee, shall prepare a 
multiple-copy receiving and disposition report for said samples, clearly 
identifying them as "samples for the purpose of negotiating the sale of 
liquor to the board." 

(b) If more than the amount authorized in WAC 314-64-040 is re- 
ceived, the liquor purchasing agent, or his designee, shall prepare a 
separate receiving report for the excess samples and dispose of them as 
provided іп WAC 314-64-040(7). 

(c) The liquor purchasing agent, or his designee, shall sign the mul- 
tiple-copy receiving and disposition report in the applicable section, 
indicating his receipt of the samples. 

(d) The liquor purchasing agent, or his designee, shall distribute the 
signed multiple-copies of the receiving and disposition reports as fol- 
lows: The original to be retained by the liquor purchasing agent, one 
copy to each member of the board, and one copy to the liquor control 
board controller. 

(e) The purchasing agent, or his designee, shall provide an analysis 
report form, as required т WAC 314-64-040(6) for each sample. The 
receiving and disposition reports and analysis report forms shall be 
numbered consecutively, and shall correspond one with the other. 

(f) The liquor purchasing agent shall deliver a copy of the receiving 
and disposition report and the analysis report forms with the samples, 
to members of the board, or their designees, and/or to the liquor pur- 
chasing agent, or his designee, for examination, testing and reporting 
as provided іп WAC 314-64-040 (4), (5) and (6). 

(g) Members of the board, or their designees, and/or the liquor 
purchasing agent, or his designee, shall sign the receiving and disposi- 
tion report in the applicable section, indicating receipt of the samples. 

(h) The purchasing agent shall distribute the signed receiving and 
disposition report as follows: The original to the member of the board, 
or his designee, or the liquor purchasing agent, or his designee, to 
whom the sample was delivered; one copy to the liquor control board 
controller, and one copy to be retained by the liquor purchasing agent. 

(i) Members of the board, or their designees, and/or the liquor pur- 
chasing agent, or his designee, shall examine, test and report on the 
sample, as provided in WAC 314-64-040 (4), (5), and (6), complete 
the analysis report form, and distribute the form as follows: The origi- 
nal to the liquor purchasing agent, one copy to the liquor control board 
controller, and one copy to be retained by the member of the board, or 
his designee, and/or the liquor purchasing agent, or his designee who 
examined and tested the sample. 

(j) The liquor control board controller shall maintain the official 
copies of the receiving and disposition reports, together with the 
matching analysis report forms, and, where applicable, the destruction 
notices. > 


Reviser's note: The typographical error in the above section oc- 
curred in the copy filed by the agency and appears in the Register 
pursuant to the requirements of RCW 34.08.040. 
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AMENDATORY SECTION (Amending Order 283, Resolution No. 
292, filed 8/9/89, effective 9/9/89) 


WAC 314-16-250 RETAIL SALE OF MALT LIQUOR IN 
KEGS. (1) Any licensee who sells or offers for sale kegs or other con- 
tainers holding four gallons or more of malt liquor to consumers for 
off-premises consumption who are not licensed under chapter 66.24 
RCW shall require the purchaser to: 

(a) Provide one piece of identification pursuant to RCW 66.16.040. 

(b) Sign a sworn statement, contained on the keg registration decla- 
ration and receipt form, under penalty of perjury that: 

(i) The purchaser is of legal age to purchase, possess or use malt 
liquor; 

(ii) The purchaser will not allow any person under the age of twen- 
ty-one years to consume the beverage except as provided by RCW 
66.44.270; 

(iii) The purchaser will not remove, obliterate, or allow to be re- 
moved or obliterated, the keg registration declaration and receipt form 
affixed to the container. 

(c) State the particular address where the malt liquor will be con- 
sumed, or the particular address where the keg or other container will 
be physically located. 

(2) The keg registration declaration and receipt form provided by 
the board must be properly completed for sales of kegs for off-prem- 


ises consumption. 
(a) The form shall contain: 


(i) The name and address of the purchaser; 

(ii) The type and number of the identification presented by the pur- 
chaser pursuant to RCW 66.16.040; 

(iii) A sworn statement, signed by the purchaser under penalty of 
perjury, that the purchaser is twenty-one years of age or older; will not 
allow persons under twenty-one years of age to consume the malt li- 
quor purchased; and that purchaser will not remove or obliterate the 
keg registration tag affixed to the keg or allow its removal or 
obliteration; 

(iv) The particular address where the malt liquor will be consumed, 
and the date on which it will be consumed. 

(b) Where the purchaser obtains more than оле Кер for off—premises 
consumption at the same location and on the same date, only one keg 
registration declaration and receipt form must contain all required in- 
formation. All other keg registration declaration and receipt forms for 
that particular transaction must contain the registration number from ` 
the fully completed form as a reference and be signed by the purchas- 
er. Such keg registration declaration and receipt forms which contain 
the reference number of a fully completed form and have been signed 
by the purchaser constitute a valid and properly completed keg regis- 
tration and declaration receipt. 

(3) The seller shall comply with all provisions of the keg registration 
law as adopted in chapter 271, Laws of 1989, sections 229 through 
234. 

(4) For the purpose of tracing the kegs and purchaser responsibility 
it shall be the responsibility of the seller to affix the properly completed 
and signed keg registration declaration and receipt form to all con- 
tainers of four gallons or more of malt liquor prior to the container 
leaving the premises (controt) of the seller. 

(5) The licensee must retain a copy of the keg registration declara- 
tion and receipt, which shall be retained on the licensed premises for a 
period of one year unless otherwise authorized in writing by the Board. 
The records shall be available for inspection and copying by any liquor 
enforcement officer or other law enforcement officer. 

(6) The keg registration declaration and receipt affixed to the keg 
may serve as the purchaser's receipt. 

(7) Kegs or other containers holding four gallons or more of malt li- 
quor shall be purchased for off-premises consumption only from an 
authorized retail source and shall, at all times, have a properly com- 
pleted keg registration declaration and receipt form affixed thereon 
when sold for off-premises consumption. Possession of a keg or other 
container which holds four gallons or more of malt liquor, other than 
on the seller's premises, without a properly completed keg registration 
and declaration form either affixed thereon or in possession of the per- 
son with the keg(s) shall be a violation of this title. 


Reviser's note: RCW 34.05.395 requires the use of underlining and 
deletion marks to indicate amendments to existing rules. The rule pub- 
lished above varies from its predecessor in certain respects not indicat- 
ed by the use of these markings. 
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Reviser's note: The typographical error in the above section oc- 
curred in the copy filed by the agency and appears in the Register 
pursuant to the requirements of RCW 34.08.040. 


AMENDATORY SECTION (Amending Order 253, Resolution No. 
262, filed 6/22/88, effective 7/23/88) 


WAC 314-26-010 PROCEDURES FOR TAX REFUNDS. The 
Board may refund the tax on beer imposed by RCW 66.24.290, and 
the tax on wine imposed by RCW 66.24.210, when such tax paid pro- 
ducts have been deemed to be unsalable due to freight damage or other 
causes prior to sale to consumers, and are destroyed within the state. 
Such tax refunds are subject to the following conditions: 


(1) notify local liquor enforcement officer in advance for destruction 
of more than fifty cases of wine or two hundred cases of beer ((Atrap= 


authorized-by-the-board-)) 

(2) record shall be kept for the liquor auditor showing (a) the reason 
for the destruction, (b) an inventory of products destroyed and (c) a 
completed copy of " REFUND BEER TAX" (LIQ 710) or " WINE 
WHOLESALERS . . .SALES TO MILITARY, Out of state &/ OR CLAIMS" 
(110 700) which was mailed to the Board within 30 days of the de- 
struction. ((No—-tax-refund—wil—be-authorized-for-unsatzble—beer-or 


wine umtess-thre-board-has verifred before destruction that-sueh produet 
М E tition Gf kand К А А 


parid-to-the-state-)) 
(3) It shall be a violation of this title for any licensee to: (a) destroy 


amounts of beer or wine over those stated in section (1) without having 
first notified the local liquor enforcement officer, or (b) fail to mail a 
destruction form to the board within 30 days of the destruction and (c) 
fail to keep a copy of the destruction at the licensed premises and 
available for inspection by board employees for a period of two years. 


(( 
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Reviser's note: RCW 34.05.395 requires the use of underlining and 
deletion marks to indicate amendments to existing rules. The rule pub- 
lished above varies from its predecessor in certain respects not indicat- 
ed by the use of these markings. 


AMENDATORY SECTION (Amending Order 99, Resolution No. 
108, filed 1/27/82, effective 2/28/82 [2/27/82]) 


WAC 314-12-035 FURNISHING OF INFORMATION 
AND/OR DOCUMENTATION TO THE BOARD—OATH RE- 
QUIRED—FORM OF AFFIDAVIT. (1) In order to facilitate the 
administration and/or enforcement of RCW 66.24.010, licensees, ap- 
plicants for licenses, or the agents or representatives thereof shall, upon 
request by the board, furnish to the board copies of all documents af- 
fecting the ownership and/or proposed operation of the premises li- 
censed or sought to be licensed. These documents may be required with 
the original license application, with any application for transfer of li- 
cense, and at such other times as may be requested from the board. 
Licensees, applicants for licenses, or the agents or representatives 
thereof, may be required to furnish along with these documents a 
signed written summary of any oral agreements which affect the own- 
ership and/or proposed operation of the premises licensed, or sought to 
be licensed. Failure or refusal to furnish said requested documentation 
will be good and sufficient cause for denial of any application in sup- 
port of which the documentation was requested, and will be good and 
sufficient cause for revocation of any license held by a licensee who 
fails or refuses to furnish said requested documentation. 

(2) For the purpose of administering and/or enforcing RCW 66.24- 
:010, any person furnishing written information and/or documentation 
requested by the board may be required to submit an affidavit on a 


form prescribed by the board, which shall be signed by the person 
submitting the information, given under oath subject to the penalties of 


perjury, and certifying that all information and/or documentation be- 
ing furnished is true, accurate and complete. 


Reviser's note: Тһе bracketed material preceding the section above 
was supplied by the code reviser's office. 


Reviser's note: RCW 34.05.395 requires the use of underlining and 
deletion marks to indicate amendments to existing rules. The rule pub- 
lished above varies from its predecessor in certain respects not indicat- 
ed by the use of these markings. 


WSR 91-16-082 
PROPOSED RULES 
LIQUOR CONTROL BOARD 
[Filed August 6, 1991, 10:05 a.m.] 


Original Notice. 

Title of Rule: 
instruction. 

Purpose: To allow breweries, wineries and wholesalers 
who conduct courses of education on beer and wine to 
have people in attendance who are not necessarily licen- 
sees of the board or employees of licensees and to allow 
those people to consume beer and wine as a part of the 
education. 

Statutory Authority for Adoption: RCW 66.08.030. 

Statute Being Implemented: RCW 66.28.150. 

Summary: Frequently when a brewery, winery or 
wholesaler holds an educational event for licensees and 
their employees, the nonretail licensee would like to ex- 
tend the education to: Spouses of the employees, corpo- 
rate or headquarter personnel, beer/wine writers/ex- 
perts, members of the press, and local officials. 

Reasons Supporting Proposal: Would accommodate 
the manufacturers, importers, and wholesalers who have 
a legitimate purpose for having local officials, members 
of the media, and occasionally their spouses at these 
events. 


WAC 314-12-141 Courses of 
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Name of Agency Personnel Responsible for Drafting 
and Implementation: Janice Lee Britt, 1025 East Union, 
Olympia, 586-6701; Enforcement: Gary W. Gilbert, 
1025 East Union, Olympia, 586-3052. 

Name of Proponent: Washington State Liquor Con- 
trol Board, governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: The purpose of this rule is to allow for guests, but 
not the general public, to also come to courses of in- 
struction authorized by statute. Beer and/or wine is fre- 
quently served as a part of the educational process and is 
provided as part of the business expense of the brewery, 
winery or wholesaler. 

Proposal Changes the Following Existing Rules: lt 
would allow for guest(s) to attend a course of instruction 
and tasting, in addition to licensees (including their em- 
ployees) of the board. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

There will be no increased cost impact. Manufacturers 
and wholesalers who currently desire persons other than 
licensees and their employees to attend these courses of 
instruction currently pay $10 for a banquet permit and 
purchase liquor at retail for these invited guests. This 
rule will eliminate the requirement for a banquet permit 
and allow the manufacturers and wholesalers to use tax 
paid product from their existing inventory, eliminating 
the need to purchase beer/wine at retail. 

Hearing Location: Liquor Control Board, 4401 East 
Marginal Way South, Seattle, WA 98134, on September 
11, 1991, at 9:30 a.m. 

Submit Written Comments to: M. Carter Mitchell, 
Washington State Liquor Control Board, 1025 East Un- 
ion, Olympia, 98504, by September 9, 1991. 

Date of Intended Adoption: September 11, 1991. 

July 30, 1991 
Paula O'Connor 
Chairman 


NEW SECTION 


WAC 314-12-141 COURSES OF INSTRUCTION. Brewcrics, 
wineries and wholesalers conducting courses of instruction as author- 
ized by RCW 66.28.150 may provide alcohol at no charge to licensees 
of the board, their employees, and invited gucsts who have a legitimate 
business interest in the manufacturing, importing, wholesaling and гс- 
tailing of liquor. 


WSR 91-16-083 
PROPOSED RULES 
LIQUOR CONTROL BOARD 
[Filed August 6, 1991, 10:09 a.m.] 


Original Notice. 

Title of Rule: WAC 314-16-125 Suggestive, lewd, 
and/or obscene conduct on licensed premises. 

Purpose: Language relating to depiction of certain 
acts in photographs or other visual reproductions has the 
potential to be overly broad in scope. Amendatory lan- 
guage clarifies, and limits, what is prohibited, so that 
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prohibited actions are clearly within the board's authori- 
ty to regulate. 

Statutory Authority for Adoption: RCW 66.08.030. 

Summary: Adds language that more specifically de- 
scribes the type of visual reproductions which are pro- 
hibited from display in liquor licensed premises. 

Name of Agency Personnel Responsible for Drafting: 
Mary Tennyson, Attorney General's Office, OB-2, 
Olympia, 98504, 586-2451; Implementation: Liquor 
Control Board; and Enforcement: Gary W. Gilbert, 1025 
East Union, Olympia, 586-3052. 

Name of Proponent: Washington State Liquor Con- 
trol Board, governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: The rule regulates activities on liquor licensed 
premises. Language therein relating to depiction of cer- 
tain acts in photographs or other visual reproductions 
has the potential to be overly broad in scope. The amen- 
datory language clarifies, and limits, what is prohibited, 
so that prohibited actions are clearly within the board's 
authority to regulate. 

Proposal Changes the Following Existing Rules: Adds 
language more specifically describing the type of visual 
reproductions which are prohibited from display in li- 
quor licensed premises. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Location: Liquor Control Board Distribution 
Center, 4401 East Marginal Way South, Seattle, WA 
98134, on September 11, 1991, at 10:00 a.m. 

Submit Written Comments to: M. Carter Mitchell, 
Information Office, Washington State Liquor Control 
Board, 1025 East Union, Olympia, WA 98504, by Sep- 
tember 9, 1991. 

Date of Intended Adoption: September 18, 1991. 

August 6, 1991 
Paula O'Connor 
Chairman 


AMENDATORY SECTION (Amending Order 115, Resolution No. 
124, filed 11/2/82) 


WAC 314-16-125 SUGGESTIVE, LEWD AND/OR OB- 
SCENE CONDUCT ON LICENSED PREMISES. Тһе following 
acts or conduct on licensed premises are prohibited: 

(1) To employ or use any person in thc sale or service of alcoholic 
beverages in or upon the licensed premises while such person is un- 
clothed or in such attire, costume or clothing as to expose to view any 
portion of the breast below the top of the arcola or of any portion of 
the pubic hair, anus, cleft of the buttocks, vulva or genitals. 

(2) To employ or use the services of any hostess or other person to 
mingle with the patrons while such hostess or other person is unclothed 
or in such attire, costume or clothing as described in subsection (1) 
above. 

(3) To cncouragc or permit any person on thc licensed premises to 
touch, caress or fondle the breasts, buttocks, anus or genitals of any 
other person. 

(4) To permit any employee or person to wear or usc any device or 
covering, exposed to view, which simulates the breast, genitals, anus, 
pubic hair or any portion thercof. 

(5) To permit any person to perform acts of or acts which simulate: 

(a) Sexual intercourse, masturbation, sodomy, bestiality, oral copu- 
lation, flagellation or any scxual acts which are prohibited by law. 

(b) The touching, caressing or fondling of thc breast, buttocks, anus 
or genitals. 

(c) The displaying of the pubic hair, anus, vulva or genitals. 
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(6) Subject to subsection (5) herein, to permit entertainers whose 
breast and/or buttocks are exposed to view to perform elsewhere on 
the licensed premises except upon a stage at least eighteen inches 
above the immediate floor level and removed at least six feet from the 
nearest patron. ` 

(7) Subject to subsection (5) herein, to permit any dancer-enter- 
tainer to perform on the licensed premises except when removed at 
least six feet from the nearest patron. This subsection shall not be ap- 
plied to performances of traditional ethnic dancing such as belly danc- 
ing, flamenco dancing, Hawaiian, or Tahitian dancing, etc., performed 
in restaurant, hotel, or club licensed premises, provided that the fol- 
lowing conditions are met: 

(a) That the licensee shall have applied for and received written ap- 
proval of the board for such activity. 

(b) That the dancers shall be compensated by the licensee. 

(c) The licensee shall keep and have available for inspection by the 
board, or any peace officer, at all reasonable times, a list of all tradi- 
tional ethnic dancers employed at the licensed premises. Such list shall 
be retained for a period of thirty days after termination of employment 
and shall designate the following information with respect to each 
entertainer: 

(i) True name and professional or stage name, if any; 

(ii) Residence address and phone number; 

(iii) Social Security number; 

(iv) Terms of the agreement of employment; and 

(v) Signature of both the licensee and the dancer. 

(d) That a person employed as a traditional ethnic dancer at a li- 
censed premises shall not act as an employee in any other public ca- 
pacity such as a waiter, waitress, host/hostess, etc., in connection with 
the sale or service of liquor at that licensed premises. 

(e) The dance performances authorized by this subsection shall be 
those performed for the enjoyment of the general audience of the li- 
сепзее and not for individual patrons. 

(8) To permit any person to use artificial devices or inanimate ob- 
jects to depict any of the prohibited activities described above. 

(9) To permit any person to remain in or upon the licensed premises 
who exposes to public view any portion of his or her genitals or anus. 

(10) To permit the showing of any lewd or obscene film, still pic- 
tures, electronic reproduction, or other lewd or obscene visual repro- 


ductions ((depieting)), which films, electronic reproductions, still pic- 


tures, or other visual reproductions depict: 
- (a) Acts or simulated acts of sexual intercourse, masturbation, sod- 


omy, bestiality, oral copulation, flagellation or any sexual acts which 
are prohibited by law. 

(b) Any person being touched, caressed or fondled on the ((breast; 
buttocks;)) anus or genitals. 

(c) Scenes wherein a person displays the vulva or the anus or the 
genitals. 

(d) Scenes wherein artificial devices or inanimate objects are em- 
ployed to depict, or drawings are employed to portray, any of the pro- 
hibited activities described above. 

(11) Nothing in this rule is intended to modify the provisions of 
RCW 66.28.080 concerning city or county dancing or music permits. 

(12) Notwithstanding any of the provisions of this rule, no licensee 
shall employ, use the services of, or permit upon his licensed premises, 
any entertainment or person whose attire or conduct is in violation of 
any city or county ordinance. 

(13) The occurrence of any of the above acts or conduct, whether 
permitted on the part of a licensee or his employees or agents or any 
other persons under the control or direction of the licensee or his em- 
ployees or agents, shall constitute good and sufficient cause for cancel- 
lation of license privileges. 

(14) If any provision of this rule or the application thereof to any 
person or circumstances is held invalid, such invalidity shall not affect 
other provisions or application of the rule which can be given effect 
without the invalid provision or application, and to this end the provi- 
sions of this rule are severable. 


WSR 91-16-084 
PROPOSED RULES 
LOTTERY COMMISSION 
[Filed August 6, 1991, 1:07 p.m.] 


Original Notice. 
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Title of Rule: WAC 315-33А-010 Definitions for 
Quinto; 315-33А-020 Price of Quinto ticket; 315-33A— 
030 Play for Quinto; 315-33A-040 Prizes for Quinto; 
315-33A-050 Ticket purchases; 315-33A-060 Draw- 
ings; 315-33А-070 Suspension/termination of Quinto; 
315-33-060 Drawings; 315-11-660, 315—11—661, and 
315-11—662 Definitions, criteria and ticket validation 
requirements for Instant Game No. 66 ("Tumbling 
Dice"); 315-11-690, 315-11-691, and 315-11-692 
Definitions, criteria and ticket validation requirements 
for instant Game No. 69 ("Gold Rush"); 315-11-700, 
315-11—701, and 315-11-702 Definitions, criteria and 
ticket validation requirements for Instant Game No. 70 
("Тіс-Тас-Тое Money Match"); 315-10-080 Retailer 
settlement; 315-06—095 Promotional contests of chance; 
315-06-125 Debts owed the state; and 315-04-190 Re- 
tailer compensation. 

Purpose: To establish new rules for Quinto in chapter 
315-33A WAC and provide an ending date for Quinto 
under chapter 315-33 WAC; to amend the rules for In- 
stant Game 66 (Tumbling Dice); to establish the game 
play rules and criteria for determining winners of instant 
games 69 (Gold Rush) and 70 (Tic-Tac-Toe Money 
Match); to establish a rule regarding EFT accounts for 
instant retailers; to establish a rule for lottery promo- 
tions with an element of change; to amend the rule gov- 
erning debts owed the state to include the Department of 
Labor and Industries in the debt collection process; and 
to amend the rule on compensation of retailers. 

Statutory Authority for Adoption: RCW 67.70.040. 

Statute Being Implemented: RCW 67.70.040. 

Summary: See Purpose above. 

Name of Agency Personnel Responsible for Drafting: 
Jeff Burkhardt, Contracts Specialist, Olympia, 586- 
6583; Implementation and Enforcement: Evelyn Y. Sun, 
Director, Olympia, 753-3330. 

Name of Proponent: Washington State Lottery Com- 
mission, governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
Гесів: WAC 315-33A-010, 315-33A-020, 315-33A- 
030, 315-33А-040, 315-33A-050, 315-33A-060, and 
315-33A-070 these rules are proposed to establish new 
rules for the on-line game, "Quinto." Terms are defined, 
game play is explained, formula and rules for prize 
amount determination are presented, and time for ticket 
purchases and drawings are provided. WAC 315-33-060 
amends this rule to establish date for final drawing un- 
der this chapter. WAC 315-11-660, 315-11-661, 315- 
11-662 amends the rules for " Tumbling Dice" to change 
placement of captions and prize symbols. WAC 315-11- 
690, 315-11-691, 315-11-692, 315-11-700, 315-11- 
701, and 315-11--702 for each game certain terms must 
be defined in order to provide consistency in the game 
play rules. The play criteria will explain how the game 
functions to licensed retailers and players. Rigid valida- 
tion requirements are set forth which will prevent the 
lottery from paying out prize money on invalid tickets. 
WAC 315-10-080 this rule establishes a requirement 
for an electronic funds transfer account for new instant 
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retailers. WAC 315-06-095 this rule authorizes the di- 
rector to conduct promotions that contain an element of 
chance. WAC 315-06-125 amendment to this rule au- 
thorizes inclusion of the Department of Labor and In- 
dustries in the lottery's debt collection process. WAC 
315-04-190 this amendment modifies the rule on retail- 
er compensation. 

Proposal Changes the Following Existing Rules: The 
proposal amends WAC 315-33-060, 315-11-660, 315— 
11-661, 315-11-662, 315-06-125, and 315-04-190 For 
a description of changes, see Explanation of rule above. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

The lottery has considered whether this rule is subject 
to the Regulatory Fairness Act, chapter 19.85 RCW, 
and has determined that it is not for the following rea- 
sons: The rules have no economic impact on business' 
cost of equipment, supplies, labor or administrative 
costs. The rules are designed to establish rules and pro- 
cedures for the playing of instant lottery games; and the 
rules will have a negligible impact, if any, on business 
because they are interpretive. They have been promul- 
gated for the purpose of.stating policy, procedure and 
practice and do not include requirements for forms, fees, 
appearances or other actions by business. 

Hearing Location: Washington State Lottery, East 
10517-19 Sprague Avenue, Spokane, WA 99206, on 
September 20, 1991, at 10:00 a.m. | 

Submit Written Comments to: Judith Giniger, Lot- 
tery, P.O. Box 9770, Olympia, WA 98504, by Septem- 
ber 19, 1991. 

Date of Intended Adoption: September 20, 1991. 

August 2, 199] 
Evelyn Y. Sun 
Director 


CHAPTER 315-33A WAC 
QUINTO RULES 


DEFINITIONS FOR QUINTO 
PRICE OF QUINTO TICKET 
PLAY FOR QUINTO 

PRIZES FOR QUINTO 

TICKET PURCHASES 
DRAWINGS 
SUSPENSION/TERMINATION 


WAC 315-33A-010 
WAC 315-33A-020 
WAC 315-33A-030 
WAC 315-33A-040 
WAC 315-33А-050 
WAC 315-33A-060 
WAC 315-33A-070 
QUINTO 


OF 


Chapter 315-334 WAC 
QUINTO RULES 


NEW SECTION 


WAC 315-33A-010 DEFINITIONS FOR QUINTO. (1) Card 
suit: Heart, diamond, club, or spade symbol. 

(2) Number: Any integer from 2 through 10 inclusive and jack, 
queen, king, or ace. 

(3) Set: One number and one card suit. 


NEW SECTION 


WAC 315-33A-020 PRICE OF QUINTO TICKET. The price 
of each Quinto ticket shall be $1.00 and shall contain one five set play. 


NEW SECTION 


WAC 315-33А-030 PLAY FOR QUINTO. (1) Type of play: 
Each play is a selection of five sets. A winning play is achieved oniy 
when 2, 3, 4, or 5 of the sets selected match, in any order, the five 
winning sets drawn by the lottery. 
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(2) Method of play: An on-line computer system will make all set 
selections with the use of a random number generator, a method com- 
monly referred to as "quick play." 


NEW SECTION 


WAC 315-33A-040 PRIZES FOR QUINTO. (1) The prize 
amount to be paid to each Quinto player who holds a winning combi- 
nation of sets in the first prize category shall vary due to the parimu- 
tuel calculation of prizes. The prize amount to be paid to each Quinto 
player who holds a winning combination of sets in the second prize 
category shall be $1,000.00. The prize amount to be paid to each 
Quinto player who holds a winning combination of sets in the third 
prize category shall be $20.00. The prize amount to be paid to each 
Quinto player who holds a winning combination of sets in the fourth 
prize category shall be $1.00. 


ODDS OF WINNING 


WINNING COMBINATIONS PRIZE CATEGORIES (ONE PLAY) 
All five winning First Prize 1:2,598,960 
sets in one play 

Any four but not five Second Prize: $1,000 1:11,059 
winning sets in one 

play 

Any three but not Third Prize: $20 1:240 

four or five winning 

sets in one play 

Any two, but not Fourth Prize: $1 1:16 


three, four or five 
winning sets in one 
play 


(2) Prize amounts. 

(a) First prize. 

(i) A $100,000.00 prize is to be divided equally among all players 
who hold all five winning sets in one play in any sequence, provided, 
that the first prize shall be increased pursuant to subsection (3) of this 
section. 

(ii) The director may utilize revenue accumulated in the Quinto 
prize reserve, under WAC 315-33-040 (2)(d) to increase the first 
prize jackpot to an amount greater than $100,000. 

(iii) The first prize may be set at an amount greater than $100,000 
at the discretion of the director. 

(b) Second prize. A $1,000.00 prize is to be paid to each player who 
holds four of the five winning sets in one play in any sequence. 

(c) Third prize. A $20.00 prize is to be paid to each player who 
holds three of the five winning sets in one play in any sequence. 

(d) Fourth prize. A $1.00 prize is to be paid to each player who 
holds two of the five winning sets in one play in any sequence. 

(e) The holder of a winning ticket may win only one prize per play 
in connection with the winning sets drawn and shall be entitled only to 
the highest prize amount won by those sets. 

(f) In the event any player who holds two, three, four or five of the 
five winning sets does not claim the prize won within one hundred 
eighty days after the drawing in which the prize was won, that player's 
prize shall be retained in the state lottery account for use, pursuant to 
RCW 67.70.190. 

(3) Roll-over feature. If no player holds all five winning sets for any 
given drawing, the $100,000.00 allocated for first prize for that draw- 
ing will be added to the first prize for the next drawing. This process is 
repeated until the first prize is won. 

(4) Prize payments will be made in accordance with WAC 315-30- 
030(6). Each prize shall be paid in a single payment. Federal income 
tax shall be withheld from prize payments as required by law. 


NEW SECTION 


WAC 315-33A-050 TICKET PURCHASES. (1) Quinto tickets 
may be purchased or redeemed no less than seventeen hours each day 
in accordance with a schedule to be determined by the director, pro- 
vided that on-line retailers shall sell and redeem tickets only during 
their normal business hours. 

(2) Quinto tickets may be purchased only from a lottery retailer 
authorized by the director to sell on-line tickets. 

(3) Quinto tickets shall, on the front of the ticket, contain the 
quick-play selection of sets, amount, drawing date, and validation and 
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reference numbers. The back of the ticket shall contain player instruc- 
tions, player information, and signature arca, and the ticket serial 
number. The overall odds of winning shall appear on the ticket. 


NEW SECTION 


WAC 315-33A-060 DRAWINGS. (1) The Quinto drawing pur- 
suant to this chapter shall be held once cach Saturday evening begin- 
ning November 2, 1991, except that the director may change the 
drawing schedule if Saturday is a holiday. 

(2) The drawing will be conducted by lottery officials. 

(3) Each drawing shall determine, at random, five winning sets with 
the aid of mechanical drawing equipment which shall be tested before 
and after that drawing. Any drawn sets arc not declared winners until 
the drawing is certified by the lottery. The winning sets shall be used 
in determining all Quinto winners for that drawing. If a drawing is not 
certified, another drawing will be conducted to determine actual 
winners. 

(4) The drawing shall not Әс invalidated based on thc liability of the 
lottery. 


NEW SECTION 


WAC 315-33А-070 SUSPENSION/TERMINATION OF 
QUINTO. At the discretion of the director, Quinto may be suspended 
or terminated at any time, to be effective prior to the beginning of 
sales for any future drawing. The director may suspend or terminate 
sales and a drawing only where no sales have becn made for thc 
drawing. 


AMENDATORY SECTION (Amending WSR 90-06-060. filed 
3/6/90, effective 4/6/90) 


WAC 315-33-060 DRAWINGS. (1) The Quinto drawing shall 
be held once each Saturday evening, except that the director may 
change the drawing schedule if Saturday is a holiday. 

(2) The drawing will be conducted by lottery officials. 

(3) Each drawing shall determine, at random, five winning sets with 
the aid of mechanical drawing equipment which shall be tested before 
and after that drawing. Any drawn sets are not declared winners until 
the drawing is certified by the lottery. The winning sets shall be used 
in determining all Quinto winners for that drawing. If a drawing is not 
certified, another drawing will be conducted to determine actual 
winners. 

(4) The drawing shall not be invalidated based on the liability of the 
lottery. 


(5) The final drawing under this chapter shall take place on October 
26, 1991. 


AMENDATORY SECTION (Amending WSR 91-11-033, filed 
5/9/91, effective 6/9/91) 


WAC 315-11-660 DEFINITIONS FOR INSTANT GAME 
NUMBER 66 ("TUMBLING DICE”). (1) Play symbols: The follow- 
ing are the "play symbols": "1," "2," "3," "4," "5," and "6." Onc of 
these play symbols appears in each of the five play spots under the la- 
tex covering on the front of thc ticket. The latex covered arca shall be 
known as the playficld. Thc five play spots shall be configured with onc 
play symbol at the top of the playficld which shall be labeled "winning 
number." The other four play symbols shall appcar in a horizontal row 
below the play symbol labeled "winning number." 

(2) Play symbol captions: Thc small printed characters appearing 
below each play symbol which correspond with and verify that play 
symbol. The caption is a spelling out. in full or abbreviated form of the 
play symbol. One and only one of these captions appcars under cach 
play symbol. The three -digit ticket number shall appear before cach 
play symbol caption. For Instant Game Numbcr 66, the captions 
which correspond with and verify the play symbols arc: 


PLAY SYMBOI CAPTION 
1 ONE 
2 TWO 
3 THR 
4 FOR 
5 FIV 
6 SIX 


(3) Prize symbols: The following are the "prize symbols": "$1.00." 
"$2.00," "$4.00," "$6.00," "$12.00." "$50.00." and "$5.000." Onc of 
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these prize symbols appears ((above)) below each of the four play 
symbol((s)) captions in the horizontal row. There is no prize symbol 
((above)) below the play symbol labeled "winning number." 

(4) Prize symbol captions: The small printed characters which ((fet 
tow)) appear below the ((płry)) prize symbol ((eaption)) and verify 
and correspond with that prize symbol. The prize symbol caption is a 
spelling out, in full or abbreviated form, of the prize symbol. For In- 
stant Game Number 66, the prize symbol captions which correspond 
with and verify the prize symbols are: 


PRIZE SYMBOL CAPTION 
$1.00 ONE 
$2.00 TWO 
$4.00 FOR 
$6.00 SIX 

$12.00 TLV 
$50.00 FFTY 
$5,000 FVTH 


(5) Validation number: The unique nine-digit number on the front 
of thc ticket. The number is covered by latex. 

(6) Pack-ticket number: The eleven-digit number of the form 
06600001—000 printed on the front of the ticket. The first three digits 
arc the game identifier. The first eight digits of the pack-ticket number 
for Instant Game Number 66 constitute the "pack number" which 
starts at 06600001; the last three digits constitute the "ticket number" 
which starts at 000 and continues through 399 within each pack of 
tickets. 

(7) Retailer verification codes: Codes consisting of small letters 
found under the removable covering on the front of the ticket which 
the lottery retailer uses to verify instant winners of $25.00 or less. For 
Instant Game Number 66, the retailer verification code is a three-let- 
ter code, with each letter appearing in a varying three of six locations 
beneath the removable covering and among the play symbols on the 
front of the ticket. The retailer verification codes are: 


VERIFICATION. CODE PRIZE 
ONE $ 1.00 ($1) 
TWO $ 2.00 ($2; $1 and $1) 
FOR $. 4.00 ($2 and $2; $1, $1, $1 and $1) 
SIX $ 6.00 ($4 and $2; $2, $2 and $2) 
TLV $ 12.00 ($12; $6, $4 and $2) 
EGN $ 18.00 ($12 and $6; $12, $4 and $2) 


(8) Pack: A set of four hundred fanfolded instant game tickets sep- 
arated by perforations and packaged in a plastic bag or plastic 
shrinkwrapping. 


AMENDATORY SECTION (Amending WSR 91-11-033, filed 
5/9/91, effective 6/9/91) 


WAC 315-11-661 CRITERIA FOR INSTANT GAME NUM- 
BER 66. (1) The price of each instant game ticket shall be $1.00. 

(2) Determination of prize winning tickets: An instant prize winner 
is determined in the following manner: 

(a) When onc of the four play symbols in the horizontal row match- 
es exactly the play symbol labeled "winning number," the matching 
horizontal row play symbol shall be a winning play symbol, and the 
bearer of the ticket shall win the prize ((zbovc)) below the winning 
play symbol. u 

(b) The bearer of a ticket which has more than one winning play 
symbol shall win the total amount of thc prizes ((zbovc)) below each 
winning play symbol. 

(3) No portion of the display printing nor any extraneous matter 
whatever shall bc usable or playable as a part of thc instant game. 

(4) The determination of prize winners shall be subject to the gen- 
eral ticket validation requirements of the lottery as set forth in WAC 
315-10-070, to the particular ticket validation requirements for In- 
stant Game Number 66 set forth in WAC 315-11-662, to the confi- 
dential validation requirements established by the director, and to the 
requirements stated on the back of cach ticket. 


AMENDATORY SECTION (Amending WSR 91-11-033, filed 
5/9/91, effective 6/9/91) 


WAC 315-11-662 TICKET VALIDATION REQUIREMENTS 
FOR INSTANT GAME NUMBER 66. (1) In addition to meeting all 
other requirements in these rules and regulations, to be a valid instant 
game ticket for Instant Game Number 66, all of the following valida- 
tion requirements apply: 
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(a) Exactly one play symbol must appear in each of the five play 
spots in the playfield on the front of the ticket. 

(b) Each play symbol must have a play symbol caption below it and 
each must agree with its caption. 

(c) Each of the four play symbol((s)) captions in the horizontal row 
shall have a prize symbol ((zbove)) below it. Each of the ((horizontał 
row-płay)) prize symbols shall also have a prize symbol caption ((fot- 
towing)) below it((s-play-symbol-captron)). 

(d) The display printing and the printed numbers, letters, and sym- 
bols on the ticket must be regular in every respect and correspond pre- 
cisely with the artwork on file with the director. The numbers, letters, 
and symbols shall be printed as follows: 


Play Symbols Play Symbol Font 
Prize Symbols Prize Symbol Font 
Captions Caption Font 


Validation Font 
Validation Font 
Validation Font 


Pack-Ticket Number 
Validation Number 
Retailer Verification Code 


(e) Each of the play symbols and its caption, the validation number, 
pack-ticket number and retailer verification code must be printed in 
black ink. 

(f) Each of the play symbols must be exactly one of those described 
in WAC 315-11-660(1) and each of the play symbol captions must be 
exactly one of those described in WAC 315-11-660(2). 

(g) Each of the prize symbols must be exactly one of those described 
in WAC 315-11-660(3) and each of the prize symbol captions must 
be exactly one of those described in WAC 315-11-660(4). 

(2) Any ticket not passing all the validation requirements in WAC 
315—10—070 and subsection (1) of this section is invalid and ineligible 
for any prize. 


NEW SECTION 


WAC 315-11-690 DEFINITIONS FOR INSTANT GAME 
NUMBER 69 ("GOLD RUSH"). (1) Play symbols: The following аге 
the "play symbols": "С> ;" "$1.00; 7"$2.00;" "$5.00; "$9.00;" 
"$18.00"; "$50.00"; "$100.00"; "$10,000." One of these play symbols 
appears in each of the six blocks under the scratch-off material cover- 
ing the game play data. 

(2) Play symbol captions: The small printed characters appearing 
below each play symbol which verify and correspond with that play 
symbol. The caption is a spelling out, in full or abbreviated form of the 
play symbol. One and only one of these captions appears under each 
play symbol. For Instant Game Number 69, the captions which corre- 
spond with and verify thc.play symbols are: 


PLAY SYMBOL CAPTION 
<> SNUGETS 
$1.00 ONE DOL 
$2,00 TWO DOL 
$5.00 FIV DOL 
$9.00 NIN DOL 
$18.00 EIGHTEN 
$50.00 $FIFTY$ 
$100.00 ONEHUND 
$10,000 TENTHOU 


: (3) Validation number: The unique nine-digit number on the front 
of the ticket. The number is covered by latex covering. 

(4) Pack-ticket number: The eleven-digit number of the form 
06900001-000 printed on the front of the ticket. The first eight digits 
of the pack-ticket number for Instant Game Number 69 constitute the 
"pack number" which starts at 06900001; the last three digits consti- 
tute the "ticket number" which starts at 000 and continues through 
399 within each pack of tickets. 

(5) Retailer verification codes: Codes consisting of small letters 
found under the removable covering on the front of the ticket which 
the lottery retailer uses to verify instant winners of $25.00 or less. For 
Instant Game Number 69, the retailer verification code is a three-let- 
ter code, with each letter appearing in a varying three of six locations 
beneath the removable covering and among the play symbols on the 
front of the ticket. The retailer verification codes are: 
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VERIFICATION CODE PRIZE 
ONE $ 1.00 
TWO $ 2.00 
FIV $ 5.00 
NIN $ 9.00 
EGN $18.00 


(6) Pack: A set of four hundred fanfolded instant game tickets sep- 
arated by perforations and packaged in plastic shrinkwrapping. 


NEW SECTION 


WAC 315-11-691 CRITERIA FOR INSTANT GAME NUM- 
BER 69. (1) The price of each instant game ticket shall be $1.00. 

(2) Determination of prize winning tickets: An instant prize winner 
is determined in the following manner: 

(a) The bearer of a ticket having the following play symbol in any 
three of the six spots beneath the removable covering on the front of 
the ticket shall win the following prize: 


Three $1.00 play symbols — Win $1.00 
Three $2.00 play symbols - Win $2.00 
Three $5.00 play symbols - Win $5.00 
Three $9.00 play symbols - Win $9.00 
Three $18.00 play symbols — Win $18.00 
Three $50.00 play symbols - Win $50.00 
Three $100.00 play symbols - Win $100.00 
Three — $10,000 play symbols - Win — $10,000 


(b) In any event, only the highest instant prize amount meeting the 
standards of (a) of this subsection will be paid on a given ticket. 

(3) No portion of the display printing nor any extraneous matter 
whatever shall be usable or playable as a part of the instant game. 

(4) The determination of prize winners shall be subject to the gen- 
eral ticket validation requirements of the lottery as set forth in WAC 
315-10-070, to the particular ticket validation requirements for !n- 
stant Game Number 69 set forth in WAC 315-11-692, to the confi- 
dential validation requirements established by the director, and to the 
requirements stated on the back of each ticket. 

(5) There will be a grand prize drawing held in conjunction with 
Instant Game Number 69. It will be conducted at a time and place 
and pursuant to procedures to be establishcd and announced by the di- 
rector. The prizes awarded at the grand prize drawing will be as 
follows: 


One $10,000 prize 
One $20,000 prize 
One $30,000 prize 
One $40,000 prize 
One $50,000 prize 
One $60,000 prize 
One $70,000 prize 
One 580,000 prize 
One $90,000 prize 
One $100,000 prize 


Qualifying entries from Instant Game Number 69 will be entered into 
the grand prize drawing. 

(а) To be eligible for entry into the grand prize drawings. an entrant 
must: : 

(i) Be eligible to win a prize pursuant to chapter 67.70 RCW and 
Title 315 WAC. 

(ii) Collect three tickets each of which have onc C> play symbol. 

(iii) Write or print legibly the entrant's name and address on each 
and every ticket. An entry containing more than one name shall be 
disqualified. 

(iv) Place the tickets in an envelope. An envelope which contains 
extraneous material or which has had the exterior altered for the ap- 
parent sole purpose of making the envelope more prominent shall be 
disqualified. 

(v) Mail the envelope with proper postage and a legible return ad- 
dress of the entrant to the address specified in the player's brochure, or 
deliver it in person during normal business hours to lottery headquar- 
ters or any of the regional offices at the address listed in the player's 
brochure. У 

(b) There is no limit to the number of entries a person тау submit, 
but each entry must be submitted in a separate envelope and both the 
entry and the entrant of each must meet the qualifications set forth 
above. 
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(c) An entry which contains one or more stolen tickets may be dis- 
qualified by the director. 

(d) A nonconforming entry, at the sole discretion of the director, 
may be disqualified. 

(e) The lottery shall not be responsible for any other material, in- 
cluding winning tickets, mailed or delivered to the "GRAND PRIZE 
DRAWING." All mail not drawn will be shredded unopened. 

(f) The lottery shall not be responsible for any entries mailed or 
delivered to the wrong address. 

(6) A preliminary drawing will be held to select fifty grand prize 
entries that will be retained and will be eligible for the grand prize 
drawing. Each of the entries selected at the preliminary drawing will 
be awarded a $1,000 prize. Entries received by the lottery at lottery 
headquarters by 5:00 p.m. local time on the last business day prior to 
the preliminary drawing shall be entitled to participation in the pre- 
liminary drawing. Entries received at one of the regional offices must 
arrive no later than 5:00 p.m. two business days prior to the date of the 
preliminary drawing to be eligible for participation in the preliminary 
drawing. The preliminary drawing will be conducted at a time and 
place and pursuant to procedures established and announced by the 
director. Entries selected during the preliminary drawing will be re- 
tained and will be eligible for the grant prize drawing provided they 
have not been disqualified pursuant to these rules. 

(7) Notwithstanding any other provisions of these rules, the director 
may: 

(a) Vary the length of Instant Game Number 69 and/or 

(b) Vary the number of tickets sold in Instant Game Number 69 in 
a manner that will maintain the estimated average odds of purchasing 
a winning ticket. 


NEW SECTION 


WAC 315-11-692 TICKET VALIDATION REQUIREMENTS 
FOR INSTANT GAME NUMBER 69. (1) A valid instant game 
ticket for Instant Game Number 69 shall meet all of the following 
validation requirements as well as all other requirements in these rules 
and regulations: 

(a) Exactly one play symbol must appear in each of the six rub-off 
spots on the front of the ticket. 

(b) Each of the six play symbols must have a caption below it and 
each must agree with its caption. 

(c) The display printing and the printed numbers, letters, and sym- 
bols on the ticket must be regular in every respect and correspond pre- 
cisely with the artwork on file with the director. The numbers, letters, 
and symbols shall be printed as follows: 


Play Symbols Play Symbol Font 
Captions Caption Font 
Pack-Ticket Number Validation Font 
Validation Number Validation Font 
Retail Verification Code Validation Font 


(d) Each of the play symbols and its caption, the validation number, 
pack-ticket number and retailer verification code must be printed in 
black ink. 

(e) Each of the play symbols must be exactly one of those described 
in WAC 315-11—690(1) and each of the captions must be exactly one 
of those described in WAC 315-11-690(2). 

(2) Any ticket not passing all the validation requirements in WAC 
315-10—070 and subsection (1) of this section is invalid and ineligible 
for any prize. 


NEW SECTION 


WAC 315-11-700 DEFINITIONS FOR INSTANT GAME 
NUMBER 70. ("ТІС-ТАС-ТОЕ MONEY MATCH") (1) Ticket 
configuration: The front of the ticket shall have two playfields. The 
playfield on the left side of the ticket shall be titled "Тіс-Тас-Тое." 
The playfield on the right side of the ticket shall be titled "Money 
Match." 

(2) Play symbols for the Тіс-Тас-Тое playfield: The following are 
the play symbols for Tic-Tac-Toe: "x" and "o". One of these symbols 
appears under each of the nine rub-off spots in the Tic-Tac Toe 
playfield. 

(3) Play symbol captions for the Tic-Tac-Toe playfield: The small 
printed characters appearing below each play symbol which correspond 
with and verify that play symbol. The caption contains five characters. 
The first character indicates the location of the play symbol in either 
column one, column two or column three. The second character 
repeats the play symbol. The last three characters represent the ticket 
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number. One and only one caption appears under each play symbol. 
An example of the play symbol captions for Instant Game Number 70 
Tic-Tac- Toe, follows: 


PLAY SYMBOL CAPTION (Example for ticket number 122) 
x 1х 122 (Play symbol in column 1) 
o 20122 (Play symbol in column 2) 
x 3x 122 (Play symbol in column 3) 


(4) Prize symbols for the Тіс-Тас-Тое playfield: The following are 
the prize symbols for Tic-Tac-Toe: "$1.00;" "$2.00; "$4.00;" 
"$8.00;" "$16.00;" "$40.00;" and "$2,500." One of these prize sym- 
bols appears under the prize box on the front of the ticket which has 
the word "PRIZE" printed on the latex covering. 

(5) Prize symbol captions for the Tic-Tac-Toe playfield: The small 
printed characters appearing below the prize symbol which verify and 
correspond with that prize symbol. The.caption is a spelling out, in full 
or abbreviated form, of the prize symbol. Only one caption appears 
under the prize symbol. For Instant Game Number 70 Тіс-Тас-Тое, 
the prize symbol captions which correspond with and verify the prize 
symbols are: 


PRIZE SYMBOL CAPTION 
$1.00 ONE DOL 
$2.00 TWO DOL 
$4.00 FOR DOL 
$8.00 EGT DOL 
$16.00 SIXTEEN 
$40.00 $FORTY$ 
$2,500 TWFIVHN 


(6) Play symbols for the Money Match playfield: The following are 
the play symbols for Money Match: "$1.00"; "$2.00"; "$4.00"; 
"$8.00"; "$16.00"; "$40.00"; and "$2,500." One of these play symbols 
appears in each of the six blocks under the scratch-off material cover- 
ing the game play data. 

(7) Play symbol captions for the Money Match playfield: The small 
printed characters appearing below each play symbol which verify and 
correspond with that play symbol. The caption is spelling out, in full or 
abbreviated form of the play symbol. One and only one of these cap- 
tions appears below each play symbol. For Instant Game Number 70 
Money Match, the captions which correspond with and verify the play 
symbols are: 


PRIZE SYMBOL CAPTION 
$1.00 ONE DOL 
$2.00 TWO DOL 
$4.00 FOR DOL 
$8.00 EGT DOL 

$16.00 SIXTEEN 
$40.00 $FORTY$ 
$2,500 TWFIVHN 


(8) Validation number: The unique nine-digit number on the front 
of the ticket. The number is covered by latex. 

(9) Pack-ticket number: The eleven-digit number of the form 
07000001—000 printed on the front of the ticket. The first three digits 
are the game identifier. The first three digits of the pack-ticket num- 
ber for Instant Game Number 70 constitute the "pack number" which 
starts at 07000001; the last three digits constitute the "ticket number" 
which starts at 000 and continues through 399 within each pack of 
tickets. 

(10) Retailer verification codes: Codes consisting of small letters 
found under the removable covering on the front of the ticket which 
the lottery retailer uses to verify instant winners of $25.00 or less. For 
Instant Game Number 70, each playfield shall have its own retailer 
verification code which shall correspond with the prize in that play- 
field. The retailer verification code is a three-letter code, with each 
letter appearing in a varying three of six locations beneath the remov- 
able covering and among the play symbols on each side on the front of 
the ticket. The retailer verification codes are: 


VERIFICATION CODE PRIZE 
ONE $ 1.00 
TWO $ 2.00 
FOR $ 4.00 
EGT $ 8.00 
SXT $16.00 
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(11) Pack: A set of four hundred fanfolded instant game tickets 
separated by perforations and packaged in a plastic bag or plastic 
shrinkwrapping. 


NEW SECTION 


WAC 315-11-701 CRITERIA FOR INSTANT GAME NUM- 
BER 70. (1) The price of each instant game ticket shall be $1.00. 

(2) Determination of prize winning tickets: An instant prize winner 
in the Тіс-Тас-Тое playfield is determined in the following manner: 
The bearer of a ticket having 3 "x" play symbols or 3 "o" play sym- 
bols in any row, column or diagonal beneath the removable covering on 
the front of the ticket shall win the prize shown in the prize box. 

(b) An instant prize winner in the Money Match playfield is deter- 
mined in the following manner: The bearer of a ticket having the fol- 
lowing play symbols in any three of the six spots beneath the remov- 
able covering in the Money Match playfield shall win the following 
prize: 


Three $1.00 play symbols — Win $1.00 
Three $2.00 play symbols - Win $2.00 
Three $4.00 play symbols — Win $4.00 
Three $8.00 play symbols — Win $8.00 
Three $16.00 play symbols — Win $16.00 
Three $40.00 play symbols — Win $40.00 
Three $2,500 play symbols — Win $2,500 


(3) No portion of the display printing nor any extraneous matter 
whatever shall be usable or playable as a part of the instant game. 

(4) The determination of prize winners shall be subject to the gen- 
eral ticket validation requirements of the lottery as set forth in WAC 
315-10-070, to the particular ticket validation requirements for In- 
stant Game Number 70 set forth in WAC 315-11-702, to the confi- 
dential validation requirements established by the director, and to the 
requirements stated on the back of each ticket. 

(5) Notwithstanding any other provisions of these rules, the director 
may: 

(a) Vary the length of Instant Game Number 70; and/or 

(b) Vary the number of tickets sold in Instant Game Number 70 in 
a manner that will maintain the estimated average odds of purchasing 
a winning ticket. 


NEW SECTION 


WAC 315-11-702 TICKET VALIDATION REQUIREMENTS 
FOR INSTANT GAME NUMBER 70. (1) In addition to meeting all 
other requirements in these rules and regulations, to be a valid instant 
game ticket for Instant Game Number 70 all of the following valida- 
tion requirements apply: 

(a) Each ticket must have а Тіс-Тас-Тое playfield on the left and а 
Money Match playfield on the right. 

(b) In the Tic- Tac-Toe playfield: 

(i) Exactly one Tic-Tac- Toe play symbol must appear under each 
of the nine rub-off spots in the Tic-Tac- Toe playfield on the front of 
the ticket. 

(ii) Each of the nine Tic-Tac Toe play symbols must have caption 
below and each must agree with its caption. 

(iii) Exactly one prize symbol must appear under the rub-off mate- 
rial covering the prize box on the front of the ticket. 

(iv) The prize symbol must have a caption below and it must agree 
with its caption. 

(c) In the Money Match playfield: 

(i) Exactly one Money Match play symbol must appear under each 
of the six rub-off spots in the Money Match playfield on the front of 
the ticket. 

(ii) Each of the six Money Match play symbols must have a caption 
below it, and each must agree with its caption. 

(2)(а) The display printing and the printed numbers, letters, and 
symbols on the ticket must be regular in every respect and correspond 
precisely with the artwork on file with the director. The numbers, let- 
ters, and symbols shall be printed as follows: 


Play Symbols Play Symbol Font 
Prize Symbols Prize Symbol Font 
Captions Caption Font 
Pack-Ticket Number Validation Font 
Validation Number Validation Font 
Retail Verification Code Validation Font 
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(b) Each of the play symbols and its caption, the validation number, 
pack-ticket number and retailer verification code must be printed in 
black ink. 

(c)(i) Each of the Тіс-Тас-Тое play symbols must be exactly one of 
those described in WAC 315-11-700(2). Each of the Money Match 
play symbols must be exactly one of those described in WAC 315-11- 
700(6). 

(d)(i) Each of the Tic-Tac-Toe play symbol captions must be ex- 
actly one of those described in WAC 315-11-700(3). . 

(ii) Each of the Money Match play symbol captions must exactly 
one of those described in WAC 315-11—700(7). 

(e) Each of the Tic-Tac-Toe prize symbols must be exactly one of 
those described in WAC 315-1 1-700(4). 

(f) Each of the Тіс-Тас-Тое prize symbol captions must be exactly 
one of those described in WAC 315-11-700(5). 

(3) Any ticket not passing all the validation requirements in WAC 
315-10-070 and subsections (1) and (2) of this section is invalid and 
ineligible for any prize. 


NEW SECTION 


WAC 315-10-080 RETAILER SETTLEMENT. (1) Each retail- 
er licensed with the Lottery after May 31, 1991 to sell instant tickets 
shall establish an account for deposit of monies derived from instant 
game sales with a financial institution that has the capability of elec- 
tronic funds transfer (EFT). Funds generated from the sale of instant 
tickets shall be held in trust by the retailer for the lottery. 

(2) Each retailer required to establish an account pursuant to this 
section shall make deposits periodically to that account sufficient to 
cover monies due the lottery. The director shall specify the days on 
which monies due shall be withdrawn by EFT. Monies not deposited 
by a specified day of withdrawal shall be overdue and delinquent. 


NEW SECTION 


WAC 315-06-095 PROMOTIONAL CONTESTS OF 
CHANCE. The director has the authority to conduct promotional 
contests of chance for the enhancement of ticket sales. 


AMENDATORY SECTION (Amending Order 96, filed 12/16/86) 


WAC 315-06-125 DEBTS OWED THE STATE. (1) The terms 
used in RCW 67.70.255 and these regulations are defined as follows: 

(a) Creditor — Any state agency or political subdivision of this state 
that maintains records of debts owed to the state or political subdivi- 
sion, or that the state is authorized to enforce or collect. 

(b) Debt — A judgment rendered by a court of competent jurisdic- 
tion or obligations established pursuant to RCW 50.20.190, ((74-82= 
74H)) 51.32.240, 51.48.140, 74.04.300, 74.204.040, and 74.20A.055 
or administrative orders as defined in RCW 50.24.110, 51.32.240, 51- 
.48.150, and 74.20A.020(6). 

(c) State — The state of Washington. 

(d) Two working days - Two days not to include Saturdays, Sun- 
days, and holidays as defined in RCW 1.16.050 commencing the day 
following the date the claim was validated by the lottery. 

(e) Verification — A facsimile or photo copy of a judgment or final 
order received by the lottery during the requisite two working day 
period. 

(2) Any creditor may submit, to the lottery, in a format specified by 
the director, data processing tapes containing debt information speci- 
fied by the director. Tapes which do not contain the required informa- 
tion or are not in the proper format will be returned to the creditor. 
The creditor submitting debt information tapes shall provide replace- 
ment tapes on a regular basis at intervals not to exceed one month or 
less than one week. The creditor shall be solely responsible for the ac- 
curacy of the information contained therein. 

(3) Creditors submitting data processing tapes to the lottery shall 
also submit the name or names of designated contact persons. 

(4) The lottery shall include the debt information submitted by the 
creditor in its validation and prize payment process. The lottery shall 
delay payment of a prize, exceeding six hundred dollars, for a period 
not to exceed two working days, to any person owing a debt to a cred- 
itor pursuant to the information submitted in subsection (2) of this 
section. The lottery shall make a reasonable attempt to contact the 
creditor's designated contact person(s) by phone, followed by written 
correspondence, to verify the debt. Three phone calls, excluding busy 
signals, shall constitute a reasonable attempt. The prize shall be paid 
to the claimant if the debt is not verified by the submitting creditor 
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within two working days. If the debt is verified, the prize shall be dis- 
bursed pursuant to subsection (6) of this section. 

(5) A creditor shall verify thc debt by submitting to the lottery at 
lottery headquarters in Olympia, Washington within the requisite two 
working day period, a facsimile or photocopy of a judgment or final 
order which is the basis for the debt. 

(6) Prior to disbursement, any verified debts owed to a creditor by 
the winner of any lottery prize excceding six hundred dollars shall be 
set off against the prize owing to thc winner. In the event a prize win- 
ner owes debts to more than one creditor, and the total prize is insuffi- 
cient to pay all debts, the set off shall be paid to the creditors on a pro 
rata basis based on the amount of debt owed to each creditor unless 
priority is established by statutc. 


AMENDATORY SECTION (Amending Order 103, filed 8/10/87) 


WAC 315-04-190 COMPENSATION. (1) Lottery retailers shall 
be entitled to a five percent discount from the retail price of the instant 
game tickets established by rule for cach game. 

(2) Lottery retailers authorized t сі! on-line tickets shall be enti- 
tled to a five percent discount from the total of gross on-line ticket 
sales less on-line ticket cancellations. 

(3) Lottery retailers may receive additional compensation through 
programs including but not limited to additional discounts, retailer 
games, retailer awards, and retailer bonuses. ((Fłre-totat additiomrat 


; )) 

(a) The commission must approve each such program prior to its 
implementation. 

(b) The director shall establish and publish the procedures necessary 
to implement any such program approved by the commission prior to 
initiation of the program. 

(4) The lottery, when selling instant or on-line tickets, as a lottery 
retailer, may use the proceeds from the five percent discount from the 
retail price of the tickets sold to pay fees or other charges associated 
with those sales. 


WSR 91-16-085 
PROPOSED RULES 
DEPARTMENT OF 
SERVICES FOR THE BLIND 
[Filed August 6, 1991, 2:00 p.m.] 


Original Notice. 

Title of Rule: WAC 67-25-005 Definitions and 67- 
25-030 Eligibility of services criteria. 

Purpose: Housekeeping. 

Statutory Authority for Adoption: Chapter 74.18 
RCW. 

Summary: Clarify language. 

Name of Agency Personnel Responsible for Drafting: 
Ken Patten, Assistant Director, 3411 South Alaska, 
Seattle, 721—4422; Implementation and Enforcement: 
Bonnie Jindra, Assistant Director, 521 East Legion, 
Olympia, 586-0275. 

Name of Proponent: Department of Services for the 
Blind, governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: WAC 67-25-005 added definitions, adaptive skills 
assessment and training; changed definition for blind or 
visually impaired to legal blindness; deleted prevocation- 
al services; and added visual impairment. WAC 67-25- 
030 added existence of a condition of legal blindness; 
and: added language about substantial handicap to 
employment. 

Proposal does not change existing rules. 
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No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 
Hearing Location: Lilac Blind Foundation, North 
1212 Howard, Spokane, WA 99207, on September 14, 
1991, at 1:30 p.m. 
Submit Written Comments to: Bonnie Jindra, by Sep- 
tember 9, 199]. 
Date of Intended Adoption: September 14, 1991. 
August 6, 1991 
Bonnie Jindra 
Assistant Director 
Administration 


AMENDATORY SECTION (Amending Order 85-02, filed 3/1/85) 


WAC 67-25-005 DEFINITIONS. (1) "Accepted for services" 
shall mean that the department has determined that the applicant has 
been certified as eligible to receive vocational rehabilitation services. 

(2) "Act" means the Rehabilitation Act of 1973 (29 U.S.C. chapter 
16). 


(3) "Adaptive skills assessment and training" includes assessment 
and training in the skills which are necessary for blind persons to 
function independently in all settings as distinguished from the voca- 
tional skills necessary to perform a specific occupation. The adaptive 
Skills assessment and training provided by the department include 
communications, personal management, orientation and mobility, per- 
sonal adjustment, home management, activities of daily living, and cli- 


ent's use of residual vision. 

(4) "Applicant" shall mean an individual who. has submitted to the 
department a letter or application requesting vocational rehabilitation 
services which: 

(a) Has been signed by the individual, his/her parents or guardian 
or other representative; and 

(b) Sets forth the name, address, age, sex, and nature of disability of 
the requesting individual and source of referral. 


(((4)— Bind-or-visuatty-impaired^-for-purposes-of-this-chapter-is-a 
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błmdness: 

(5) "Client" shall mean any handicapped individual: 

(a) Who has applied for services from the department; and 

(b) For whom services have not been denied or terminated by the 
department. 

(6) "Department of services for the blind" shall mean the legal au- 
thority in its entirety: 

(a) "Advisory council" shall mean the members appointed by the 
governor as the advisory body. 

(b) "Department" shall mean the agency which carries out the op- 
erations of the Washington department of services for the blind. 

(7) "Director," except when the context indicates otherwise, means 
the director of the department of services for the blind. 

(8) "Eligible" or "eligibility," when used in relation to an individu- 
al's qualification for vocational rehabilitation services, refers to a certi- 
fication that: 

(a) The individual ((has-błimdness and-may-ałsohave)) is blind or 
visually impaired; 

(b) Has a physical or mental disability which for such individual 
constitutes or results in a substantial handicap to employment; and 

((€53)) (c) Vocational rehabilitation services may reasonably be ex- 
pected to benefit the individual in terms of employability. 

(9) "Employability" ((refers-to)) means a determination that with 
the provision of vocational rehabilitation services, the individual is 
likely to ((enabte-ar-individuatto)) enter or retain as a primary objec- 
tive, full time employment, or if appropriate, part time employment, 
consistent with ((hts/her)) the capacities ((and)) or abilities of the in- 
dividual in the competitive labor market; the practice of a profession; 
self-employment; homemaking; farm or family work (including work 
for which payment is in kind rather than in cash); sheltered employ- 
ment; ((homebound)) home based employment; or other gainful work. 
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(10) "Evaluation of rehabilitation potential" means, as appropriate, 
in each case: 

(a) A preliminary diagnostic study to determine: 

(i) That an individual has blindness ((and-may-atso-have)) or visual 
impairment and a physical or mental disability which for such individ- 
ual constitutes or results in a substantial handicap to employment; and 

(ii) That vocational rehabilitation services may reasonably be ex- 
pected to benefit the individual in terms of employability, and that the 
individual is eligible therefore for vocational rehabilitation services; 

(b) A thorough diagnostic study consisting of a comprehensive eval- 
uation of pertinent factors, which bear on the individual's handicap to 
employment and rehabilitation potential, and an appraisal of the indi- 
vidual's work behavior and ability to develop work patterns suitable for 
successful job performance in order to determine which vocational re- 
habilitation services may be of benefit to the individual in terms of 
employability; 

(c) Any other goods or services provided for the purposes of ascer- 
taining the nature of the handicap and whether it may reasonably be 
expected that the individual can benefit from vocational rehabilitation 
services in terms of employability; 

(d) The provision of vocational rehabilitation services to an individ- 
ual for a total period of extended evaluation not in excess of eighteen 
months for the purpose of determining whether such individual is a 
handicapped individual for whom a vocational goal is feasible, includ- 
ing the initiation and continuing development of an individual written 
rehabilitation program, and a periodic assessment of the results of the 
provision of such services to ascertain whether an individual is an eli- 
gible individual for whom a vocational goal is feasible. 

(11) "Family member" or "member of the family" means: 

(a) Any relative by blood or marriage of a handicapped individual; 
and 

- (b) Other individuals living in the same household with whom the 
handicapped individual has a close interpersonal relationship. 

(12) "Handicapped individual" means an individual: 

(a) Who has a physical or mental disability which for such individ- 
ual constitutes or results in a substantial handicap to employment; and 

(b) Who is expected to benefit in terms of employability from the 
provision of vocational rehabilitation services, or for whom an extended 
evaluation of rehabilitation potential is necessary for the purpose of 
determining whether he might benefit in terms of employability from 
the provision of vocational rehabilitation services. 


(13) Lega! blindness for purposes of this chapter is a physical dis- 
ability defined as follows: 

Central visual acuity of 20/200 or less in the better eye with cor- 
recting lenses or a field defect in which the peripheral field has con- 


tracted to such an extent that the widest diameter of visual field sub- 
tends an angular distance of no greater than 20°. 

(14) "Medical consultant" shall mean a physician licensed pursuant 
to chapters 18.57 and 18.71 RCW employed by the department to 
provide consultation to rehabilitation counselors and rehabilitation 
teachers concerning the medical aspects of rehabilitation, usually re- 
viewing and discussing medical problems of individual clients. 

((6-43)) (15) “Ophthalmological consultant" shall mean a physician 
licensed pursuant to chapters 18.57 and 18.71 RCW specializing in 
diseases of the eye employed by the department to provide consultation 
to rehabilitation counselors and rehabilitation teachers regarding pro- 
cedures and prognosis relating to eye conditions. 

((683)) (16) "Physical and mental restoration services" means 
those services which are necessary to correct or substantially modify 
within a reasonable period of time a physical or mental condition 
which is stable or slowly progressive. 

((€46))) (17) "Physical or mental disability" means а physical or 
mental condition which materially limits, contributes to limiting or, if 
not corrected, will probably result in limiting an individual's activities 
or functioning. The term "physical disability" includes blindness 
and/or visual impairment. 

((€33)) (18) "Public safety officer" means a person serving the 
United States or a state or unit of general local government, with or 
without compensation, in any activity pertaining to: 

(a) The enforcement of the criminal laws, including highway patrol, 
or the maintenance of civil peace by the national guard or the armed 
forces; 

(b) A correctional program, facility, or institution where the activity 
is potentially dangerous because of contact with criminal suspects, de- 
fendants, prisoners, probationers, or parolees; 


[89] 


WSR 91-16-085 


(c) A court having criminal or juvenile delinquent jurisdiction where 
the activity is potentially dangerous because of contact with criminal 
suspects, defendants, prisoners, probationers, or parolees; 

(d) Firefighting, fire prevention, or emergency rescue missions. 

((€83)) (19) "Referral" is defined as any individual who applied or 
has been referred to a department office by letter, telephone, direct 
contact or by any other means for whom the minimum information has 
been furnished: 

(a) Name and address; 

(b) Disability; 

(c) Age and sex; 

(d) Date of referral; and 

(e) Source of referral. 

((693)) (20) "Rehabilitation facility" means a facility which is op- 
erated for the primary purpose of providing vocational rehabilitation 
services to handicapped individuals and which provides one or more of 
the following services for handicapped individuals: 

(a) Vocational rehabilitation services which shall include under one 
management, medical, psychological, social, and vocational services; 

(b) Testing, fitting, or training in the use of prosthetic and orthoptic 
devices; 

(c) Prevocational conditioning or recreational therapy; 

(d) Physical and occupational therapy; 

(e) Speech and hearing therapy; 

(f) Psychological and social services; 

(g) Evaluation of rehabilitation potential; 

(h) Personal and work adjustment; 

(i) Orientation and mobility training and other adjustment services; 

(j) Braille instruction; 

(k) Evaluation or control of specific disabilities; 

(1) Transitional or extended employment for those handicapped in- 
dividuals who cannot be readily absorbed in the competitive labor 
market provided that all medical and related health services must be 
prescribed by, or under the formal supervision of, persons licensed to 
prescribe or supervise the provision of such services in the state. 

((28)) (21) "Rehabilitation teacher" (RT) shall refer to an em- 
ployee of the department who has responsibility to determine eligibili- 
ty, and to develop and implement individual written rehabilitation pro- 
grams leading to a vocational outcome of homemaker. The full range 
of vocational rehabilitation services may be provided or purchased as 
determined by the needs of the individual written rehabilitation 
program. 

((€21)) (22) "Similar benefits" is a financial resource for which a 
client is legally qualified, or entitled, or meets the criteria for obtaining 
without undue contingencies. The financial resource must be an orga- 
nized, ongoing form of service or financial assistance, whether public 
or private. It must be free or may require a deductible, coinsurance 
feature, token payment or personal claim. 

((€22)—ÀPrevocatronat-services?-includes-assessmrent-amd-traming-in 
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(23) "Substantial handicap to employment" means that a physical 
or mental disability (in light of attendant medical, psychological, vo- 
cational, educational, and other related factors) impedes an individu- 
al's occupational performance, by preventing his/her obtaining, retain- 
ing, or preparing for employment consistent with his/her capacities 
and abilities. 


(24) Visual impairment for the purpose of this chapter is a physical 
disability defined as follows: Visual acuity in the best eye between 20/ 
200 and 20/70 with correction; or angle of vision subtends between 
20? and 30°, or severe functional visual problem; or a progressive con- 


dition which ultimately will lead to a visual handicap or to blindness. 
(25) "Vocational rehabilitation counselor" (VRC) shall refer to an 


employee of the department who has direct responsibility for providing, 
or supervising the provision of all vocational rehabilitation services to a 
client of the department. 

((€253)) (26) "Vocational rehabilitation services," shall mean any of 
the following: 

(a) Any goods or services provided to a client that is likely to enable 
him/her to enter or retain employment consistent with his/her capaci- 
ties and abilities in the competitive labor market. 

(b) Any goods or services provided to a client for the purpose of ex- 
tended evaluation to determine his/her rehabilitation potential. 
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(c) The establishment, construction, development, operation, and 
maintenance of workshops and rehabilitation facilities. 

(d) The provision of any facilities and services which promise to 
contribute substantially to the rehabilitation of a group of individuals 
but which are not related directly to the rehabilitation program. 

((€26))) (27) "Workshop" means a rehabilitation facility, or that 
part of a rehabilitation facility, engaged in a production or service op- 
eration and which is operated for the primary purpose of providing 
gainful employment or professional services to the handicapped as an 
interim step in the rehabilitation process for those who cannot be 
readily absorbed in the competitive labor market or during such time 
as employment opportunities for them in the competitive labor market 
do not exist. 

AMENDATORY SECTION (Amending Order 83-08, filed 
12/15/83) 


WAC 67-25-030 ELIGIBILITY FOR SERVICES—CRITE- 
RIA. (1) Eligibility shall be based only upon: 


(a) The existence of a condition of legal blindness or visual impair- 
ment as defined in WAC 67-25-005; 


(b) The presence of a physical or mental disability which for the in- 
dividual constitutes or results in a substantial handicap to employment; 
and 

((€63)) (c) A reasonable expectation that vocational rehabilitation 
services may benefit the individual in terms of employability. 

(2) Persons ((foumd-eligibie strat hravc—a primary disabitity-of-blind= 
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appropriate)) who are found to be blind or visually impaired and who 
also have a physical or mental disability which for that person consti- 
tutes or results in a substantial handicap to employability, but for 
whom the usual scope of services offered by the department are not 
expected to benefit the individual in terms of employability may be re- 


ferred to other service providers or may be provided services through a 
((coordinated)) cooperative plan with other service providers. 

(3) Eligibility requirements will be provided by the department 
without regard to sex, race, age, creed, color, or national origin of the 
individual applying for service. 

(4) No person or group of persons shall be found ineligible for ser- 
vices solely on the basis of type of disability. 

(5) No person shall be found ineligible for services solely on the ba- 
sis of аре. 

(6) No person shall be found ineligible for services based on resi- 
dence requirement, durational or other. 


WSR 91-16-086 
PROPOSED RULES 
MARITIME COMMISSION 
[Filed August 7, 1991, 9:03 a.m.] 


Original Notice. 

Title of Rule: Amended vessel assessment schedule 
and cleanup contractor approval requirements. 

Purpose: To raise assessment revenues to provide suf- 
ficient funds to pay cleanup contractor retainer charges, 
around the clock communications, routine communica- 
tion expenditures, including emergency oil spill drill re- 
sponse and 24—hour emergency containment and cleanup 
in the waters of the state of Washington pursuant to 
RCW 88.44.100. 

Other identifying information: See WSR 91-02-005. 

Statutory Authority for Adoption: RCW 88.44.100. 

Statute Being Implemented: Chapter 88.44 RCW. 

Summary: WAC 318-04-030 Assessments is being 
amended in order to increase revenues to provide the 
services required by RCW 88.44.100 and WAC 318-05- 
010 et. seq. added to implement requirements for ap- 
proval of cleanup contractors. 
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Reasons Supporting Proposal: Revenues collected un- 
der WAC 318-04-030 have proven inadequate to meet 
necessary Washington State Maritime Commission's ex- 
penditures to provide those services required by RCW 
88.44.100. Clarification of cleanup contractor require- 
ments is needed. 

Name of Agency Personnel Responsible for Drafting: 
Richard W. Buchanan, Rules Coordinator, Seattle, 
Washington, (206) 623-4990; Implementation: 
Washington State Maritime Commission, Seattle, 
Washington, (206) 448—7557; and Enforcement: G. A. 
(Geir) Sylte, Treasurer, Washington State Maritime 
Commission, Seattle, Washington, (206) 448-7757. 

Name of Proponent Washington State Maritime 
Commission, governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: RCW 88.44.100 requires the Washington State 
Maritime Commission to levy assessments on all vessels 
transiting waters of the state of Washington unless they 
are specifically exempt under RCW 88.44.101(5) or 
show alternate compliance. The assessments are, at a 
minimum, to be capable of covering commission ex- 
penses and generating a substantial cleanup fund within 
4 years. The current assessment schedule, WAC 318- 
04-030 which became effective on January 1, 1991, has 
proven inadequate to meet the statutory requirements. 
Therefore, in order to comply with the mandates of 
chapter 88.44 RCW, the assessment schedule is being 
amended in order to increase current revenues. RCW 
88.44.100 authorizes the Washington State Maritime 
Commission or the Department of Ecology to officially 
recognize qualified private cleanup contractors. It is 
necessary for the commission to adopt minimum qualifi- 
cation standards consistent with proposed rules pub- 
lished by the Department of Ecology in WAC 173-181- 
090, et. seq. 

Proposal Changes the Following Existing Rules: The 
proposed rule will amend WAC 318-04-020 and 318- 
04-030. WAC 318-04-020 will be amended to define 
certain additional classes of vessels subject to assess- 
ment. WAC 318-04-030 will be amended to reflect а 
modified assessment schedule. WAC 318-05-010, et. 
seq., will add additional rules on cleanup contractors. 

Small Business Economic Impact Statement: The 
proposed assessment rule will have some economic im- 
pact on the majority of the maritime shipping industry, 
in that they will be receiving and paying increased as- 
sessment invoices when their vessels enter Washington 
waters. It is not anticipated that the proposed rule will 
have any different impact on small businesses than the 
current rules. The smallest commercial vessels, 300 gross 
tons and under, and certain other vessels and their own- 
ers/operators are exempt from assessment under the 
statute and proposed rules and will not be affected unless 
they voluntarily ask to be covered in return for assess- 
ment payments. The increases will apply to most com- 
mercial vessels over 300 gross tons carrying oil as fuel or 
cargo. However, the assessments are tiered to size of 
vessel or quantity of oil carried or capable of carriage, so 
that the smaller vessels and their owner/operators pay 
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much less than the largest tankers. The rules as to ap- 
proved contractors will only serve to clarify an ambigu- 
ous requirement. There is a negligible administrative 
impact at worst from the amended rules. No additional 
reporting, record keeping or compliance procedures will 
be required by the rules as compared to those already in 
place. The effected vessels, owners or operators already 
keep records of arrivals and departures from 
Washington waters and the times when its tankers or 
tanker barges load or discharge oil cargoes in this state. 
Even the small businesses already have employees pro- 
cessing commission invoices and issuing checks, so the 
additional administrative requirement of the rule to issue 
one or more larger monthly checks to the Maritime 
Commission would be de minimis. No additional per- 
sonnel or professional expertise will be required to com- 
ply with the amended rule. It is estimated that the type 
of bookkeeping employee needed to process the commis- 
sion's invoices would earn not to exceed $10 per hour, 
and that no more than 1/10 of an hour would be needed 
to process such invoice(s) and cut a check. 

Hearing Location: Port of Seattle, Commissioner's 
Meeting Room, 3rd Floor, Pier 66, Seattle, Washington 
98121, on September 11, 1991, at 9:00 a.m. 

Submit Written Comments to: Richard W. Buchanan, 
Rules Coordinator, c/o LeGros, Buchanan, Paul & 
Whitehead, 2500 Columbia Center, 701 5th Avenue, 
Seattle, WA 98104—7098, by September 4, 1991. 

Date of Intended Adoption: September 12, 1991, or 
upon approval by the Office of Marine Safety. 

August 6, 1991 
Richard W. Buchanan 
Rules Coordinator 


AMENDATORY SECTION (Amending WSR 91-02-005, filed 
12/21/90) 


WAC 318-04-020 DEFINITIONS Unless the context clearly re- 
quires otherwise, the definitions in this section apply throughout these 
rules. 

"Tanker Barge" is a vessel as defined by RCW 88.44.010(15) which 
is not self-propelled and is designed, constructed or adapted primarily 
to carry, or carries oil, as defined by RCW 88.44.010(6), in bulk as 
cargo or cargo residue. 

"Tanker Vessel" — is a vessel as defined by R.C.W. 88.44.010(15) 
which is self-propelled and designed, constructed or adapted primarily 
to carry or carries oil, as defined by R.C.W. 88.44.010(6), in bulk as 
cargo or cargo residue. 


"Small Tanker Vessel" - is a vessel as defined by R.C.W. 
88.44.010(15), of 300 gross registered tons or less, which is self-pro- 
pelled and designed, constructed or adapted primarily to carry or car- 
ries oil, as defined by R.C.W. 88.44.010(6), in bulk as cargo or cargo 
residue which voluntarily pays assessments under WAC 318-04-030 


and submits to the provisions of R.C.W. Chapter 88.44. 
"Dry Cargo Barge" is a vessel as defined by R.C.W 88.44.010(15) 


which is not self-propelled, but because it is not designed, constructed 
or adapted primarily to carry oil, is not a tanker barge. To be subject 
to assessment, the dry cargo barge must be carrying oil solely to fuel 
barge machinery or mobile equipment carried as cargo. 

"Non-tanker Vessel" is a vessel as defined by R.C.W. 88.44.010(15) 
which is neither a tanker barge, a tanker vessel, nor a dry cargo barge. 

"Maximum Capacity" is the volume of oil, as defined by R.C.W. 
88.44.010(6) that a tanker barge or tanker vessel is capable of carrying 
when fully loaded as designed, constructed or adapted. 


Reviser's note: RCW 34.05.395 requires the use of underlining and 
deletion marks to indicate amendments to existing rules. The rule pub- 
lished above varies from its predecessor in certain respects not indicat- 
ed by the use of these markings. 
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AMENDATORY SECTION (Amending WSR 91-02-005, filed 
12/21/90) 

WAC 318-04-030 ASSESSMENTS Effective Затчату-5-399- 
September 12, 1991 or upon approval by the Office of Marine Safety, 
whichever is later (except as provided below in this subsection), there 
is hereby levied by the Washington State Maritime Commission upon 
all nonexempt vessels, as defined by R.C.W. 88.44.010(15) and WAC 
318-04-020, which transit upon the waters of this state and upon 
small tanker vessels, or the owners or operators thereof, an assessment 
in the following amounts: 


(A) On Tanker Barges whose maximum capacity is: 


Rate 
(1) 0 to 28,999 bbls 5-—38:00 
$ 68.00 
(2) 29,000 to 44,999 bbls $—48-60 
$ 78.00 
(3) 45,000 to 59,999 bbls 5-60:80 
$ 97.00 
(4) 60,000 to 79,999 bbls 5-15-89 
$ 122.00 
(S) 80,000 and over $—94-00 
$ 152.00 
(B) On Tanker Vessels Carrying Oil as Cargo 
| Rate 
(1) Ө 0 to 300 Gross Registered Tons — 
On Small Tanker Vessels $ 25.00 
{h (2) 301 to 9,999 Gross Reg. Tons 7 
$ 1,620 
(3) 10,000 Gross Reg. Tons 
and over A 
$ 3240 


(C) On Tanker Vessels When Not Carrying Oil as Cargo, but 
While Carrying Other Liquid or Semi-Liquid Cargoes 


Rate 
(1) 306 301 - 500 gross reg. tons $—45:00 
$ 73.00 
(2) 501 - 1,000 Gross Reg. Tons 5—60-06 
$ 97.00 
(3) 1,001 - 4,999 Gross Reg. Tons $—375-00 
$ 122.00 

(4) 5,000 Gross Reg. Tons 
and over $—106-08 
$_162.00 
(D) On Dry Cargo Barges (not Tanker Barges) 

Rate 

` $ 7300 


(E) On Non-tanker Vessels Carrying Oil as Fuel for Propulsion 
Machinery 


Rate 
(1) 300 301 - 500 Gross Reg. Tons n 
$ 73.00 
(2) 501 - 1,000 Gross Reg. Tons 5—60:90 
$ 97.00 
(3) 1,001 — 4,999 Gross Reg. Tons $—15-00 
$ 122.00 
(4) 5,000 Gross Reg. Tons 
and over 5—100-00 
$ 162.00 


The assessment levied on all vessels, or the owners or operators 
thereof, which transit upon the portion of the Columbia River that 
runs between the states of Washington an Oregon, shall be effective on 
and after January 1, 1992. 


Reviser's note: The typographical error in the above section oc- 
curred in the copy filed by the agency and appears in the Register 
pursuant to the requirements of RCW 34.08.040. 


Reviser's note: RCW 34.05.395 requires the use of underlining and 
deletion marks to indicate amendments to existing rules. The rule pub- 
lished above varies from its predecessor in certain respects not indicat- 
ed by the use of these markings. 
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NEW SECTION 


WAC 318-05-010 CONTRACTOR STANDARDS (1) Арргоу- 


al is required for all primary response contractors, i.e., response con- 
tractors that contract directly with a plan holder to provide oil spill 
containment and cleanup services as part of a plan. 

(2) Primary response contractors shall be approved by the Maritime 
Commission, subject to the following conditions: А 

(а) Equipment, equipment maintenance and location, equipment and 
personnel deployment readiness must be verifiable by Commission in- 
spection. Any resources not on site at the time of an inspection must be 
accounted for by company records. Approval of equipment location 
and of personnel readiness shall require capability of a one hour call 
out time in which personnel must be able to begin mobilization of re- 
sponse efforts and equipment readiness shall include being available 
and able to be deployed to a spill site without delay, not counting nor- 
mal maintenance and repairs; 

(b) Response personnel shall comply with all appropriate safety and 
training requirements listed in WAC 296-62-300. Training records 
may be audited for verification; and 

(c) Determination of an acceptable company safety history by re- 
view of pertinent records on a case-by-case, best professional judg- 
ment basis. Lack of a safety history will not be grounds for denying 
approval. 


Reviser's note: The unnecessary underscoring in the above section 
occurred in the copy filed by the agency and appears in the Register 
pursuant to the requirements of RCW 34.08.040. 


NEW SECTION 


WAC 318-05-020 CONTRACTOR APPROVAL INFORMA- ` 


TION REQUIRED To determine approval, the following items shall 
be submitted to the Commission: 

(1) Contractor's name, UBI number, address and phone number; 

(2) Response capability, including geographic area of response cov- 
erage, with any exclusions; 

(3) The types of oil and media (e.g., marine, fresh water or land) 
the contractor is willing and able to respond to: 

(4) An organizational diagram depicting chain of command; 

(5) A call-down list within the organization as described in WAC 
173-181-050 (11)(a)(i) and (iii); 

b 


6) АП information described in WAC 173-181-050 (12)(a), 
and (d) and (13)(a); 


(7) A list of all OSHA/WISHA citations and reports, lost-time ac- 
cidents and accident claims related to oil spill response operations for 
the last five years. Any applicant with less than five years under their 
current business name or organization shall provide a listing of any oil 
spill response contract businesses owned or operated by the principals 
in the new company within the last five years including a brief de- 
scription of the company(ies) and their safety history information 
listed above; and 


(8) The Description and location of dedicated cleanup equipment. 


Reviser's note: The unnecessary underscoring in the above section 
occurred in the copy filed by the agency and appears in the Register 
pursuant to the requirements of RCW 34.08.040. 


NEW SECTION 


WAC 318-05-030 SUBMITTAL OF CONTRACTOR AP- 
PROVAL APPLICATIONS (1) Three copies of the contractor's ap- 


proval application shall be delivered to: 


Spill Management, Response Contract or Approval 
Washington State Maritime Commission 

c/o Mr. Hal Schuyler, Chairman 

5100 AT&T Gateway Tower 

700 Fifth Avenue 


Seattle, Washington 98104 


(2) Applications may be submitted at any time before or after 
adoption of this regulation. If submitted with a copy of a proposed 
contingency plan, the information required pursuant to WAC 318-04- 
110 shall be presented separately. 


Reviser's note: The unnecessary underscoring in the above section 
occurred in the copy filed by the agency and appears in the Register 
pursuant to the requirements of RCW 34.08.040. 
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NEW SECTION 


WAC 318-05-040 CONTRACTOR APPLICATION REVIEW 
(1) The Commission shall have forty-five calendar days to review each 
application for primary response contractor approval. If the Commis- 
sion determines that an application is incomplete, the submitter shall 
be notified of deficiencies. The forty-five day review period shall begin 
when the application is complete. 

(2) An application shall be approved if it meets the conditions spec- 
ified in WAC 318—05—010 and 318-05-020. 

(3) The Commission shall notify the applicant that the application 
has been approved/not approved within ten working days after the re- 
view is completed. 

(a) If the application is approved, the contractor shall receive а 
written approval describing the terms of approval, including expiration 


dates. 


(b) If the application is not approved, the contractor shall receive a 
written explanation of the factors resulting in disapproval and a list of 
actions to be taken to gain approval. The contractor may not act as à 
primary response contractor for a facility contingency plan until ap- 
proved by the Commission or Department of Ecology. 

(c) If the application is not approved, the contract shall have ten 
working days after notification to appeal the decision. Appeals shall be 
ruled on by the full Commission. 

(d) Approval of a response contractor by the Commission does not 
constitute an express assurance regarding the adequacy of the contrac- 
tor nor constitute a defense to liability imposed under state law. 

(4) Response contractor approvals shall be reviewed by the Com- 
mission or Department of Ecology every two years pursuant to WAC 
318-05-030 or WAC 173-181-094. Reapproval applications shall be 
submitted a minimum of sixty calendar days in advance of the approv- 
al expiration date. 


Reviser's note: The unnecessary underscoring in the above section 
occurred in the copy filed by the agency and appears in the Register 
pursuant to the requirements of RCW 34.08.040. 


NEW SECTION 


WAC 318-05-050 SEVERABILITY If any provision of this 
chapter is held invalid, the remainder of the rule is not to be affected. 


Reviser's note: The unnecessary underscoring in the above section 
occurred in the copy filed by the agency and appears in the Register 
pursuant to the requirements of RCW 34.08.040. 


WSR 91-16-087 
PROPOSED RULES 
PUGET SOUND 
AIR POLLUTION CONTROL AGENCY 
[Filed August 7, 1991, 9:35 a.m.] 


Original Notice. 

Title of Rule: Amend Article 13 of Regulation I. 

Purpose: To upgrade the regulation to reflect recent 
changes to the Washington Clean Air Act, and to make 
minor housekeeping changes to improve legibility. 

Other Identifying Information: Article 13 pertains to 
solid fuel burning device standards. 

Statutory Authority for Adoption: Chapter 70.94 
RCW. 

Statute Being Implemented: RCW 70.94.141. 

Summary: Amendments would incorporate new provi- 
sions enacted under ESHB 1028 and would improve leg- 
ibility of the regulation. 

Reasons Supporting Proposal: Existing regulations are 
out of date and difficult to read. 

Name of Agency Personnel Responsible for Drafting: 
Naydene Maykut, 200 West Mercer Street, Room 205, 
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Seattle, 98119, 296—7467; Implementation and Enforce- 
ment: Jim Nolan, 200 West Mercer Street, Room 205, 
Seattle, 98119, 296—7467. 

Name of Proponent: Puget Sound Air Pollution Con- 
trol Agency, governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: The proposal would rescind some unnecessary def- 
initions, incorporate some of the recent amendments to 
the Washington Clean Air Act, and make minor house- 
keeping changes to the regulation to improve legibility. 
The statement of policy in section 13.01 would be 
amended to state that the Puget Sound Air Pollution 
Control Agency board of directors intends to encourage 
the replacement of uncertified wood stoves with cleaner 
heating alternatives. 

Proposal Changes the Following Existing Rules: The 
changes would reflect statutory languages as adopted in 
ESHB 1028 on May 15, 1991. An addition was made to 
the policy statement to encourage the replacement of 
uncertified wood stoves with cleaner heating alternatives. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Locations: Bremerton City Hall, Council 
Chambers, 239 Fourth Street, Bremerton, 98310, on 
September 12, 1991, at 9:30 a.m.; and Seattle Center 
House, Conference Room "A", Seattle, 98119, on Sep- 
tember 26, 1991, at 9:00 a.m. 

Submit Written Comments to: Anita Frankel, 200 
West Mercer Street, Room 205, Seattle, WA 98119, by 
August 31, 1991. 

Date of Intended Adoption: September 26, 1991. 

August 1, 1991 
Naydene Maykut 
Senior Air Quality Scientist 


AMENDATORY SECTION 
REGULATION 1 SECTION 13.01 POLICY AND PURPOSE 


The Board of Directors of the Puget Sound Air Pollution Control 
Agency declares it to be the public policy of the Agency to control and 
reduce air pollution caused by woodstove emissions. It is the Agency's 
policy to reduce woodstove emissions by encouraging the continued ef- 
forts to educate the public about the effects of woodstove emissions, 
other heating alternatives, and the desirability of achieving better 
emission performance and heating efficiency from woodstoves pursuant 
to the emissions performance standards as adopted by the Department 
of Ecology. 11 is further the policy of the Board to encourage the re- 
placement of uncertified woodstoves with cleaner sources of heat. 

The Board encourages cities, towns and counties within its jurisdic- 
tion to adopt woodsmoke control programs including enhanced public 
education and abatement ordinances and assist in the enforcement of 
this Regulation during declared air quality episodes and periods of im- 
paired air quality. Nothing in this Regulation shall be construed to 
impair the right of any city, town or county to adopt and enforce 
woodsmoke abatement ordinances. 


AMENDATORY SECTION 
REGULATION 1 SECTION 13.02 DEFINITIONS 


(a) ADEQUATE SOURCE OF HEAT means the ability to maintain 709 F 
at a point 3 feet above the floor in all normally inhabited areas of a 
dwelling. 


(tb) eerten- means -that-2—woodstove-meetscemission perform- 
anee-standards—when-tested-by—an-aceredited independent Hrboratory 
according to EPA-or DEQ procedures: 
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“((6Ө)) (b) FIRST STAGE OF IMPAIRED AIR QUALITY means a condition 
declared by the ((Bepartment-of-Ecology-or-the-A:r-Poliution)) Con- 
trol Officer ((whenever)) when particulates 10 microns and smaller in 
diameter are at an ambient level of 75 micrograms per cubic meter 
measured on a 24—hour average or when carbon monoxide is at an 
ambient level of 8 parts of contaminant per million parts of air by vol- 
ume measured on an 8-hour average. 

((е))) (с) SECOND STAGE OF IMPAIRED AIR QUALITY means а condi- 
tion declared by the ((Bepartment of Ecołogy-orthe Atr Połłution) ) 
Control Officer ((whenever)) when particulates 10 microns and smaller 
in diameter are at an ambient level of 105 micrograms per cubic meter 
measured on а 24—hour average. 

((ӨҺ))) (d) SEASONED WOOD means wood of any species that has 
been sufficiently dried so as to contain 20% or less moisture by weight. 

((ӨЭ)) (e) SOLID FUEL BURNING DEVICE (same as solid fuel heating 
device) means a device that burns wood, coal or any other nongaseous 
or nonliquid fuels, and includes any device burning any solid fuel used 
for aesthetic or space-heating purposes in a private residence or com- 
mercial establishment, which has a heat input less than 1 million Btu 
per hour. 

((G3)) (0 TREATED WOOD means wood of any species that has been 
chemically impregnated, painted or similarly modified. 


(yw 


AMENDATORY SECTION 
REGULATION I SECTION 13.04 PROHIBITED FUEL TYPES 


A person shall not cause or allow any of the following materials to 
be burned in a solid fuel burning device: 

(1) Garbage; 

(2) Treated wood; 

(3) ((Ptastic)) Plastics; 

(4) Rubber products; 

(5) Animals; 

(6) Asphaltic products; 

(7) Waste petroleum products; 

(8) Paints; or 

(9) Any substance, other than properly seasoned fuel wood, or coal 
with sulfur content less than 1.0% by wcight burned in a coal stove, 
which normally emits dense smoke or obnoxious odors. 


AMENDATORY SECTION 
REGULATION I SECTION 13.05 CURTAILMENT 


( В š : А ; 
; tarro person A 3 В КЁ Ri mes) OE ain ar 
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vice:)) Any person іп a residence or commercial establishment that has 
an adequate source of heat without using a solid fuel burning device 


shall: 


(a) Not use any solid fuel burning device except those which are ei- 
ther Oregon Department of Environmental Quality Phase II or United 


States Environmental Protection Agency certified or certified by the 
Department of Ecology under RCW 70.94.457(1) or a pellet stove ei- 


ther certified or issued an exemption by the United States Environ- 
mental Protection Agency in accordance with Title 40, Part 60 of the 
Code of Federal Regulations, in the geographical area and for the pe- 
riod of time that a first stage of impaired air quality has been declared 


for that area. 


(b) Not use any solid fuel burning device in a geographical area and 
for the period of time that a second stage of impaired air quality has 


been declared for that area. 

((€e3)) (c) Compliance with the above solid fuel burning device cur- 
tailment rules may be enforced after a time period of 3 hours has 
elapsed from the time of declaration of ((the-eprsode-or)) impaired air 


quality. Smoke visible from a chimney, flue, or exhaust duct shall con- 
stitute prima facie evidence of unlawful operation of an applicable sol- 
id fuel burning device. This presumption may be refuted by demon- 
stration that the smoke was not caused by an applicable solid fuel 
burning device. 


WSR 91-16-088 
PROPOSED RULES 
HIGHER EDUCATION 
COORDINATING BOARD 
[Filed August 7, 1991, 10:09 a.m.] 


Original Notice. 

Title of Rule: WAC 250-78-010 through 250-78- 
060, Washington excellence in education academic grant 
award, also known as the Washington state Christa 
McAuliffe academic grant award. 

Purpose: To establish administrative procedures for 
disbursing the academic grants awarded through the 
Washington excellence in education (Christa McAuliffe) 
academic grant program. 
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Statutory Authority for Adoption: Chapter 28B.80 
RCW and 2nd SS 5022 (chapter 255, Laws of 1991). 

Statute Being Implemented: 2nd SSB 5022 (chapter 
255, Laws of 1991). 

Summary: See Purpose above. 

Name of Agency Personnel Responsible for Drafting 
and Implementation: Ann McLendon and Marilyn 
Sojolund, 917 Lakeridge Way, Olympia, WA, (206) 
586-5505; and Enforcement: Ann Daley and Shirley 
Ort, 917 Lakeridge Way, Olympia, WA, (206) 753- 
3571. 

Name of Proponent: Higher Education Coordinating 
Board, governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: See Title of Rule and Purpose above. 

Proposal does not change existing rules. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Location: Higher Education Coordinating 
Board, 917 Lakeridge Way, GV-11, Olympia, WA 
98504, on September 16, 1991, at 9:00 a.m. 

Submit Written Comments to: Ann Daley, Executive 
Director, at address specified above, by September 13, 
1991. 

Date of Intended Adoption: September 25, 199]. 

August 7, 1991 
Ann Daley 
Executive Director 
STATE OF WASHINGTON 
WASHINGTON AWARD FOR EXCELLENCE IN EDUCATION ACADEMIC 
GRANT 


(also known as the Washington State Christa McAuliffe Academic 
Grant Award) 


Chapter 255, Laws of 1991 
RULES AND REGULATIONS 


WAC 250-78 
WAC 250-78-010 Purpose 
WAC 250-78-020 Authority to Administer 
WAC 250-78-030 Definitions 


WAC 250—78-040 
WAC 250-78-050 
WAC 250-78-060 


Eligibility to Participate 
Award Amount 
Management of Funds 


NEW SECTION 


WAC 250-78-010 PURPOSE. The Washington award for excel- 
lence in education program, also known as the Washington state 
Christa McAuliffe award program, was established to recognize teach- 
ers, principals, administrators, classified staff, school district superin- 
tendents, and school boards for their leadership, contributions, and 
commitment to education. The purpose of this chapter is to establish 
administrative procedures for disbursing academic grants awarded 
through this program to teachers, principals, and administrators. 


NEW SECTION 


WAC 250-78-020 AUTHORITY TO ADMINISTER. The au- 
thority for this chapter is 28B.80 RCW which authorizes the higher 
education coordinating board to adopt rules relating to the administra- 
tion of programs assigned to the board, and chapter 255, laws of 1991, 
which assigns to the board the administration of the academic grants 
awarded through the Washington award for excellence in education 
(Christa McAuliffe) academic grant award program. The 1991 legis- 
lation corrects inequities inherent in the related preceeding tuition 
waiver program by creating an academic cash grant in lieu of a tuition 
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and fee waiver. Not all institutions awarded the waiver, thus some re- 
cipients received a benefit while others did not. These regulations are 
intended not only to implement the new legislative changes but also to 
provide continued benefits to those previously granted the award. 


NEW SECTION 


WAC 250-78-030 DEFINITIONS. (1) "Institution of higher ed- 
ucation" or "institution" shall mean: 

(a) Any public university, college, community college, or technical 
college operated by the state of Washington or any political subdivi- 
sion thereof; or any other university, college, school, or institute in the 
state of Washington offering instruction beyond the high school level 
which is a member institution of the northwest association of schools 
and colleges; and providing such institution agrees to participate in the 
program in accordance with all applicable rules and regulations. Any 
institution, branch, extension, or facility operating within the state of 
Washington which is affiliated with an institution operating in another 
state must be a separately accredited member institution of the north- 
west association of schools and colleges or another regional accrediting 
association. 

(b) Any other university, college, school, or institute located in an- 
other state offering instruction beyond the high school level which is a 
member institution of a regional accrediting association or otherwise 
approved by the board in accordance with WAC 250-78-050 (d)(i); or 

(c) Any other university, college, school, or institute located in an- 
other country outside of the United States of America offering in- 
struction beyond the high school level which in the judgment of the 
board meets academic standards comparable to those established by a 
regional accrediting association. 

(2) "Academic grant" shall mean the monetary award which shall 
be used to take courses at an institution of higher education. The aca- 
demic grant may be used to pay for reasonable educational expenses 
including, but not limited to, tuition/fees, room and board, and books 
and supplies. 

(3) "Board" means the higher education coordinating board. When 
a duty or responsibility of the board is referenced in these regulations, 
the authority needed to discharge that responsibility lies with the exec- 
utive director or his or her designee. 

(4) "Recipient" means a teacher, principal, or administrator who 
has been designated to receive the Washington award for excellence in 
education by the superintendent of public instruction, and who has 
elected to receive his or her award in the form of the academic grant. 


NEW SECTION 


WAC 250-78-040 ELIGIBILITY TO PARTICIPATE. (1) Each 
year, the higher education coordinating board shall receive from the 
superintendent of public instruction, or his or her designee, an official 
list of the names of the current-year Washington award for excellence 
in education (Christa McAuliffe) recipients who have elected to re- 
ceive the academic grant. 

(2) The superintendent of public instruction, or his or her designee, 
shall provide the higher education coordinating board with an official 
list of the names of Washington award for excellence in education 
(Christa McAuliffe) recipients who were awarded the waiver of forty- 
five quarter or thirty semester credits of tuition and fees under RCW 
28B.15.547 prior to May, 1991 and who are eligible to receive the re- 
maining value of their award in the form of the academic grant. 

(3) Recipients may not use the academic grant for any courses that 
include any religious worship or exercise, or for any degree in religious, 
seminarian, or theological academic studies. 

(4) Benefits under this program must be fully utilized and courses 
completed within four years of the board's official written notification 
to the recipient of the academic grant award, or will be forfeited. 

(5) Recipients must agree to provide documentation of credit and 
course completion or other expenses paid by the academic grant as re- 
quired by the board. 

(6) Recipients must agree to comply with all conditions of the award 
and provide documentation to the board as necessary for proper grant 
administration. 
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NEW SECTION 


WAC 250-78-050 AWARD AMOUNT. (1) The current aca- 
demic year full-time resident graduate tuition rate in effect at the 
state's public universities in the year a recipient receives official notifi- 
cation of grant award by the board shall be the maximum academic 
grant available to any recipient granted an award in that year. 

(2) The recipient's initial institution of attendance following receipt 
of official notice of the grant award by the board shall be used to de- 
termine the total dollar value of individual grant awards as follows: 

(a) Award recipients who elect to use the grant for courses at one of 
the state's research universities shall receive а grant which shall not 
exceed the current academic year full-time resident graduate tuition in 
effect at the time the recipient receives official written notification of 
grant award by the board. 

(b) Award recipients who elect to use the grant for courses at one of 
the state's regional universities or The Evergreen State College shall 
receive a grant which shall not exceed the current academic year full— 
time resident resident graduate tuition in effect at the time the recipi- 
ent receives official written notification of grant award by the board. 

(c) Award recipients who elect to use the grant for courses at one of 
the state's private institutions shall receive a grant which shall not ex- 
ceed the current academic year full-time resident graduate tuition and 
the services and activities fees in effect at the state-funded research 
universities at the time the recipient receives official written notifica- 
tion of grant award by the board, provided the following additional 
criterion is met: 

(i) The private institution shall match on at least a dollar-for-dollar 
basis, either with actual money or by waiver of fees, the amount of the 
academic grant received by the recipient from the state. 

(d) Award recipients who elect to use the grant for courses at a 
public or private higher education institution in another state or coun- 
try shall receive a grant which shall not exceed the current academic 
year full-time resident graduate tuition and the services and activities 
fees in effect at the state-funded research universities at the time the 
recipient receives official written notification of grant award by the 
board, provided the following additional criteria are met: 

(i) The institution has an exchange program with a public or private 
higher education institution in Washington and the exchange program 
is approved or recognized by the higher education coordinating board; 
or 

(ii) The institution is approved or recognized by the higher educa- 
tion coordinating board; and 

(iii) The recipient of the Washington award for excellence in educa- 
tion (Christa McAuliffe) academic grant has submitted in writing to 
the higher education coordinating board an explanation of why the 
preferred course or courses are not available at a public or private in- 
stitution in Washington. 

(e) The remaining value of the tuition/fee waiver for recipients who 
were awarded the tuition/fee waiver for forty-five quarter or thirty se- 
mester credits prior to May 1991 shall be calculated as a ratio of 
available (unused) credits to the total credits originally awarded. That 
ratio shall be converted to a dollar value which is proportional to the 
academic year full-time resident graduate tuition in effect at one of 
the state's public universities at the time the recipient receives official 
written notification of grant award by the board. 


Reviser's note: The typographical error in the above section oc- 
curred in the copy filed by the agency and appears in the Register 
pursuant to the requirements of RCW 34.08.040. 


NEW SECTION 


WAC 250-78-060 MANAGEMENT OF FUNDS. (1) Disburse- 
ments of all grant funds are contingent upon appropriations and, in the 
event that funds are insufficient, disbursements will be issued term by 
term. 

(2) At the option of the board, the academic grant may be disbursed 
as a lump sum award or in incremental amounts related to the recipi- 
ent's plan of study and under a schedule of payments as developed by 
the board. 

(3) Recipients who have not fully utilized their award benefit within 
the four year eligibility period shall forfeit the remaining value of their 
academic grant award. 
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WSR 91-16-089 
PROPOSED RULES 
PERSONNEL BOARD 
[Filed August 7, 1991, 10:16 a.m.] 


Original Notice. 

Title of Rule: WAC 356-15-061 Shift premium 
schedule and 356-15-063 Supplemental shift premium 
for registered nurses. 

Purpose: These rules explain shift differential for reg- 
istered nurses. 

Statutory Authority for Adoption: RCW 41.06.040. 

Statute Being Implemented: RCW 41.06.150. 

Summary: This proposal will revise the amount of 
registered nurse shift differential and clarify its 
implementation. 

Reasons Supporting Proposal: The 1991—93 state 
operating budget increased the registered nurse shift 
differential amount. 

Name of Agency Personnel Responsible for Drafting: 
Dorothy Gerard, 521 Capitol Way South, 753-2708; 
Implementation and Enforcement: Department of 
Personnel. 

Name of Proponent: 
governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: These rules explain registered nurses shift differ- 
ential. This proposal will revise the amount of shift dif- 
ferential and clarify its implementation. 

Proposal Changes the Following Existing Rules: This 
proposal implements increases to registered nurses shift 
differential contained in the biennial budget and clarifies 
explanatory language regarding the payment of regis- 
tered nurse shift differential. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Location: Department of Personnel, 521 
Capitol Way South, Olympia, WA 98504, on September 
12, 1991, at 10:00 a.m. 

Submit Written Comments to: Dorothy Gerard, P.O. 
Box 1789, Mailstop FE-11, Olympia, Washington 
98507, by September 10, 1991. 

Date of Intended Adoption: September 12, 1991. 

August 7, 1991 
Dee W. Henderson 
Secretary 


Department of Personnel, 


AMENDATORY SECTION (Amending Order 259, filed 10/10/86) 


WAC 356-15-061 SHIFT PREMIUM SCHEDULE. ((€3)) The 
shift premium is 50$ an hour ((for-cvening-and-night shifts.) and is 
payable ((onły)) under ((condittons)) the provisions described іп WAC 
356-15-060. 

((€2)-Registeredorurses-t.3.—amd-4-receive-2-51-90-27-hour-shift 
differential (classes-5630—5630)-)) 


Reviser's note: The typographical error in the above section oc- 
curred in the copy filed by the agency and appears in the Register 
pursuant to the requirements of RCW 34.08.040. 
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AMENDATORY SECTION (Amending Order 305 and 305A, filed 
8/16/88 and 9/12/88) 
МАС 356-15-063 ((SUPPŁEMENFAŁ)) SHIFT PREMIUM 
FOR REGISTERED NURSES 1-4 AND RELATED JOB CLASS- 
ES REQUIRING LICENSURE AS A REGISTERED NURSE. 


hours may-be-worked-by-thre-cmpłoyce: 
(1) Definition: Evening and Night Shift — Specified work schedules, 
other than day shift, typically eight hours in length occurring any time 


between 2:00 p.m. and 12:00 a.m. and 10:00 p.m. and 7:00 a.m. re- 


spectively. Agencies are responsible for specifying evening and night 
shift schedules. 


(2) The following shift premium rates are subject and payable under 
the provisions described іп WAC 356-15-060 (3 „and (5) and 
those provided below: 

(a) $1.50/hr. during evening shift hours worked or scheduled. 

(b) $2.50/hr. during night shift hours worked or scheduled. 

(3) A $3.00/hr. weekend premium shall be paid during any hours 
worked or scheduled between 12:00 a.m. (midnight) Saturday and 
12:00 a.m. Monday. 

For weekend hours worked or scheduled evening or night shift, the 
shift premium would also include the premiums previously noted in 

(4) Shift premium applies to full and part-time employees working 
or scheduled to work evening or night shift and is payable only during 


those hours specified by each agency as being evening or night shift 
schedules. 


WSR 91-16-090 
PROPOSED RULES 
UTILITIES AND TRANSPORTATION 
COMMISSION 
[Filed August 7, 1991, 10:56 a.m.] 


Original Notice. 

Title of Rule: WAC 480-12-130 relating to identifi- 
cation cards for common or contract carriers or regis- 
tered carriers. The proposed amendment is shown below 
as Appendix A, Docket No. ТУ-910903. Written 
and/or oral submissions may also contain data, views, 
and arguments concerning the effect of the proposed 
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amendment on economic values pursuant to chapter 43- 
21Н RCW. 

Purpose: To implement chapter 241, Laws of 1991 
which authorized the commission to increase the motor 
vehicle stamp fee from $3 to $10 and to amend one op- 
tion to payment of the motor vehicle regulatory fee to 
allow the purchase of a single trip regulatory fee card at 
the port of entry or any commission office or from an 
authorized commission agent. 

Statutory Authority for Adoption: RCW 80.01.040 
and 81.80.300. 

Statute Being арене Chapter 241, 
199]. 

Summary: Raises stamp fee from $3 per vehicle to 
$10 and revises one option to the regulatory fee by al- 
lowing the purchase of a regulatory fee card at the port 
of'entry or at any commission office or from an author- 
ized commission agent. 

Reasons Supporting Proposal: It would implement 
chapter 241, Laws of 1991 and increase options to the 
regulatory fee for some carriers as authorized in RCW 
81.80.300. 

Name of Agency Personnel Responsible for Drafting, 
Implementation and Enforcement: Paul Curl, Secretary, 
and transportation staff, 1300 South Evergreen Park 
Drive S.W., Olympia, WA, (206) 753-6451. 

Name of Proponent: Washington Utilities and Trans- 
portation Commission, governmental. 

Agency Comments or Recommendations, if any, as to 
Statutory Language, Implementation, Enforcement, and 
Fiscal Matters: There are no comments or recommenda- 
tions being submitted inasmuch as the proposal is pur- 
suant to legislative authorization as reflected in RCW 
80.01.040. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: The rule would not result in any additional reve- 
nue being collected by the commission from regulated 
motor carriers. The commission is limited to spending 
that which the legislature authorizes it to spend and may 
set regulatory fees only in such amount to cover the 
costs of regulation. This rule amendment would increase 
the stamp fee but the result necessarily would be a de- 
crease in the regulatory fees so there would be no overall 
revenue impact. There may, however, for some carriers 
be some minor change in the overall fee paid given that 
the present combined stamp and regulatory fee for some 
vehicles is slightly less than $10. 

Proposal Changes the Following Existing Rules: See 
Purpose above. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

No economic impact statement is necessary as any 
economic impact would be minor or negligible for the 
reason set forth in Implementation of Rule, its Purpose, 
and Anticipated Effects above. Further, commission staff 
have determined that whatever minor impact that does 
exist would be borne by less than ten percent of the rel- 
evant industry (Standard Industrial Classification 421). 


Laws of 
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Hearing Location: Commission Hearing Room, Sec- 
ond Floor, Chandler Plaza Building, 1300 South Ever- 
green Park Drive S.W., Olympia, WA, on September 
11, 1991, at 9:00 a.m. 

Submit Written Comments to: Paul Curl, Secretary, 
1300 South Evergreen Park Drive S.W., Olympia, WA 
by September 3, 1991. 

Date of Intended Adoption: September 11, 1991. 

August 7, 1991 
Paul Curl 
Secretary 


Appendix "A 


AMENDATORY SECTION (Amending Order R-276, Cause No. 
TV-2092, filed 9/17/87) 


WAC 480-12-130 IDENTIFICATION CARDS—AMEND- 
MENT—SUBSTITUTION. (1) No vehicle ((of)) or combination of 
vehicles operated by a common or contract carrier or registered carrier 
upon the highways of this state or the streets of regulated cities shall 
be so operated without having available within the cab of the motive 
power vehicle a valid identification cab card properly signed and with 
appropriate stamp affixed. Such identification card shall be subject to 
inspection by the commission's representatives at all times. 

(2) An application for sufficient number of identification stamps 
shall be filed with the commission. accompanied by the necessary 
stamp and regulatory fee, during the month of October each year, or 
at any time thereafter that additional stamps are required. Such appli- 
cation shall be on forms furnished by the commission. The schedule of 
stamp and maximum regulatory fees is as follows: 


GROSS LICENSED 
WEIGHT 


STAMP 
FEE 


REGULATORY 
FEE 


Less than 4,000 165. ((53-90)) $10.00 $ 7.00 


4,000 to 7,999 Ibs. ((3-90)) 10.00 9.00 
8,000 to 11,999 Ibs. ((3-00)) 10.00 00 11.00 
12,000 to 15,999 Ibs. ((3:06)) 10.00 10.00 13.00 
16,000 to 19,999 Ibs. ((3:96)) 10.00 00 15.00 
20,000 to 23,999 Ibs. ((3-00)) 10.00 10.00 17.00 
24,000 to 27,999 Ibs. ((3-88)) 10.00 00 19.00 
28,000 to 31,999 Ibs. ((3-90)) 10.00 10.00 21.00 
32,000 to 35,999 Ibs. ( (3-90) 10.00 00 23.00 
36,000 to 39,999 Ibs. ( (3-90) 10.00 00 30.00 
40,000 to 43,999 Ibs. ((3:88)) 10.00 10.00 32.00 
44,000 to 47,999 Ibs. ((3-00)) 10.00 34.00 
48,000 to 51,999 Ibs. ((3:00)) 10.00 36.00 
52,000 to 55,999 Ibs. ((2:90)) 10.00 00 38.00 
56,000 to 59,999 Ibs. ((3-00)) 10.00 10.00 40.00 
60,000 to 63,999 165. ((3:006)) 10.00 10.00 42.00 
64,000 to 67,999 165. ((3-88)) 10.00 00 44.00 
68,000 to 71,999 Ibs. ((3-99)) 10:00 00 46.00 
72,000 to 75,999 Ibs. ((3:06)) 10.00 10.00 48.00 
Note: The above regulatory fees are maximum only. Under RCW 81.80.320 


the commission may, by general order entered before October 1 of any 
year, reduce the fees on a proportional basis. 


(3) The stamp fee named in subsection (2) applies to each stamp 
applied for. The regulatory fee is also payable in connection with each 
stamp and is determined as follows: 

(a) On any "solo" vehicle, or in combinations pulling any trailer op- 
erated either in intrastate or interstate commerce, the regulatory fee 
shall be as stated in subsection (2) and shall be based upon the maxi- 
mum gross weight thereof as set by the carrier in his application for 
his regular license plates plus any additional! tonnage or log tolerance 
permits. In the event that trailers or semitrailers are separately li- 
censed for gross weight and not included within the licensed gross 
weight of the motive power unit, the fees provided herein shall be 
computed on the basis of the licensed gross weight of the trailers, plus 
additional weight fees if any, in which case a separate identification 
cab card will be issued for such trailers in the same manner as for a 
motive power vehicle. 

(b) In lieu of the payment of a full regulatory fee for each vehicle or 
combination of vehicles operated across or between points in the state 
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and points outside the state exclusively in interstate or foreign com- 
merce, and as to vehicles operated between points in this state and 
points outside the state in interstate commerce as well as points within 
this state in intrastate commerce, the regulatory fee may, at the re- 
quest of the carrier, be paid on the basis of one of the following 
options: 


Option 1. Floater regulatory fee cards. 

Carriers who operate vehicles between points in this state and points 
outside this state exclusively in interstate commerce, and carriers who 
operate fleets in excess of 200 motive power units between points in 
this state and points outside this state in interstate commerce as well as 
points within this state in intrastate commerce may elect to purchase 
unassigned regulatory fee receipts at one hundred fifty percent of the 
applicable gross weight fee stated in subsection (2). One of these regu- 
latory fee receipts must be carried within the cab of the motive power 
vehicle when such equipment is operated in this state and must be ac- 
companied by a properly executed National Association of Regulatory 
Utility Commissioners uniform identification cab card and Washington 
utilities and transportation commission identification stamp. When ap- 
plied for in this manner the fee must be that for the highest gross li- 
censed weight of such solo or combination with which the receipt 
showing the payment of regulatory fees may be used. 

The carrier must purchase an identification stamp for each power 
unit as provided for in subsection (2). 

In the case of unladen automobiles and trucks operated in interstate 
driveaway service across or between points in the state and points out- 
side the state, the carrier may use unassigned National Association of 
Regulatory Utility Commissioners uniform identification cab cards and 
Washington utilities and transportation commission identification 
stamps upon payment of one hundred fifty percent of the applicable 
gross weight fee and the three dollar stamp fee for each unassigned 
cab card and stamp. 


Option 2. Lump sum regulatory fee payment. 

Carriers who operate fleets in excess of 200 motive power vehicles 
either exclusively in interstate or foreign commerce across or between 
points in this state and points outside this state or between points in 
this state and points outside this state in interstate commerce as well as 
points within this state in intrastate commerce, and who have so oper- 
ated under Option 1, above, or this option for the immediately preced- 
ing calendar year, may elect to pay a lump sum regulatory fee based 
on the number of power units for which identification stamps have 
been purchased during the immediately preceding calendar year at the 
regulatory fee established by general order of the commission entered 
before October 1st of any year. These carriers must purchase an iden- 
tification stamp for each power unit as provided in subsection (2). 
With a properly executed National Association of Regulatory Utility 
Commissioners uniform identification cab card and Washington utili- 
ties and transportation commission identification stamp attached, no 
proof of regulatory fee payment need be carried. 


Option 3. Single trip transit permit. 

Carriers engaged exclusively in casual or occasional interstate or 
foreign commerce across or between points in the state and points out- 
side the state may as in alternative to all other requirements of this 
Chapter obtain a single trip transit permit, valid for ten days, authoriz- 
ing a one-way trip into, out of or across the state. This permit will be 
issued upon payment of a fee of ten dollars and must be carried in the 
cab of the power vehicle. The carrier must state the name and policy 
number or binder of the insurance company with whom the carrier has 
insurance which meets the provisions of WAC 480-12-350. 


Option 4. Single trip regulatory fee card. 

A carrier registered with the Washington utilities and transportation 
commission to engage in interstate or foreign commerce across or be- 
tween points in this state and points outside of this state, may purchase 
single trip regulatory fee cards, valid for ((five-days)) seventy-two 
hours, authorizing a ((one—way)) trip into, out of or across this state, 
for a fee of ten dollars each. 

Prenumbered single trip regulatory fee cards must be purchased ((іт 


сатд:)) at any commission office ог port of entry, or from an author- 
ized commission field agent. The card must be carried in the power 
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unit. ((Fhe-vehiclecoperatmg-under-a-simgle-trip-regulatory-fee-card 1 | t T tory-fe 


ттоўот-сатттет: 
*t-the-end—of—cach-catendar-month-a-report-shati-be-sent-to-the 
т :)) 

(c) In intrastate or interstate commerce between points within the 
state of Washington the identification cab card and stamp may, at the 
request of the carrier, not be assigned to any particular motive power 
vehicle under the following circumstances: 

(i) In connection with trucks or tractors to be operated under master 
leasing agreements provided for in WAC 480-12-210 (1)(h), in which 
case the cab card may be used only with vehicles operated under such 
master leasing agreements; and 

(ii) In connection with unladen automobiles or trucks in driveaway 
service, in which case the cab card may be used only with such vehicles 
in driveaway service. The fees shall be as stated in subsection (3)(a) 
for the highest gross licensed weight (highest actual weight in drivea- 
way service) on any power vehicle with which the identification cab 
card and stamp may be used. 

(d) In intrastate commerce between points within the state of 
Washington, a common or contract carrier acquiring the use of private 
carrier equipment under the provisions of WAC 480-12-210 (1)(c) 
may, in connection with short term leases, elect to purchase single trip 
regulatory fee cards, valid for five days, authorizing a one-way trip 
between points within this state, for a fee of ten dollars each, in lieu of 
payment of the full regulatory fee. 

Prenumbered single trip regulatory fee cards must be purchased in 
advance and no refunds will be allowed for unused cards. Cards must 
be filled out, in ink or by typewriter, by the carrier, showing the de- 
scription of the vehicle, license number, state in which the vehicle is li- 
censed, name of owner, the commodity to be transported, the origin 
and destination of the shipment and be signed by an officer, agent or 
employee of the carrier authorized to use the card. The card must be 
carried in the power unit. The vehicle operating under a single trip 
regulatory fee card shall be under the control and direction of the mo- 
tor carrier issuing the card and shall be used only within the scope of 
the authority of that motor carrier. 

At the end of each calendar month a report shall be sent to the 
commission, showing the card number, date used, origin of shipment, 
destination of shipment and vehicle number. 

(4) On any truck or tractor for which the licensed capacity is in- 
creased during the year an IMMEDIATE APPLICATION accompanied by 
the amount of the increase in regulatory fee is necessary. The commis- 
sion will provide for amendment of the cab card accordingly. 

(5) No refund will be made on unused stamps. 

(6) Any "lost" stamps will be replaced only at full stamp and regu- 
latory fee: PROVIDED, HOWEVER, That in unusual circumstances 
the commission may, by order, waive all or a portion of the replace- 
ment cost. Р 

(7) Each carrier shall obtain from the Washington utilities and 
transportation commission or from the National Association of Regu- 
latory Utility Commissioners a sufficient number of blank identifica- 
tion cab cards to satisfy its requirements. Equipment which is used ex- 
clusively within the state, 1.е., does not cross the state line, shall use the 
Washington utilities and transportation commission prescribed identifi- 
cation cab card. Equipment which is used exclusively in interstate or 
foreign commerce which crosses the state line shall use the National 
Association of Regulatory Utility Commissioners uniform identifica- 
tion cab card. Equipment used in both types of operation may use ei- 
ther cab card, however it is recommended that the National Associa- 
tion of Regulatory Utility Commissioners uniform identification cab 
card be used. Upon receipt of stamps from the commission, an identi- 
fication cab card shall be duly completed by the carrier for each mo- 
tive power unit and the appropriate stamp firmly affixed thereto. Such 
identification cab card shall be placed in the cab of each power unit in 
accordance with subsection (1). 

(8) АП identification cab cards and stamps issued for a particular 
calendar year expire January 31 of each succeeding year. However a 
stamp may be issued for the ensuing calendar year on or after the first 
day of October preceding, and may be used from the date of issue. 

(9) When a permit is revised or extended, the commission will pro- 
vide a new copy of the revised or extended authority to be retained on 
the carrier's vehicle(s), in addition to the cab card. 

(10) All delinquent stamp fees, regulatory fees, tariff fees and tariff 
maintenance fees which are due and payable by the carrier to the 
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commission must be paid at the time application is made. The com- 

mission may refuse to issue identification stamps until all such fees are 
aid. 

i (11) An identification cab card may be reassigned to a substituted 

vehicle (power unit) only when the original vehicle has been destroyed 

or is being permanently withdrawn from the ownership or possession of 

the permittee. 


WSR 91-16-091 
PROPOSED RULES 
DEPARTMENT OF 
RETIREMENT SYSTEMS 
[Filed August 7, 1991, 12:45 p.m.] 


Original Notice. 

Title of Rule: A rule relating to assessment of interest 
chàrges for employers' overdue payments owed to the 
Department of Retirement Systems. 

Purpose: The purpose of these rules is clarification and 
definition of the interest rate and assessment procedures 
relating to payments owed to the Department of Retire- 
ment Systems. 

Statutory Authority for Adoption: RCW 41.50.050, 
41.50.120, and chapter 34.05 RCW. 

Statute Being Implemented: RCW 41.50.120. 

Summary: These rules provide clarification and defi- 
nitions relating to the interest rate and assessment pro- 
cedures for payments owed to the Department of Re- 
tirement Systems. 

Name of Agency Personnel Responsible for Drafting: 
Hector Gonzalez, Manager, Legislative/Legal Affairs, 
Department of Retirement Systems, 1025 East Union, 
Olympia, WA, (206) 586-3414; Implementation: 
George Northcroft, Director, Department of Retirement 
Systems, 1025 East Union, Olympia, WA, (206) 753- 
5281; and Enforcement: Jean Wilkinson, Assistant At- 
torney General, Office of Attorney General, Highways— 
Licenses Building, Olympia, Washington, (206) 753- 
0224. 

Name of Proponent: Department of Retirement Sys- 
tems, governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: These rules and definitions are intended to imple- 
ment the assessment of interest charges against employ- 
ers' over due payments owed to the Department of Re- 
tirement Systems. 

Proposal does not change existing rules. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Location: Department of Retirement Sys- 
tems, Capital Plaza Building, 2nd Floor Boardroom, 
1025 East Union Avenue, Olympia, WA, on September 
10, 1991, at 1:00 p.m. 

Submit Written Comments to: Hector Gonzalez, 
Manager, Legislative/Legal Affairs, Department of Re- 
tirement Systems, 1025 East Union, Olympia, WA 
98504, by September 6, 1991. 
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Date of Intended Adoption: September 13, 1991. 
August 2, 199] 
George Northcroft 
Director 


REPEALER 


The following sections of the Washington Administrative Code are 
repealed: 


WAC 415-114-010 Purpose. 

WAC 415-114-020 Definitions. 

WAC 415-114-030 What is Considered an Overdue Payment of 
an Obligation Owed to the Department. 

WAC 415-114-040 Assessment of Interest Charge. 

WAC 415-114-050 Assessment of Interest Charge on Accrued 
Obligations. 

WAC 415-114-055 
ance Forward. 

WAC 415-114-060 

WAC 415-114-070 


Assessment of Interest. Charge on Debit Bal- 


Billing of Interest Charges. 
Erroneous Charges of Interest. 


CHAPTER 415-114 
A Rule Relating to the Assessment of Interest Charges 
on Employers’ Overdue Payments 


NEW SECTION 


WAC 415-114-100 PURPOSE. These rules relate to the imple- 
mentation of RCW 41.50.120 which provides the Department of Re- 
tirement Systems the authority to assess interest charges on employers’ 
overdue payments of obligations owed to the Department. These rules 
are intended to encourage employers to pay obligations in a timely 
manner. 


NEW SECTION 


WAC 415-114-200 DEFINITIONS. As used in this chapter, un- 
less a different meaning is plainly required by the context: 

1. "Department" — refers to the Department of Retirement Systems 
established pursuant to chapter 41.50 RCW as now existing or hereaf- 
ter amended; 

2. "Employers" — refers to all employers within the retirement sys- 
tems administered by the Department as defined in RCW 41.50.030; 

3. "Obligations owed to the department" — include, but are not lim- 
ited to, employer and employee contributions; 

4. "Close of business day" — refers to 5:00 p.m. of a business day. 


NEW SECTION 


WAC 415-114-300 WHAT IS CONSIDERED AN OVERDUE 
PAYMENT OF AN OBLIGATION OWED TO THE DEPART- 
MENT. Payment for a calendar month, or any portion thereof, shall 
be made to the Department on or before the 15th day of the following 
calendar month. Payment is overdue if not received within three busi- 
ness days following the 15th day of the following calendar month. 
Payment must be received by the Department or credited to the De- 
partment's account before the close of business on the third business 
day following the 15th day of the following calendar month. 


NEW SECTION 


WAC 415-114-400 ASSESSMENT OF INTEREST CHARGE. 
1. When a payment is overdue, interest will be charged in the following 
manner: 

A 1% simple interest charge will be assessed against the employer's 
balance due on account multiplied by the number of the days past due 
divided by 30.40 (annual average number of days in a month). The 
balance due on the account is the total of the obligations owed to the 
Department, less payments received. The interest obligation shall not 
be compounded. 

2. Interest charges of less than five dollars will not be billed. 

3. Interest charges will be based upon the employer's monthly con- 
tribution report as received by the Department. If the employer's con- 
tributions have not been received in a timely manner as stated in WAC 
415-114-300, interest charges will be based on an average of contri- 
bution reports processed from the prior six months. Such interest 
charges will then be adjusted when the late contribution report is re- 
ceived and processed. 
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4. Interest will be charged for overdue obligations owed to the De- 
partment for reports and current obligations which are due on or be- 
fore June 15, 1991. Current obligations are all obligations except debit 
balance forwards as defined in WAC 415-114—550. 


NEW SECTION 


WAC 415-114-500 ASSESSMENT OF INTEREST CHARGE 
ON ACCRUED OBLIGATIONS. Employers will be given until June 
15, 1991, to pay the total balance due to the Department on all obli- 
gations, including those accrued and owing to the Department prior to 
May 1991 obligations. Accrued obligations not paid by the close of 
business on the third business day after June 15, 1991, will be assessed 
an interest charge in accordance with WAC 415-114—400. 


NEW SECTION 


WAC 415-114-550 ASSESSMENT OF INTEREST CHARGE 
ON DEBIT BALANCE FORWARD. Employers will be given until 
August 15, 1991, to pay the total debit balance forward. Debit balance 
forwards are obligations accrued and owing to the Department prior to 
March 1989 and not paid subsequently. Debit balance forwards not 
paid by the close of business day on the third business day after Au- 
gust 15, 1991, will be assessed an interest charge in accordance with 
WAC 415-114-400. Employers with a credit balance forward will not 
have their credit balance forward applied to current obligations until 
August 15, 1991. Credit balance forwards are credits given prior to 
March 1989. 


NEW SECTION 


WAC 415-114-600 BILLING OF INTEREST CHARGES. In- 
terest charges assessed against an employer for overdue payments will 
appear on the employer's monthly accounts receivable statement. In- 
terest charges assessed on a monthly accounts receivable statement are 
due and payable by the close of the third business day after the 15th 
day of the following calendar month in accordance with WAC 415- 
114-300. 


NEW SECTION 


WAC 415-114-700 ERRONEOUS CHARGES OF INTER- 
EST. If the department erroneously charges interest against an em- 
ployer, the Department will credit the employer's account an amount 
equal to the erroneous interest that was charged. Employers who be- 
lieve that they have been erroneously charged interest must submit to 
the Department written proof prior to the Department making a de- 
termination regarding the cancellation of the interest charge. 


WSR 91-16-092 
PROPOSED RULES 
DEPARTMENT OF 
RETIREMENT SYSTEMS 
[Filed August 7, 1991, 12:52 p.m.] 


Original Notice. 

Title of Rule: A rule relating to amendment of ad- 
ministrative petition procedure. 

Purpose: To amend WAC 415-04-020 to rename De- 
partment of Retirement Systems personnel designated in 
the petition process. 

Statutory Authority for Adoption: RCW 41.50.050. 

Statute Being Implemented: RCW 41.50.030. 

Summary: To amend WAC 415-04-020 to rename 
Department of Retirement Systems personnel designated 
in the petition process. 

Name of Agency Personnel Responsible for Drafting: 
Hector Gonzalez, Manager, Legislative/Legal Affairs, 
Department of Retirement Systems, 1025 East Union, 
Olympia, WA, (206) 586-3414; Implementation: 
George Northcroft, Director, Department of Retirement 
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Systems, 1025 East Union, Olympia, WA, (206) 753- 
5281; and Enforcement: Jean Wilkinson, Assistant At- 
torney General, Office of Attorney General, Highways- 
Licenses Building, Olympia, Washington, (206) 753- 
0224. 

Name of Proponent: Department of Retirement Sys- 
tems, governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: The rule is proposed to amend WAC 415—04—020 
to rename Department of Retirement Systems personnel 
designated in the petition process. There is no substan- 
tive effect on the rights or procedures of members 
regarding the administrative petition process. 

Proposal Changes the Following Existing Rules: It 
changes the title of the person assigned to render a deci- 
sion in the petition process. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Location: Department of Retirement Sys- 
tems, Capital Plaza Building, 2nd Floor Boardroom, 
1025 East Union Avenue, Olympia, WA, on September 
10, 199], at 1:00 p.m. 

Submit Written Comments to: Hector Gonzalez, 
Manager, Legislative/ Legal Affairs, Department of Re- 
tirement Systems, 1025 East Union, Olympia, WA 
98504, by September 6, 199]. 

Date of [Intended Adoption: September 13, 1991. 

August 2, 1991 
George Northcroft 
Director 


AMENDATORY SECTION (Amending Order 4, filed 7/27/77) 


WAC 415-04-020 PETITION—RESPONSE—DECISION— 
APPEAL. The initial application or petition shall contain the 
following: 

(1) A complete and detailed statement of the factual situation un- 
derlying the application or petition; which may include all relevant 
documents and sworn statements deemed appropriate by the petitioner. 

(2) A concise but detailed statement of the constitutional, statutory 
or common law provisions or precedents relied upon by the petitioner 
in support of his petition. 

(3) An identification of the individual or individuals filing the peti- 
tion, as well as an identification of legal counsel if such persons are 
represented by the same. 

(4) The address to which the petitioner wishes further correspon- 
dence from the department to be sent. 

(5) Upon receipt of the petition, the director will assign the same to 
the special assistant to the director ((for-program-services)). The spe- 
cial assistant to the director will, within seven days, notify the 
employer(s) if the petitioner is a member(s) or the affected member(s) 
if the applicant or petitioner is an employer(s). Said notification shall 
request the employer(s) or member(s) to submit any written response 
to the petition no later than 20 days from the date of receipt of the 
notice, except upon an extension being granted by the special assistant 
to the director upon good cause shown. The response shall generally 
take the form of and contain information required of the original peti- 
tion as described in this section. 

(6) Upon receipt of the response, the special assistant to the director 
Shall forward a copy of the response to the original petitioner who shall 
have ten days in which to reply to the same. 

(7) Within 20 days of the expiration of the 10 day period for reply, 
the special assistant to the director shall enter a written decision con- 
taining such findings of fact and conclusions of law as he deems neces- 
sary to dispose of the matter. 

(8) The decision of the special assistant to the director may be ap- 
pealed to the director in accordance of the procedures established by 
WAC 415-08-010 through 415-08-480. An appeal of the ((assistant 
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director's)) special assistant's decision to the director shall be a neces- 
sary prerequisite to appeal to the superior court of the state of 
Washington. 


WSR 91-16-093 
PROPOSED RULES 
DEPARTMENT OF 
RETIREMENT SYSTEMS 
[Filed August 7, 1991, 12:56 p.m.] 


Original Notice. 

Title of Rule: Records indexing. 

Purpose: To implement RCW 42.17.260 (4)(a) and 
(b), which require state agencies to establish and imple- 
ment a system of indexing for certain records main- 
tained by the agencies. 

Statutory Authority for Adoption: RCW 41.50.050, 
and 42.17.260 (4)(a) and (b). 

Statute Being Implemented: RCW 42.17.260 (4)(a) 
and (b). 

Summary: A rule implementing a system of indexing 
for certain records maintained by the Department of 
Retirement Systems pursuant to RCW 42.17.260 (4)(a) 
and (b). 

Name of Agency Personnel Responsible for Drafting: 
Hector Gonzalez, Manager, Legislative/Legal Affairs, 
Department of Retirement Systems, 1025 East Union, 
Olympia, WA, (206) 586-3414; Implementation: 
George Northcroft, Director, Department of Retirement 
Systems, 1025 East Union, Olympia, WA (206) 753- 
5281; and Enforcement: Jean Wilkinson, Assistant At- 
torney General, Office of Attorney General, Highways— 
Licenses Building, Olympia, Washington, (206) 753— 
0224. 

Name of Proponent: Department of Retirement Sys- 
tems, governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: A rule to implement a system of indexing for cer- 
tain records maintained by the Department of Retire- 
ment Systems pursuant to RCW 42.17.260 (4)(a) and 


(b). The rule provides criteria under which the Depart- - 


ment of Retirement Services [Systems] must index pub- 
lic records. 

Proposal does not change existing rules. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Location: Department of Retirement Sys- 
tems, Capital Plaza Building, 2nd Floor Boardroom, 
1025 East Union Avenue, Olympia, WA, on September 
10, 1991, at 1:00 p.m. 

Submit Written Comments to: Hector Gonzalez, 
Manager, Legislative/Legal Affairs, Department of Re- 
tirement Systems, 1025 East Union, Olympia, WA 
98504, by September 6, 1991. 

Date of Intended Adoption: September 13, 1991. 

` August 2, 1991 
George Northcroft 
Director 
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AMENDATORY SECTION (Amending Order 4, filed 7/27/77) 
WAC 415-06-090 RECORDS INDEX. (1) ((tNbex—Fhe-direc- 


Nel e ade iia oe OCE " STE ызы 


Purpose. This rule is intended to implement RCW 42.17.260 (4)(a) 
and (b), which require state agencies to establish and implement a 
system of indexing for certain records maintained by state agencies. 
(2) Responsibility for department's indexing system. The depart- 
ment's indexing system for records covered under this section is ad- 
ministered by the manager of the files unit. All record indices de- 
Scribed in this section shall be located at the department's files unit. 
(3) The department shall establish and implement a system of in- 
dexing for all records issued before July 1, 1990, for which the depart- 
ment has maintained an index. The department has maintained an in- 
dex for the following records which have existed before July 1, 1990: 
(a) "Final opinions" which include the director's final orders and 
other final orders in adjudicative proceedings concerning the 
department; 
(b) "Statements and interpretations of law and policy" which in- 


„glude the department's "DRS notices" advising employers of the de- 


rtment's position regarding law and/or policy; and formal and infor- 


mal opinions by the state attorney general's office, used by the depart- 
ment as the basis for administrative decisions; 

(c) "Administrative staff manuals and instructions" which affect 
members of the public; 

(d) "Planning policies and goals"; 

(e) "Factual reports and studies" by department staff, consultants, 
other governmental entities, and private organizations; 

(f) "Correspondence" by the department in which the department 
determines or provides an opinion on the rights of state government, 
the public, subdivisions of state government, or any private party. 

(4) The department shall establish and implement a system of in- 
dexing for the following records on or after July 1, 1990: 

(a) "Final orders" which are issued in an adjudicative proceeding as 
defined by RCW 34.05.010(1) containing analyses or decisions of sub- 
stantial importance to the department; 

(b) "Declaratory orders" which are issued pursuant to RCW 34.05- 
.240 containing analyses or decisions of substantial importance to the 
department; 

(c) "Interpretive statements" which are a written expression of an 
opinion by the department, entitled "interpretive statement" by the 
department's director, or his or her designee, and relating to the 
meaning of a statute or other provision of law, court decision, or agen- 
су order; and 

(d) "Policy statements" which are a written description of the de- 
partment's current policy, entitled "policy statement" by the depart- 
ment's director, or his or her designee, and implementing a statute or 
other provision of law, or court decision, or agency order. 

(5) The system of indexing the records identified in WAC 415-06- 
090 (3) and (4) is as follows: 

(a) An index will be organized in WAC 415-06-090 (3) and (4). 

(b) Staff of the department's legal/legislative affairs unit will select 
the final orders and declaratory orders to be indexed reviewing all final 
orders and declaratory orders entered after June 30, 1990, and evalu- 
ating the substantial importance of the orders. 
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(c) Records will be indexed by a phrase describing the record's sub- 
ject, issue or holding, and by citation of the law involved. Examples of 
phrases to be used are "service credit," "retirement benefits," "mem- 
bership," and "contributions." 


(6) Availability: The department record index shall be available to 
all persons in the same manner as public records available for inspec- 
tion, under chapter 415-06 WAC. 


WSR 91-16-094 
PROPOSED RULES 
DEPARTMENT OF 


RETIREMENT SYSTEMS 
[Filed August 7, 1991, 1:05 p.m.] 


Original Notice. 

Title of Rule: A rule relating to amendment of Law 
Enforcement Officers' and Firefighters! Retirement Sys- 
tem (LEOFF) actuarial tables. 

Purpose: To amend WAC 415-104-108 relating to 
actuarial tables. 

Statutory Authority for Adoption: RCW 41.50.050 
and 41.26.060. 

Statute Being Implemented: RCW 41.26.060. 

Summary: This rule amends WAC 415-104-108 by 
deleting a duplicate of an actuarial table relating to 
LEOFF members. | 

Name of Agency Personnel Responsible for Drafting: 
Hector Gonzalez, Manager, Legislative/Legal Affairs, 
Department of Retirement Systems, 1025 East Union, 
Olympia, WA, (206) 586-3414; Implementation: 
George Northcroft, Director, Department of Retirement 
Systems, 1025 East Union, Olympia, WA, (206) 753- 
5281; and Enforcement: Jean Wilkinson, Assistant At- 
torney General, Office of Attorney General, Highways- 
Licenses Building, Olympia, Washington, (206) 753- 
0224. 

Name of Proponent: Department of Retirement Sys- 
tems, governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: This rule amends WAC 415-104-108 by deleting 
a duplicate actuarial table. There is no substantive effect 
to this amendment. 

Proposal does not change existing rules. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Location: Department of Retirement Sys- 
tems, Capital Plaza Building, 2nd Floor Boardroom, 
1025 East Union Avenue, Olympia, WA, on September 
10, 1991, at 1:00 p.m. 

Submit Written Comments to: Hector Gonzalez, 
Manager, Legislative/Legal Affairs, Department of Re- 
tirement Systems, 1025 East Union, Olympia, WA 
98504, by September 6, 1991. 

Date of Intended Adoption: September 13, 1991. 

August 2, 1991 
George Northcroft 
Director 
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AMENDATORY SECTION (Amending WSR 91-02-019, filed 
12/21/90, effective 1/21/91) 


WAC 415-104-108 ACTUARIAL TABLES, SCHEDULES, 
AND FACTORS. This chapter contains the tables, schedules, and 
factors adopted by the director of the department of retirement sys- 
tems pursuant to the authority granted by RCW 41.50.050 and 41.26- 
.060 for calculating optional retirement allowances of members of the 
Washington state law enforcement officers' and firefighters' retirement 
system, as administered by the director. These tables, schedules, and 
factors were adopted by the director upon the recommendation of and 
in light of the findings of the state actuarial investigation into the 
mortality, service, compensation, and other experience of the members 
and beneficiaries of the law enforcement officers' and firefighters' re- 
tirement system. The tables, schedules, and factors contained in this 
chapter shall govern the retirement allowances only of members retir- 
ing during the period from October 1, 1990 until such time as these 
tables, schedules, and factors are amended by the director following 
the next actuarial investigation conducted by the state actuary. The 
retirement allowances of members retiring before October 1, 1990 
shall continue to be governed by the tables, schedules, and factors in 
effect at the time of each member's retirement. Any new tables, 
schedules, and factors adopted by the director in the future shall gov- 
ern retirement allowances only of members retiring after the adoption 
of such new tables, schedules, and factors. 


LAW LAW 
ENFORCEMENT OFFICERS ENFORCEMENT OFFICERS 
AND FIREFIGHTERS AND FIREFIGHTERS 
RETIREMENT SYSTEM RETIREMENT SYSTEM 
PLAN 1 PLAN П 
Monthly Benefit. per Monthly Benefit per 
$1.00 of Accumulation $1.00 of Accumulation 


20 .0025142 20 .0039808 
21 :0025304 21 .0039997 
22 .0025472 22 .0040196 
23 .0025647 23 .0040405 
24 0025828 24 0040624 
25 0026017 25 „0040855 
26 0026214 26 .0041098 
27 0026418 27 .0041353 
28 .0026632 28 .0041622 
29 .0026854 29 „0041905 
30 0027086 30 ‚0042204 
31 0027327 31 0042518 
32 0027579 32 0042850 
33 0027842 33 0043200 
34 0028117 34 0043569 
35 0028404 35 „0043958 
36 0028704 36 0044370 
37 0029018 37 0044805 
38 0029346 38 0045266 
39 0029690 39 0045752 
40 0030050 40 .0046267 
41 .0030427 41 .0046810 
42 0030823 42 .0047384 
43 0031237 43 0047988 
44 0031672 44 .0048626 
45 .0032128 45 .0049298 
46 .0032607 46 .0050007 
47 0033111 47 0050753 
48 0033640 48 0051539 
49 0034197 49 -0052369 
50 .0034785 50 .0053245 
51 .0035404 51 .0054172 
52 0036059 52 0055155 
53 0036751 53 0056199 
54 0037485 54 0057310 
55 0038265 55 0058496 
56 0039096 56 0059764 
57 -0039981 57 .0061122 
58 .0040928 58 -0062578 
59 0041941 59 0064139 
60 0043026 60 0065811 
61 0044195 61 0067600 
62 0045451 62 0069511 
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AND FIREFIGHTERS 
RETIREMENT SYSTEM 


Monthly Benefit per 
$1.00 of Accumulation 


LAW 


PLAN I 
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LAW 


ENFORCEMENT OFFICERS 
AND FIREFIGHTERS 
RETIREMENT SYSTEM 

PLAN II 
Monthly Benefit per 

$1.00 of Accumulation 


.0046805 
.0048266 
.0049847 
.0051560 
0053424 
0055445 
0057645 
0060046 
0062678 
0065554 
0068706 
‚0072168 
‚0075947 
0080069 
0084560 
0089449 
.0094696 
.0100369 
.0106372 
.0112701 
.0119271 
.0126119 
.0133170 
.0140467 
.0147922 
.0155623 
.0163745 
.0172295 
.0181323 
.0190934 
.0201303 
.0212247 
.0223693 
.0236226 
.0250062 
.0265426 
.0282645 


63 
64 
65 
66 


LAW ENFORCEMENT OFFICERS 
AND FIREFIGHTERS 
RETIREMENT SYSTEM 


PLAN II 


Early Retirement Factors 
by Year and Month 


.0071548 
.0073714 
.0076011 
.0078441 
.0081009 
.0083721 
.0086591 
.0089634 
.0092866 
.0096299 
.0099940 
.0103786 
.0107825 
.0112040 
.0116408 
.0120905 
.0125511 
.0130204 
.0134944 
.0139758 
.0144609 
.0149489 
.0154388 
.0159282 
.0164053 
.0168983 
.0173754 
0178441 
0183008 
0187436 
0191730 
0195820 
0199697 
‚0203443 
0207038 
.0210462 
.0213706 


—— 
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1.0000 
.9918 
.9836 
.9754 
„9672 
9590 
„9508 
9426 
9344 
9262 
9180 
9098 
9016 
.8943 
.8870 
.8797 
.8724 
8652 
.8579 
.8506 
.8433 
.8360 
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LAW ENFORCEMENT OFFICERS 
AND FIREFIGHTERS 
RETIREMENT SYSTEM 


PLAN И 


Early Retirement Factors 


by Year and Month 
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.8287 
.8215 
.8142 
.8077 
.8012 
.7947 
.7883 
.7818 
.7753 
-1688 
7623 
17558 
7494 
‚7429 
7364 
17306 
‚7248 
7191 
7133 
‚7075 
7017 
.6959 
.6902 
.6844 
.6786 
.6728 
.6670 
.6619 


WSR 91-16-094 Washington State Register, Issue 91-16 


LAW ENFORCEMENT OFFICERS LAW ENFORCEMENT OFFICERS 
AND FIREFIGHTERS AND FIREFIGHTERS 
RETIREMENT SYSTEM RETIREMENT SYSTEM 

PLAN ll PLAN П 
Early Retirement Factors Early Retirement Factors 
by Year and Month by Year and Month 
7 .4735 4 .2806 
8 .4698 5 .2786 
9 .4661 6 .2765 
10 .4623 7 .2745 
11 „4586 8 .2725 
8 0 .4549 9 .2705 
1 4515 10 .2684 
2 .4481 11 .2664 
3 .4448 14 0 .2644 
4 .4414 1 .2625 
5 .4381 2 .2607 
6 4347 3 .2588 
7 4313 4 2570 
8 .4280 5 2551 
9 .4246 6 .2533 
10 .4213 7 .2514 
11 4179 8 .2496 
9 0 .4145 9 .2478 
1 4115 10 ‚2459 
2 .4085 11 ‚2441 
3 .4054 15 0 .2422 
4 .4024 1 2405 
5 3994 2 .2389 
6 .3964 3 3372 
7 .3933 4 .2355 
8 .3903 5 2338 
9 3873 6 23322 
10 .3842 7 .2305 
11 .3812 8 2288 
10 0 .3782 9 271 
1 .3754 10 .2254 
2 3727 11 .2238 
3 .3700 16 0 .2221 
4 3672 1 2206 
5 .3645 2 2190 
6 .3618 3 2175 
7 .3590 4 2160 
8 .3563 5 2145 
9 .3535 6 2129 
10 .3508 7 2114 
11 .3481 8 .2099 
ll 0 .3453 9 .2084 
1 .3429 10 .2068 
2 .3404 11 ‚2053 
3 .3379 17 0 .2038 
4 .3354 1 2024 
5 .3330 2 2010 
6 13305 3 1996 
7 3280 4 1982 
8 3255 5 1968 
9 3231 6 1955 
10 .3206 7 1941 
11 .3181 8 .1927 
12 0 .3156 9 .1913 
1 3134 10 1899 
2 .3112 11 1885 
3 .3089 18 0 1871 
4 .3067 1 1858 
5 .3044 2 1846 
6 „3022 3 1833 
7 .2999 4 1820 
8 ‚2977 5 1808 
9 .2955 6 1795 
10 .2932 7 1782 
11 .2910 8 1770 
13 0 .2887 9 1757 
1 .2867 10 1744 
2 ‚2847 11 1732 
3 .2826 
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LAW ENFORCEMENT OFFICERS 


Early Retirement Factors 
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AND FIREFIGHTERS 
RETIREMENT SYSTEM 
PLAN II 


by Year and Month 


.1719 
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LAW ENFORCEMENT OFFICERS 
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Early Retirement Factors 


AND FIREFIGHTERS 
RETIREMENT SYSTEM 
PLAN II 


by Year and Month 


.1068 
.1061 
.1053 
.1046 
.1039 
.1032 
.1025 
.1019 
.1012 
.1005 
.0998 
0991 
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LAW ENFORCEMENT OFFICERS 
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AND FIREFIGHTERS 
RETIREMENT SYSTEM 
PLAN II 


by Year and Month 


.0673 
.0668 
.0664 
0660 
0655 
0651 
0646 
0642 
0638 
0634 
0630 
.0626 
.0622 
.0618 
.0613 
.0609 
.0605 
0601 
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36 


37 


38 


39 


40 


LAW ENFORCEMENT OFFICERS 


AND FIREFIGHTERS 
RETIREMENT SYSTEM 


PLAN П 


Early Retirement Factors 


by Year and Month 
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0437 
0434 
0431 
0428 
0426 
0423 
0420 
0417 
0415 
0412 
0409 
.0407 
.0404 
0401 
0399 
0396 
0394 
0391 
0389 
0386 
0384 
0381 
‚0379 
0376 
0374 
0372 
0369 
0367 
0365 
0363 
0361 
0359 
0356 
0354 
0352 
0350 
0348 
0346 


AND FIREFIGHTERS RETIREMENT SYSTEM 


PLAN П 
Age 
Option II Difference Option ІП 
Member Older 
0.800 0 0.887 
0.790 1 0.883 
0.778 2 0.877 
0.768 3 0.871 
0.759 4 0.865 
0.750 5 0.859 
0.742 6 0.854 
0.734 7 0.849 
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LAW ENFORCEMENT OFFICERS ((t&OFF—t—SR— gc—Pifference— — — —trEOFF-I-T3SR 
AND FIREFIGHTERS RETIREMENT SYSTEM OPTtON—It—— —— —Bencficiary-Older— — — OPTION 
PLAN Il 6913 B 0.953 
Age 6-05----------Б-----------06953 
Option II Difference Option III | © 09 


0.726 8 0.843 0@.872— —— a 9 
0.718 9 0.838 @863—— n Y P PK — —T  . 8:929 
0.711 10 0.833 @854——— s 992+ 
0.704 11 0.828 бе 
0.697 12 0.824 6-8:3:3— ——— ————9———————— ,Os_.@—Üf: i E 
0.690 13 0.818 6829----------25-:--------9%9%9% 
0.681 14 0.812 689----------2------:-:-:---08969 
0.672 15 0.805 Ө86-------Е---------09%9 
0.663 16 0.799 C 
0.656 17 0.794 Beneficiary Younger 
0.650 18 0.790 68066---------6----------689% 
0.644 19 0.786 6396---------Е-----------80:489 
0.639 20 0.782 ӨЗ48---------2----------9488 
0.634 21 0.778 Ө36----------2----------%94%% 
0.630 22 0.775 Ө359-----------4---------%4%66 
0.625 23 0.771 9350---------5----------9%660 
0.621 24 0.768 Ө742----------6--------08%4 
0.617 25 0.765 вЫ 
0.613 26 0.762 9-7 — — ——8———— — — —9:843 
0.609 27 0.759 @?18———— — — — — —€-838 
0.606 28 0.756 0 — — ——— —19— — — 6-833 
0.602 29 0.754 0@784————r828 
0.599 30 0.751 0.6@9fT——s' a A8 
0.596 31 0.749 @690——- —————— —t3— — —  —F88 
0.593 . 32 0.746 0@.68——— 6842 
0.590 33 0.744 @672—_ Cq 6895 
0.587 34 0.742 @663———— = — —— — —e399 
0.585 35 0.740 @656——HrtL+— 9 
0.582 36 0.738 6@6508—— Ns + — ss 
0.580 37 0.736 өы — > $6786 
0.578 38 0.734 4:6:3:9— — — — ——339—————————9382 
0.575 39 0.732 Ө:634--------2----------0% 
0.573 40 0.731 9:639---------22----------90:4%% 
6:625--------25:-:----------%9” 
Beneficiary Older өө--М---------976% 
0.956 -20 ог more 0.980 8-647 --25------------0 65 
0.951 -19 0.978 8:613 ———————— ts 
0.946 -18 0.975 08:.6699c———F+—9s9 
0.940 -17 0.972 6:686— — — ———— ——28——— — — — — 8356 
0.934 -16 0.968 9:662— — — — —329———————8354 
0.927 -15 0.965 9:599----------36---------өл 
0.920 -14 0.961 Ө-596— O 
0.913 -13 0.957 0.593—— 646 
0.905 -12 0.953 -598— — — —— 33———— — 8344 
0.897 -11 0.948 9-58 — — — — —34——— — ——$342 
0.889 -10 0.944 9:58 
0.881 -09 0.939 в 
0.872 -08 0.933 ::589— — ——— — —31—— — ——— 81536 
0.863 -07 0.927 6:578 38 0-734 
0.854 -06 0.920 6:535-----------39---өл? 
0.846 -05 0.914 :573---------4ФӨбогтоге----9о3Ғ 
0.837 -04 0.908 Age difference ="member's-age mimis benefictary-zge)) 
0.828 —03 0.902 
0.819 -02 0.897 
0.810 -01 0.892 
AGE DIFFERENCE = MEMBER'S AGE MINUS BENEFICIARY AGE WSR 91-16-095 
* For converting the Normal Form (Option I) to Option II or III. PROPOSED RULES 
((cEOFF-t—3sR—Age—Differenee———t £0 fF tt ЗК DEPARTMENT OF 
option-tt————Beneficiary-Otder———_optrencttt RETIREMENT SYSTEMS 
[Filed August 7, 1991, 1:10 p.m.] 
9:956—————— JM ———20-or-mrore— eR 
а о бо Original Notice. 
69%48--------2--------99% Title of Rule: A rule relating to amendment of 
49-93: — — — —  — — D — — — — 9-968 : Washington Teachers’ Retirement System (TRS) actu- 
в arial tables. 


[ 107] 


WSR 91-16-095 


Purpose: To amend WAC 415-112-040 relating to 
TRS actuarial tables. 

Statutory Authority for Adoption: RCW 41.50.050 
and 41.32.140. 

Statute Being Implemented: RCW 41.32.140. 

Summary: This is a rule relating to the extension of 
the TRS Plan II actuarial table for early retirement 
factors, by year and month, to 45. 

Name of Agency Personnel Responsible for Drafting: 
Hector Gonzalez, Manager, Legislative/Legal Affairs, 
Department of Retirement Systems, 1025 East Union, 
Olympia, WA, (206) 586-3414; Implementation: 
George Northcroft, Director, Department of Retirement 
Systems, 1025 East Union, Olympia, WA, (206) 753— 
5281; and Enforcement: Jean Wilkinson, Assistant At- 
torney General, Office of Attorney General, Highways— 
Licenses Building, Olympia, Washington, (206) 753- 
0224. 

Name of Proponent: Department of Retirement Sys- 
tems (DRS), governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: This rule extends the TRS II actuarial table relat- 
ing to early retirement factors, from 35 to 45, by year 
and month. There is no substantive impact from this 
rule; it is the completion of an actuarial table. 

Proposal does not change existing rules. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Location: Department of Retirement Sys- 
tems, Capital Plaza Building, 2nd Floor Boardroom, 
1025 East Union Avenue, Olympia, WA, on September 
10, 1991, at 1:00 p.m. 

Submit Written Comments to: Hector Gonzalez, 
Manager, Legislative/Legal Affairs, Department of Re- 
tirement Systems, 1025 East Union, Olympia, WA 
98504, by September 6, 1991. 

Date of Intended Adoption: September 13, 1991. 

August 2, 1991 
George Northcroft 
Director 


AMENDATORY SECTION (Amending WSR 91-02-020, filed 
12/21/90, effective 1/21/91) 


WAC 415-112-040 ACTUARIAL TABLES, SCHEDULES, 
AND FACTORS. This chapter contains the tables, schedules, and 
factors adopted by the director of the department of retirement sys- 
tems pursuant to the authority granted by RCW 41.50.050 and 41.32- 
.140 for calculating optional retirement allowances of members of the 
Washington state teachers' retirement system, as administered by the 
director. These tables, schedules, and factors were adopted by the di- 
rector upon the recommendation of and in light of the findings of the 
state actuarial investigation into the mortality, service, compensation, 
and other experience of the members and beneficiaries of teachers' re- 
tirement system. The tables, schedules, and factors contained in this 
chapter shall govern the retirement allowances only of members retir- 
ing during the period from October 1, 1990 until such time as these 
tables, schedules, and factors are amended by the director following 
the next actuarial investigation conducted by the state actuary. The 
retirement allowances of members retiring before October 1, 1990 
shall continue to be governed by the tables, schedules, and factors in 
effect at the time of each member's retirement. Any new tables, 
schedules, and factors adopted by the director in the future shall gov- 
ern retirement allowances only of members retiring after the adoption 
of such new tables, schedules, and factors. 
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Teachers 
Retirement System 
TRS 1 Optional 
COLA* 
20 .633 
21 .634 
22 .636 
23 .638 
24 .639 
25 .641 
26 .643 
27 .645 
28 .647 
29 .649 
30 652 
31 654 
32 „656 
33 659 
34 661 
35 „664 
36 „667 
37 670 
38 673 
39 676 
40 679 
41 682 
42 686 
43 689 
44 693 
45 697 
46 701 
47 705 
48 709 
49 714 
50 718 
51 7123 
52 728 
53 734 
54 739 
55 745 
56 751 
57 758 
58 764 
59 771 
60 .779 
61 .787 
62 .795 
63 .804 
64 .814 
65 .824 
66 .835 
67 .847 
68 .860 
69 .875 
70 .890 
71 .907 
72 927 
73 .948 
74 ог тоге .972 


Teachers 
Retirement System 
TRS 1 Option 1 

Monthly Benefit per 
$1.00 of Accumulation 


.0061484 
0061561 
0061643 
0061732 
0061828 
0061930 
0062039 
„0062156 
0062281 
0062414 
0062558 
0062711 
0062875 
0063050 
0063238 
0063440 
.0063655 
.0063886 
.0064133 
.0064398 
.0064682 
.0064988 
.0065315 
.0065666 
.0066042 
.0066444 
.0066874 
.0067334 
.0067823 
.0068345 
0068901 
0069492 
0070122 
-0070794 
.0071512 
.0072280 
.0073102 
.0073984 
.0074931 
.0075950 
.0077049 
.0078235 
.0079521 
.0080907 
.0824070 
.0084029 
.0085784 
0087680 
‚0089727 
‚0091936 
‚0094312 
0096865 
0099604 
„0102542 
„0105696 
0109088 
0112739 
0116669 
0120898 
0125439 
-0130304 
.0135505 
0141057 
0146979 
0153295 
0160001 
0167200 
‚0174922 
„0183233 
0192217 
0201938 


Teachers 


Retirement System 
TRS 1 Optional 


COLA* 


Option 0 with a COLA 
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Teachers 


Retirement System 
TRS 1 Option 1 


Monthly Benefit per 
$1.00 of Accumulation 


TEACHERS 


RETIREMENT SYSTEM 


PLAN 1 


Early Retirement Factors 


by Year and Month 


1.0000 
.9927 
.9854 
.9780 
.9707 
.9634 
.9561 
.9488 
9414 
9341 
9268 
9195 
9122 
.9056 
.8990 
.8924 
.8858 
.8792 
.8727 
.8661 
.8595 
.8529 
.8463 
.8397 
.8331 
.8272 
.8213 
.8153 
.8094 
.8034 
.7975 
.7916 
.7856 
‚7797 
7737 
7678 
7619 
7565 
7511 
‚7457 
7404 
7350 
7296 
7243 
7189 
7135 
‚7082 
7028 


0212433 
0223781 
0236079 
0249403 
0263868 
0279635 
0296927 
0315504 
0335425 


* For converting from the normal form Option 0 without a COLA, to 
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TEACHERS 


RETIREMENT SYSTEM 


Early Retirement Factors 


PLAN 1 


by Year and Month 
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6974 
.6926 
.6877 
.6829 
.6780 
.6731 
.6683 
.6634 
.6586 
.6537 
.6489 
.6440 
.6391 
.6347 
6303 
6259 
6215 
6171 
6127 
.6083 
6039 
.5995 
5951 
5907 
5863 
5823 
5783 
5743 
-5703 
.5663 
.5623 
.5583 
.5543 
.5503 
.5463 
.5423 
.5383 
.5346 
.5310 

5273 
.5237 
.5201 
.5164 
.5128 
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TEACHERS TEACHERS 
RETIREMENT SYSTEM RETIREMENT SYSTEM 
PLAN I . PLAN I 
Early Retirement Factors Early Retirement Factors 
by Year and Month by Year and Month 
10 .4246 9 .2630 
11 4216 10 2612 
10 0 .4186 11 .2594 
1 .4158 16 0 .2577 
2 4131 1 .2560 
3 4103 2 .2544 
4 .4076 3 .2528 
5 .4048 4 2511 
6 .4020 5 .2495 
7 .3993 6 .2479 
8 .3965 7 .2462 
9 .3938 8 .2446 
10 3910 9 .2430 
11 3882 10 2413 
11 0 3855 11 .2397 
1 3830 17 0 .2381 
2 3804 1 .2366 
3 3779 2 .2351 
4 3754 3 .2336 
5 3729 4 2321 
6 .3704 5 .2306 
7 .3678 6 2291 
8 .3653 7 2276 
9 .3628 8 .2261 
10 .3603 9 .2246 
11 3578 10 .2231 
12 0 3552 11 .2216 
1 3529 18 0 .2201 
2 .3506 1 2187 
3 .3483 2 2173 
4 .3460 3 2159 
$ .3437 4 2146 
6 .3414 5 .2132 
7 .3391 6 .2118 
8 3368 7 .2104 
9 3345 8 .2090 
10 3322 9 .2077 
11 .3299 10 .2063 
13 0 .3276 ll .2049 
1 .3254 19 0 .2035 
2 .3233 1 .2023 
3 .3212 2 .2010 
4 3191 3 1997 
5 3170 4 1984 
6 3149 5 1972 
7 3128 6 1959 
8 .3107 7 1946 
9 .3085 8 1934 
10 .3064 9 1921 
11 .3043 10 1908 
14 0 3022 ll 1896 
l .3003 20 0 .1883 
2 .2983 1 .1871 
3 .2964 2 1860 
4 .2945 3 1848 
5 .2925 4 1836 
6 .2906 5 .1824 
7 .2887 6 .1813 
8 .2867 7 1801 
9 .2848 8 1789 
10 .2828 9 1778 
11 2809 10 1766 
15 0 .2790 11 1754 
1 .2772 21 0 1743 
2 .2754 1 1732 
3 .2736 2 1721 
4 .2719 3 1710 
5 .2701 4 1699 
6 .2683 5 1689 
7 .2665 6 1678 
8 .2648 7 1667 
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TEACHERS 


RETIREMENT SYSTEM 


Early Retirement Factors 


PLAN 1 


by Year and Month 
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.1656 
.1646 
.1635 
.1624 
.1613 
.1603 
.1593 
.1583 
.1573 
.1563 
.1554 
.1544 
.1534 
.1524 
.1514 
.1504 
.1494 
.1485 
.1476 
.1466 
.1457 
.1448 
.1439 
.1430 
.1421 
.1411 
.1402 
.1393 
.1384 
11375 
1367 
1358 
1350 
1341 
1333 
.1325 
.1316 
.1308 
.1299 
.1291 
.1282 
.1274 
.1267 
.1259 
.1251 
.1243 
.1235 
.1227 
.1220 
.1212 
.1204 
.1196 
.1188 
.1181 
1174 
1167 
1159 
1152 
11145 
-1138 
1131 
1123 
1116 
1109 
1102 
1095 
1088 
.1082 
.1075 
.1068 
.1062 
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Early Retirement Factors 


TEACHERS 
RETIREMENT SYSTEM 
PLAN 1 


by Year and Month 
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‚1055 
.1048 
.1041 
.1035 
.1028 
.1021 
.1015 
.1009 
.1003 
.0997 
.0991 
.0984 
.0978 
.0972 
.0966 
.0960 
.0953 
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TEACHERS 


RETIREMENT SYSTEM 


PLAN I 


Early Retirement Factors 


by Year and Month 


TRS I 
OPTION 


0.974 
0.972 
0.969 
0.967 
0.964 
0.961 
0.958 
0.955 
0.952 
0.949 
0.945 
0.942 
0.938 
0.934 
0.930 
0.926 
0.922 
0.916 
0.908 
0.898 


0.887 
0.876 
0.866 
0.858 
0.852 
0.847 
0.842 
0.838 
0.834 
0.830 
0.826 
0.823 
0.819 
0.815 
0.810 
0.803 
0.798 
0.794 
0.792 
0.789 
0.786 
0.784 
0.782 
0.780 


сас +. ш t2 — OK ороо JM 


35 or more 


.0677 
.0673 
.0668 
.0664 
.0660 
.0656 
0652 
„0648 
„0644 
:0640 
.0636 
0632 
0628 
0624 
.0620 
.0617 
.0613 
.0609 
.0605 


Age Difference 
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TRS I 


Beneficiary Older OPTION Ш 
—20 or more 0.988 
-19 0.987 
-18 0.986 
-17 0.984 
—16 0.983 
-15 0.982 
-14 0.980 
-13 0.978 
-12 0.977 
-11 0.975 
-10 0.973 

-9 0.971 
-8 0.969 
-7 0.967 
-6 0.965 
-5 0.963 
-4 0.961 
-3 0.957 
-2 0.952 
-1 0.946 
Beneficiary Younger 

0 0.940 
1 0.934 
2 0.928 
3 0.923 
4 0.920 
5 0.917 
6 0.914 
7 0.912 
8 0.910 
9 0.907 
10 0.905 
11 0.903 
12 0.901 
13 0.898 
14 0.895 
15 0.891 
16 0.888 
17 0.886 
18 0.885 
19 0.883 
20 0.881 
21 0.880 
22 0.878 
23 0.876 


TRS I 
OPTION 


0.778 
0.776 
0.774 
0.772 
0.771 
0.769 
0.768 
0.767 
0.765 
0.764 
0.763 
0.762 
0.761 
0.760 
0.759 
0.758 
0.757 


Age Difference 
Beneficiary Older 


40 or more 


TRS 1 
OPTION Ш 


0.875 
0.874 
0.873 
0.872 
0.871 
0.870 
0.869 
0.868 
0.867 
0.866 
0.866 
0.865 
0.864 
0.864 
0.863 
0.862 
0.862 


Age difference = member's age minus beneficiary age 
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Monthly Benefit per $1.00 


TEACHERS 
RETIREMENT SYSTEM 
PLAN 2 


of Accumulation 


.0038822 
.0038963 
0039111 
‚0039267 
0039430 
‚0039602 
0039783 
.0039972 
.0040171 
.0040380 
.0040600 
.0040831 
.0041074 
.0041329 
.0041598 
.0041882 
.0042180 
.0042494 
.0042826 
.0043175 
.0043544 
.0043934 
.0044346 
.0044781 
0045240 
0045725 
0046237 
0046777 
0047347 
0047948 
0048583 
0049252 
0049959 
0050707 
0051499 
0052339 
0053230 
0054178 
‚0055186 
‚0056262 
0057410 
0058637 
0059953 
0061358 
0062864 
0064475 
0066200 
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TEACHERS TRS II Age Difference TRS II 
RETIREMENT НЫ OPTION П Beneficiary Older OPTION Ш 
Monthly Benefit per $1.00 0.748 11 0.861 
of Accumulation 0.741 12 0.857 
0.733 13 0.852 
67 .0068046 0.724 14 0.847 
68 0070018 0.716 15 0.841 
69 ‚0072122 0.709 16 0.836 
70 0074365 0.704 17 0.831 
71 0076750 0.699 18 0.828 
72 0079285 0.694 19 0.824 
73 .0081977 0.689 20 0.821 
74 .0084836 0.685 21 0.818 
75 .0087870 0.681 22 0.814 
76 .0091089 0.676 23 0.811 
77 .0094497 0.672 24 0.808 
78 .0098095 0.669 25 0.805 
79 .0101882 0.665 26 0.803 
80 .0105851 0.661 27 0.800 
81 0109995 0.658 28 0.798 
82 0114309 0.655 29 0.795 
83 .0118787 0.652 30 0.793 
84 .0123425 0.649 31 0.791 
85 .0128212 0.646 32 0.788 
86 .0133167 0.643 33 0.786 
87 0138277 0.641 34 0.784 
88 0143534 0.638 35 0.782 
89 0148925 0.636 36 0.781 
90 0154423 0.634 37 0.779 
91 0159988 0.632 38 0.777 
< |. : xe 
ә 0176717 0.628 40 ог тоге 0.773 
95 10182139 Age difference = member's age minus beneficiary age 
96 .0187396 
97 .0192453 
98 .0197237 TEACHERS 
99 0201727 RETIREMENT SYSTEM 
PLAN 2 


Early Retirement Factors 
by Year and Month 


TRS H Age Difference TRS ll 
OPTION II Beneficiary Older OPTION Ш 

оо 1.0000 
0.982 —20 ог тоге 0.990 1 9916 
0.980 -19 0.988 2 9832 
0.978 -18 0.987 3 9748 
0.975 -17 0.985 4 .9664 
0.973 -16 0.984 5 .9580 
0.970 -15 0.982 6 9495 
0.967 -14 0.980 1 9411 
0.963 -13 0.978 8 9327 
0.959 -12 0.975 9 9243 
0.955 -l1 0.973 10 9159 
0.951 -10 0.971 T 9075 
0.947 -9 0.968 го .8991 
0.943 -8 0.965 l .8916 
0.938 -7 0.962 2 .8842 
0.934 -6 0.959 3 .8768 
0.930 -5 0.956 4 .8693 
0.923 -4 0.952 5 8619 
0.913 -3 0.947 6 8545 
0.897 -2 0.940 1 8470 
0.878 -1 0.932 8 .8396 
9 .8322 
Beneficiary Younger 10 8247 
0.858 0 0.923 11 8173 
0.838 1 0.914 20 .8099 
0.820 2 0.906 1 8033 
0.806 3 0.899 2 1967 
0.797 4. 0.893 3 901 
0.789 5 0.888 4 ‚7835 
0.781 6 0.883 5 7169 
0.774 7 0.879 6 7104 
0.767 8 0.874 7 17638 
0.761 9 0.870 8 1512 
0.754 10 0.866 9 17506 


[113] 


WSR 91-16-095 Washington State Register, Issue 91-16 


TEACHERS TEACHERS 
RETIREMENT SYSTEM RETIREMENT SYSTEM 
PLAN 2 PLAN 2 
Early Retirement Factors Early Retirement Factors 
by Year and Month by Year and Month 
10 ‚7440 9 4172 
11 7374 10 .4139 
з 0 7308 11 4105 
1 7250 9 0 4072 
2 7191 l .4042 
3 .7133 2 .4012 
4 7074 3 .3981 
5 -7016 4 .3951 
6 .6957 5 .3921 
7 .6899 6 .3891 
8 .6840 7 .3861 
9 .6781 8 3831 
10 6723 9 3800 
11 .6664 10 3770 
4 0 .6606 11 3740 
1 .6554 100 .3710 
2 .6502 1 .3683 
3 ‚6449 2 .3656 
4 .6397 3 .3628 
5 .6345 4 .3601 
6 .6293 5 3574 
7 .6241 6 3547 
8 .6189 7 .3520 
9 .6137 8 .3493 
10 .6085 9 .3465 
11 .6032 10 .3438 
5 0 .5980 11 3411 
1 ‚5934 П 0 3384 
2 5887 1 .3359 
3 .5841 2 .3335 
4 .5794 3 .3310 
5 .5748 4 .3286 
6 .5701 5 .3261 
7 .5654 6 .3237 
8 .5608 7 .3212 
9 .5561 8 3188 
10 .5515 9 3163 
11 .5468 10 3139 
6 0 .5422 11 3114 
1 .5380 12 0 .3089 
2 .5338 1 .3067 
3 .5297 2 .3045 
4 .5255 3 .3023 
5 .5214 4 .3001 
6 .5172 5 .2979 
7 .5130 6 .2956 
8 .5089 7 .2934 
9 .5047 8 .2912 
10 .5005 9 .2890 
11 .4964 10 .2868 
7 0 .4922 11 ‚2846 
1 .4885 13 0 .2823 
2 .4847 1 .2803 
3 4810 2 2783 
4 .4773 3 .2763 
5 .4735 4 .2743 
6 .4698 5 .2723 
7 .4661 6 2703 
8 4623 7 .2683 
9 4586 8 .2663 
10 .4549 9 .2643 
11 4511 10 .2623 
80 4474 11 2603 
1 (4441 14 0 2582 
2 4407 1 2564 
3 4374 2 .2546 
4 4340 3 .2528 
5 4307 4 2510 
6 4273 5 .2491 
7 .4239 6 .2473 
8 .4206 7 .2455 
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TEACHERS 
RETIREMENT SYSTEM 
PLAN 2 
Early Retirement Factors 
by Year and Month 


Early Retirement Factors 


TEACHERS 
RETIREMENT SYSTEM 
PLAN 2 


by Year and Month 
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2437 
.2419 
.2400 
.2382 
.2364 
.2348 
2331 
33315 
.2298 
2282 
2265 
.2248 
.2232 
2215 
.2199 
.2182 
.2166 
2151 
-2136 
.2121 
.2106 
.2091 
.2076 
.2061 
.2046 
.2031 
.2016 
.2001 
.1986 
.1972 
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1465 
1454 
1444 
11433 
1423 
11413 
1403 
1394 
.1384 
1375 
.1366 
.1356 
.1347 
.1337 
.1328 
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TEACHERS TEACHERS 
RETIREMENT SYSTEM RETIREMENT SYSTEM 
PLAN 2 PLAN 2 
Early Retirement Factors Early Retirement Factors 
by Year and Month by Year and Month 
T" CEDERE 
6 .0898 4 0563 
7 „0892 5 0559 
8 0886 6 0556 
9 0880 7 .0552 
10 .0874 8 .0548 
11 0868 9 0545 
27 0 .0862 10 0541 
1 0856 11 .0537 
2 .0851 33 0 0534 
3 0845 1 .0530 
4 .0840 2 .0527 
5 .0834 3 .0524 
6 .0828 4 .0520 
7 0823 5 0517 
8 0817 6 0514 
9 0812 7 10510 
10 0806 8 0507 
11 0801 9 0503 
28 0 0795 10 0500 
1 0790 11 .0497 
2 .0785 34 0 .0493 
3 .0780 1 0490 
4 0775 2 0487 
5 0769 3 0484 
6 0764 4 .0481 
7 .0759 5 .0478 
8 .0754 6 .0475 
9 ‚0749 7 .0472 
10 .0744 8 .0469 
11 0739 9 0465 
29 0 .0734 10 .0462 
1 0729 11 0459 
2 0724 ((35-ог-тюте----0--------94%%6)) 
3 0720 35 0 0456 
4 0715 1 0453 
5 0710 2 .0450 
6 .0705 3 .0448 
7 .0701 4 .0445 
8 .0696 5 :0442 
9 .0691 6 .0439 
10 .0687 7 0436 
11 0682 8 0433 
30 0 0677 9 0430 
1 .0673 10 „0428 
2 .0669 11 0425 
3 0664 36 0 0422 
4 0660 1 0419 
5 0656 2 0417 
6 0651 3 0414 
7 .0647 4 .0411 
8 .0643 5 .0409 
9 .0638 6 .0406 
10 .0634 7 .0403 
11 0630 8 .0401 
31 0 .0625 9 .0398 
1 .0621 10 .0396 
2 .0617 11 .0393 
3 0613 37 0 0390 
4 0609 1 0388 
5 0605 2 0385 
6 0602 3 0383 
7 0598 4 0381 
8 0594 5 „0378 
9 .0590 6 0376 
10 .0586 7 0373 
11 0582 8 .0371 
32 0 .0578 9 .0368 
+ 1 0574 10 0366 
2 0570 11 .0364 
3 .0567 
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TEACHERS 
RETIREMENT SYSTEM 
PLAN 2 
Early Retirement Factors 
by Year and Month 
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45 or more 


WSR 91-16-096 
PROPOSED RULES 
PARKS AND RECREATION 
COMMISSION 
[Filed August 7, 1991, 1:12 p.m.] 


Original Notice. 

Title of Rule: Ski lift inspection program: Signing. 

Purpose: Brings state parks administrative codes into 
compliance with 1991 legislation on ski lift signing. 

Statutory Authority for Adoption: RCW 43.51.040. 

Statute Being Implemented: SSB 5835, chapter 75, 


Laws of 1991. 
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Summary: Chapter 352-44 WAC is amended to clar- 
ify the ski lift signing standards and operation of ski lift 
areas. 

Reasons Supporting Proposal: SSB 5835 requires 
parks to adopt new МАС to reflect statutory changes. 

Name of Agency Personnel Responsible for Drafting, 
Implementation and Enforcement: Kris Kauffman, 7150 
Cleanwater Lane, Olympia, WA 98504, 753-2020. 

Name of Proponent: Washington State Parks and 
Recreation Commission, governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: This WAC clarifies the ski lift signing and opera- 
tor requirements for ski areas. It will allow the director 
of state parks to require minimum signing standards for 
ski lifts and for the operator's qualifications. 

Proposal Changes the Following Existing Rules: Adds 
clarifying language. 

No small business economic. impact statement is ге- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Location: Cedars Inn, Highway 97, 
Okanogan, Washington, on September 13, 1991, at 9:00 
a.m. 

Submit Written Comments to: Kris Kauffman, 7150 
Cleanwater Lane, Olympia, WA 98504, by September 6, 
199]. 
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Date of Intended Adoption: September 13, 1991. 
August 7, 1991 
Nina Carter 
Executive Assistant 


AMENDATORY SECTION (Amending Order 20, filed 7/31/74) 


WAC 352-44-010 RECREATIONAL CONVEYANCES— 
DEFINITIONS. Whenever used in this chapter, the following terms 
shall have the meanings herein defined unless the context clearly indi- 
cates otherwise: 

(1) "Commission" shall mean the Washington state parks and rec- 
reation commission. 

(2) "Director" shall mean the director of the Washington state 
parks and recreation commission or his designee. 

(3) "Certificate" shall mean either the certificate to operate or the 
conditional certificate to operate. 

4) "Qualified engineer" shall mean an engineer meeting the re- 


quirements of the state of Washington Professional Engineers Regis- 
tration Act (chapter 18.43 RCW). 


5) "Lift signing" shall mean all signs required to meet applicable 
codes as determined іп WAC 352-44-060. 


AMENDATORY SECTION (Amending Order 20, filed 7/31/74) 


WAC 352-44-060 RECREATIONAL CONVEYANCES— 
STANDARDS. The current American National Standards Safety Re- 
quirements for Aerial Passenger Tramways shall apply to the design 
((żnd)), inspection, signing, and operation of all conveyances as inter- 
preted by the director unless a request for waiver is submitted by the 
operator and a waiver is granted by the director. 


AMENDATORY SECTION (Amending Order 20, filed 7/31/74) 


WAC 352-44-070 RECREATIONAL CONVEYANCES— 
CONSTRUCTION OF NEW CONVEYANCES. All new convey- 
ances which are to be constructed after the effective date of these reg- 
ulations shall: 

(1) Require approval of the director prior to commencement of 
construction. 


(2) Be designed by ((an)) a q ualified engineer ((meeting—the—re- 


(3) Be certified by ((the-design)) a qualified engineer that the con- 
veyance has been installed in accordance with the plans and 


specifications. 

(4) Be subjected to an acceptance test and inspection as specified in 
the current American National Standards Safety Requirements for 
Aerial Passenger Tramways before certification by the director. The 
director shall be given a minimum of seven days notice of the schedule 
for the final load test. 


AMENDATORY SECTION (Amending Order 20, filed 7/31/74) 


WAC 352-44-080 RECREATIONAL СОМУЕУАМСЕ$— 
SIMULATED LOAD TEST. All aerial conveyances (those which 
carry passengers above ground) shall be subject to an annual simulated 
load test to specifically demonstrate the braking capabilities of each 
braking system on the lift. Additional load testing may be required 
when requested by the director. 

(1) Simulated loads shall be in the amount recommended by ((the 
design)) a qualified engineer and approved by the director. 

(2) The simulated load may be a static load and shall be imposed in 
any manner recommended by the design engineer or be acceptable to a 
qualified engineer and/or the director. 

(3) АП brakes recommended by the design engineer and/or desig- 
nated by the director shall be required to hold the test load indepen- 
dent of all other brakes. 

(4) The load test(s) shall be performed in the presence of an indi- 
vidual designated by the director. 

(5) All aerial conveyances shall be in full compliance with this sec- 
tion by December 31, 1975. 


AMENDATORY SECTION (Amending Order 20, filed 7/31/74) 


WAC 352-44-090 RECREATIONAL CONVEYANCES—OP- 
ERATORS AND OPERATOR QUALIFICATIONS. The director 


may require minimum ((operation)) operator qualifications, ski lift 
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signing standards, and operational procedures to assure a reasonable 
degree of safety to the using public. ((Fhe-director-shattappoimt—a 
committee representative of-skiirg-interest-to consider-2nd-recommend 


Е ick mini lards-for-ti d 
safe-operation of-convcyances:)) The director shall adopt standards 
((on-or-before-December-3+_1974)) and the operation of all convey- 


ances shall be in full compliance with ((tłre)) said approved standards 


((by-Becember31;3975)). 


WSR 91-16-097 
NOTICE OF PUBLIC MEETINGS 
WASHINGTON STATE UNIVERSITY 
[Memorandum—August 1, 1991] 


Washington State University hereby gives notice that is 
has cancelled its regular meeting of the board of regents 
currently scheduled for Friday, September 13, 1991. The 
university also gives notice that its regular meeting 
scheduled for August 2, 1991, is adjourned until 9:00 
a.m. August 23, 1991, at which time the regents will 
meet on the Pullman campus. 


WSR 91-16-098 
PROPOSED RULES 
WASHINGTON STATE PATROL 
[Order 91-006—Filed August 7, 1991, 1:41 p.m.] 


Original Notice. 

Title of Rule: Private carrier regulations, chapter 
446-65 WAC. 

Purpose: Amend the WAC to establish exemptions for 
motor carriers with GVWR of 26000 pounds or less. 
Also establishes the exemptions for tow truck firms on 
drivers qualifications and hours of service. 

Statutory Authority for Adoption: RCW 46.32.020. 

Summary: Adds two new sections explaining exemp- 
tions and clarifies motor carriers. 

Reasons Supporting Proposal: Brings this rule into 
compliance with chapters 446-55 and 446-60 WAC. 

Name of Agency Personnel Responsible for Drafting: 
John A. Balcom, Olympia, 753-6554; Implementation 
and Enforcement: LaVere E. Klewin, Olympia, 753- 
6554. 

Name of Proponent: 
governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: Explains the exemptions allowed to private motor 
carriers with GVWR of 26000 pounds or less. Allows li- 
censed tow truck firms exemptions from CFR 391 driver 
qualifications and CFR 395 hours of service, by adding 
to WAC 446-65-010 (3) and (4). Also in WAC 446- 
65-005 strikes private carriers and adds motor carriers. 

Proposal Changes the Following Existing Rules: Clar- 
ifies chapter 446-65 WAC, Motor carriers and brings it 
into compliance with chapters 446-55 and 446-60 
WAC. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 


Washington State Patrol, 
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Hearing Location: General Administration Building, 
Room G150, Olympia, Washington 98504, on Septem- 
ber 24, 1991, at 8:00 a.m. 

Submit Written Comments to: Washington State Pa- 
trol, Research and Development Section, General Ad- 
ministration Building, AX-12, Olympia, Washington 
98504, by September 24, 1991. 

Date of Intended Adoption: October 25, 1991. 

August 7, 1991 
George B. Tellevik 
Chief 


Chapter 446-65 WAC 
((PREVAFE)) MOTOR CARRIER REGULATIONS 


AMENDATORY SECTION (Amending Order 90—005, filed 3/1/91, 
effective 4/1/91) 


WAC 446-65-005 PROMULGATION. By authority of RCW 
46.32.020, the Washington state patrol hereby adopts the following 
rules establishing standards for ((private)) motor carriers as defined by 
RCW 81.80.010(6). 


AMENDATORY SECTION (Amending Order 90—005, filed 3/1/91, 
effective 4/1/91) 


WAC 446-65-010 TRANSPORTATION REQUIREMENTS. 
(1) The Washington state patrol hereby adopts the following parts of 
Title 49 Code of Federal Regulations as they exist during 1989, sub- 
ject to any. appendices and amendments in the future: Parts 390 Gen- 
eral, 392 Driving of motor vehicles, 393 Parts and accessories neces- 
sary for safe operation, 394 Notification and reporting of accidents, 
396 Inspections, repair, and maintenance, 397 Transportation of haz- 
ardous materials; driving and parking rules. 

(2) Copies of Title 49 CFR, parts 390 through 397, now in force are 
on file at the code reviser's office, Olympia and at the Washington 
state patrol headquarters, commercial vehicle enforcement section, 
Olympia. Additional copies may be available for review at Washington 
state patrol district headquarters offices, public libraries, Washington 
utilities and transportation commission offices, and at the United 
States Department of Transportation, Bureau of Motor Carrier Safety 
Office, Olympia. Copies of the CFR may be purchased through the 
Superintendent of Documents, United States Government Printing Of- 
fice, Washington, D.C. 20402. 


(3) All intrastate private motor carriers who are operating vehicle(s) 
with a licensed gross weight of twenty-six thousand pounds or less, in- 
cluding the load carried thereon, are exempt from the provisions of the 
rules and regulations in CFR 391, Driver Qualifications and CFR 395, 
Hours of Service. Transporters of a placardable amount of hazardous 
materials as described in 49 CFR, Part 172.101 are not exempt from 
the regulations. 

(4) Licensed tow truck firms that possess a valid business and indi- 
vidual truck registration(s), as per the requirements of chapter 46.55 


RCW, are exempt from the regulations in CFR 391, Driver Qualifica- 


tion and CFR 395, Hours of Service. 


WSR 91-16-099 
PROPOSED RULES 


WASHINGTON STATE PATROL 
[Order 91-007—Filed August 7, 1991, 1:43 р.т.) 


Original Notice. 

Title of Rule: Report time limitations—Criminal re- 
cords, WAC 446-16-080. 

Purpose: To update address section and include cam- 
pus mailstop. 

Statutory Authority for Adoption: RCW 10.97.090. 

Summary: Changes address to a campus mailstop. 
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Name of Agency Personnel Responsible for Drafting: 
S. Coon, Olympia, 753-6827; Implementation and En- 
forcement: R. Phillips, Olympia, 753-6827. 

"Name of Proponent: Washington State Patrol, 
governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: No change to substance of rule. 

Proposal Changes the Following Existing Rules: 
Changes address where dispositions are submitted. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

The department has considered whether this rule is 
subject to the Regulatory Fairness Act, and has deter- 
mined that it is not for the following reason: Revision is 
administrative in nature, changes address for submis- 
sions only. 

Hearing Location: General Administration Building, 
Room G 150, Olympia, Washington 98504, on Septem- 
ber 24, 1991, at 9:00 a.m. 

Submit Written Comments to: Washington State Pa- 
trol, Research and Development Section, General Ad- 
ministration Building, АХ-12, Olympia, Washington 
98504, by September 24, 1991. 

Date of Intended Adoption: October 25, 1991. 

August 7, 1991 
George B. Tellevik 
Chief 


AMENDATORY SECTION (Amending Order 1, filed 2/11/74) 


WAC 446-16-080 REPORT TIME LIMITATIONS. All of the 
information requested on the disposition report shall be completed and 
the report mailed to the Washington State Identification Section, 
((Р-Ө--Вох-2527)) Mailstop: QE-02, Olympia, Washington 98504, 
within 10 days of the date that a disposition becomes effective. 


WSR 91-16-100 
PROPOSED RULES 


WASHINGTON STATE PATROL 
[Order 91-008—Filed August 7, 1991, 1:46 p.m.] 


Original Notice. 

Title of Rule: Amending WAC 204-10-140 Motorcy- 
cle helmets. 

Purpose: To clarify what types of devices for trans- 
mitting sound can be used in motorcycle helmets. 

Statutory Authority for Adoption: RCW 46.37.005. 

Summary: To make sure the electronic devices in- 
stalled in helmets do not pose a threat to motorists by 
blocking the hearing of motorcycle drivers. 

Reasons Supporting Proposal: Legislature passed a 
bill [SB] 5041 allowing motorcycle helmets to have 
headsets or earphones in helmets. 

Name of Agency Personnel Responsible for Drafting: 
Lt. Lonnie В. Brackins, 515 15th, Olympia, 753-0347; 
Implementation and Enforcement: L. E. Klewin, 
Olympia, 753-6554. 

Name of Proponent: Washington State Patrol, 
governmental. 
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Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: To ensure that electronic devices for transmitting 
sound in motorcycle helmets do not block the ear canal. 

Proposal Changes the Following Existing Rules: Adds 
a second paragraph to the existing WAC rule. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Location: General Administration Building, 
Room G 150, Olympia, Washington 98504, on Septem- 
ber 24, 1991, at 8:30 a.m. 

Submit Written Comments to: Washington State Pa- 
trol, Research and Development Section, General Ad- 
ministration Building, AX-12, Olympia, Washington 
98504, by September 24, 1991. 

Date of Intended Adoption: October 25, 1991. 

August 7, 199] 
George B. Tellevik 
Chief 


AMENDATORY SECTION (Amending Order 81-08-02, filed 
8/21/81) 


WAC 204-10-040 MOTORCYCLE HELMETS. (1) Federal 
Motor Vehicle Safety Standard 218 is hereby adopted by reference as 
the standard for motorcycle helmets. 


(2) If a motorcycle helmet meeting the above Federal requirements 
is to be equipped with an electronic device for transmitting sound, the 
speaker portion, affixed to the helmet, must not enter or completely 


block the ear canals. 


WSR 91-16-101 
PROPOSED RULES 
DEPARTMENT OF HEALTH 
(Board of Nursing) 

[Filed August 7, 1991, 3:00 p.m.] 


Original Notice. 

Title of Rule: WAC 246-839-010 (13)(c) Defini- 
tions—Supervision and delegation. 

Purpose: To clarify the Board of Nursing guidance 
and expectations of the registered nurse in supervision of 
nursing care and delegation of nursing tasks. Includes 
housekeeping change to revise WAC reference to new 
Department of Health WAC number. 

Statutory Authority for Adoption: RCW 18.88.080. 

Statute Being Implemented: Chapter 18.88 RCW. 

Summary: Sets specific criteria for four types of su- 
pervision or consultation by a registered nurse. Specifies 


when a registered nurse may delegate nursing tasks and . 


what conditions must be present. 

Reasons Supporting Proposal: Requests to the board 
have indicated a need for more guidance from the board 
in these two areas. 

Name of Agency Personnel Responsible for Drafting, 
Implementation and Enforcement: Patricia O. Brown, 
RN, MSN, 1300 Quince, ЕҮ-27, Olympia, (206) 753- 
2686. 

Name of Proponent: Washington State Board of 
Nursing, governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 
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Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: Definition changes are for clarity and better guid- 
ance for nursing practice. Anticipated enhanced patient 
safety. 

Proposal Changes the Following Existing Rules: New 
definitions. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Location: Shilo Inn, East 923 Third Avenue, 
Spokane, WA 99202, on October 25, 1991, at 1:00 p.m.; 
and at the Wyndham Gardens Hotel, SeaTac, 
Washington, on November 22, 1991, at 1:00 p.m. 

Submit Written Comments to: Patricia O. Brown, 
Board of Nursing, 1300 Quince, EY-27, Olympia, WA 
98388 [98504], by October 1, 1991. 

Date of Intended Adoption: November 22, 1991. 

July 2, 1991 
Patricia O. Brown, RN, MSN 
Executive Secretary 


AMENDATORY SECTION (Amending Order 152B, filed 3/20/91, 
effective 4/20/91) 


WAC 246-839-010 DEFINITIONS. (1) "Board" means the 
Washington state board of nursing. 

(2) "School" means an educational unit charged with the responsi- 
bility of preparing persons to practice as registered nurses. Three types 
of basic schools of nursing are distinguished by the certificate awarded 
to the graduate. Schools of nursing. within colleges and universities 
award the associate degree or baccalaureate degree. Schools of nursing 
sponsored by a hospital award a diploma. 

(3) "Provisional approval" of schools of nursing is the approval giv- 
еп a new school of nursing based on its proposed program prior to the 
admission of its first class. 

(4) "Full approval" of a school of nursing is the approval given a 
school of nursing that meets the requirements of the law and the rules 
and regulations of the board. 

(5) "Conditional approval" of a school of nursing is the approval 
given a school of nursing that has failed to meet the requirements of 
the law and the rules and regulations of the board, and it specifies 
conditions that must be met within a designated time to rectify the 
failure. 

(6) An "unapproved school of nursing" is a school of nursing that 
has been removed from the list of approved schools for failure to meet 
the requirements of the law and the rules and regulations of the board 
or a school that has never been approved by the board. 

(7) "Extended learning sites" refers to any area external to the par- 
ent organization selected by faculty for student learning experiences. 

(8) "Faculty" means persons who are responsible for the educational 
program of the school of nursing and who hold faculty appointment in 
the school. 

(9) "Nursing student" is a person currently enrolled in an approved 
School of nursing. 

(10) The phrase "nursing aide" used in RCW 18.88.280(3) shall 
mean a "nursing technician." "Nursing technician" is a nursing stu- 
dent currently enrolled in a state board of nursing approved nursing 
education program and employed for the purpose of giving help, as- 
sistance and support in the performance of those services which consti- 
tute the practice of registered nursing. The nursing student shall use 
the title "nursing technician" while employed. 

(11) "Registered nurse" as used in these rules shall mean a nurse as 
defined by RCW 18.88.170. 

(12) "Nurse administrator" is an individual who meets the qualifi- 
cations contained іп WAC ((308=+20=555)) 246-839-555 and who 
has been designated as the person primarily responsible for the direc- 
tion of the program in nursing. Titles for this position may include, 
among others, dean, director, coordinator or chairperson. 

(13) "Definition of terms appearing in RCW 18.88.280" — the terms 
"direction and supervision," "auxiliary services," and "minor nursing 
services" are defined as follows: 

(a) "Minor nursing services." The techniques and procedures used 
by the nursing profession are extremely difficult to categorize as major 
or minor nursing services. The important factor with which this law is 
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concerned is the determination of which nursing person and at what 
level of preparation that person may perform said technique or proce- 
dure in relation to the condition of a given patient, and this kind of 
determination rests with the registered nurse. 

(b) "Auxiliary services" are all those nursing services provided to 
patients by persons other than the registered nurse, the licensed prac- 
tical nurse and the nursing student. 


(c) (C-Birection-and-supervistor'-shat-mcehrde, but mot be-Firited-to 
(D-Belegatior-of-duties-with-regard-to-cacho-imdividuat-patient;-whrich 


thosc-assigrmrents-whieh-are-within-the-Himits-of-hris-or-her-preparation- 

€r4)) 'Supervision" of licensed or unlicensed nursing personnel 
means the provision of guidance and evaluation by a qualified regis- 
tered nurse for the accomplishment of a nursing task or activity with 
the initial direction of the task or activity; periodic inspection of the 
actual act of accomplishing the task or activity; and the authority to 
require corrective action. 

(i) "Immediate supervision" shall mean the licensed registered nurse 
is on the premises and is within audible and visual range of the patient 
and the patient has been assessed by the licensed registered nurse prior 
to the delegation of duties to any care giver. 

(ii) "Direct supervision" shall mean the licensed registered nurse is 
on the premises, is quickly and easily available and the patient has 
been assessed by the licensed registered nurse prior to the delegation of 
the duties to any care giver. 

(iii) "Indirect supervision" shall mean the licensed registered nurse 
is not on the premises but has given either written or oral instructions 
for the care and treatment of the patient and the patient has been as- 
sessed by the licensed registered nurse prior to the delegation of duties 
to any care giver. 

(iv) "Consulting capacity" shall mean the recommendations to a 
professional entity, employed at that facility, which may be accepted, 
rejected, or modified. These recommendations shall not be held out as 
providing nursing services by the consulting nurse to the patient or 
public. 

(14) "Delegation" means the licensed registered nurse transfers the 
performance of selected nursing tasks to competent individuals in se- 
lected situations. The licensed registered nurse delegating the task re- 
tains the responsibility and accountability for the nursing care of the 
client. 

(a) Nursing acts delegated by the licensed registered nurse shall: 

(i) Be within the area of responsibility of the nurse delegating the 


act; 
EC (ii) Be such that, in the opinion of the nurse, it can be properly and 
safely performed by the person without jeopardizing the client welfare; 

(iii) Be acts that a reasonable and prudent nurse would find are 
within the scope of sound nursing judgment. 

(b) Nursing acts delegated by the licensed registered nurse shall not 
require the unlicensed person to exercise nursing judgment or inter- 
vention except in an emergency situation (RCW 18.88.280(2)). 

(c) When delegating a nursing act to an unlicensed individual, the 
nurse shall: 

(i) Make an assessment of the patient's nursing care need before 
delegating the task; 

(ii) Instruct the unlicensed person in the delegated task or verify 
competency to perform or be assured that the person is competent to 
perform the nursing task as a result of the systems in place by the 
health care agency; 

(ші) Supervise and evaluate the performance of the unlicensed 
person; 

(iv) Retain responsibility and accountability for the nursing care of 
the client, including nursing assessment, evaluation, and assuring 
documentation; 

(v) Recognize that some nursing interventions require nursing 
knowledge, judgment, and skill and therefore may not lawfully be del- 


egated to unlicensed persons. 
(15) "Acquired immunodeficiency syndrome" or "AIDS" means the 


clinical syndrome of HIV-related illnesses as defined by the board of 
health by rule. 
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((6Э)) (16) "Office on AIDS" means a section within the depart- 
ment of social and health services or any successor department with 
jurisdiction over public health matters as defined in chapter 70.24 
RCW. 


WSR 91-16-102 
PROPOSED RULES 
DEPARTMENT OF HEALTH 
(Dental Disciplinary Board) 
[Filed August 7, 1991, 3:03 p.m.] 


Original Notice. 

Title of Rule: New sections WAC 246-816-610 Gen- 
eral provisions, 246-816-620 Mandatory reporting, 246— 
816-630 Health care institutions, 246-816-640 Dental 
associations or societies, 246-816-650 Health care ser- 
vices contractors and disability insurance carriers, 246— 
816—660 Courts, and 246-816-670 State and federal 
agencies. А 

Purpose: To add new sections which pertain to man- 
datory reporting requirements relating to dentistry. 

Statutory Authority for Adoption: RCW 18.130.070. 

Statute Being Implemented: RCW 18.130.070. 

Summary: The rules set forth the requirements for 
health care institutions, dental associations or societies, 
health care services contractors and disability insurance 
carriers, courts, and state and federal agencies to report 
any convictions or findings that a license holder has 
committee unprofessional conduct or may not be able to 
practice with reasonable skills and safety to consumers 
as a result of a mental or physical condition. 

Reasons Supporting Proposal: To identify practition- 
ers who may have committed acts of unprofessional con- 
duct or who may not able to practice with a reasonable 
skill and safety to consumers. 

Name of Agency Personnel Responsible for Drafting, 
Implementation and Enforcement: Linda McCue, 1300 
Quince Street S.E., ЕҮ-26, Olympia, WA 98504, (206) 
753-1156. ; 

Name of Proponent: Dental Disciplinary Board, 
governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: These rules set forth the requirements for health 
care institutions, dental associations or societies, health 
care services contractors and disability insurance carri- 
ers, courts and state and federal agencies to report any 
convictions or findings that a license holder has commit- 
ted unprofessional conduct or may not be able to prac- 
tice with reasonable skill and safety to consumers as a 
result of a mental or physical conditions. To identify 
practitioners who may have committed acts of unprofes- 
sional conduct or who may not be able to practice with a 
reasonable skill and safety to consumers. 

Proposal does not change existing rules. | 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Location: Sea-Tac Marriott, Yakima Suite, 
3201 South 176th Street, Seattle, WA 98188, on Sep- 
tember 13, 1991, 9:00 a.m. 
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‚ Submit Written Comments to: Linda McCue, 1300 
Quince Street S.E., EY-26, Olympia, WA 98504, by 
September 6, 199]. 

Date of Intended Adoption: September 13, 1991. 
July 31, 1991 
Judy Mayo 
Program Administrator 


MANDATORY REPORTING REQUIREMENTS 


NEW SECTION 


WAC 246-816-610 GENERAL PROVISIONS. (1) "Unprofes- 
sional conduct as used in this chapter shall mean the conduct described 
in RCW 18.130.180. 

(2) "Hospital" means any health care institution licensed pursuant 
to chapter 70.41 RCW. 

(3) "Nursing home" means any health care institution which comes 
under chapter 18.51 RCW. 

(4) "Dental disciplinary board" means the dental disciplinary board 
of the department of health, whose address is: 


Dental Disciplinary Board 
Department of Health 
Professionał Licensing Services 
1300 Quince Street SE, EY-26 
Olympia, WA 98504 


(5) "Dentist" means a person licensed pursuant to chapter 
18.32.020. 

(6) "Mentally or physically disabled dentist" means a dentist who 
has either been determined by a court to be mentally incompetent or 
mentally ill or who is unable to practice dentistry with reasonable skill 
and safety to patients by reason of any mental or physical condition. 


NEW SECTION 


WAC 246-816-620 MANDATORY REPORTING. (1) All re- 
ports required by this chapter shall be submitted to the dental disci- 
plinary board as soon as possible, but no later than sixty days after a 
determination is made except in the case of licensees, who are required 
to report within sixty days of personal knowledge. 

(2) A report should contain the following information if known: 

(a) The name, address, and telephone number of the person making 
the report. 

(b) The name and address and telephone numbers of the dentist be- 
ing reported. 

(c) The case number of any client whose treatment is a subject of 
the report. 

(d) A brief description or summary of the facts which gave rise to 
the issuance of the report, including dates of occurrences. 

(e) If court action is involved, the name of the court in which the 
action is filed along with the date of filing and docket number. 

(f) Any further information which would aid in the evaluation of the 


report. 


NEW SECTION 


WAC 246-816-630 HEALTH CARE INSTITUTIONS. The 
chief administrator or executive officer of any hospital or nursing home 
shall report to the dental disciplinary board when any dentist's services 
are terminated or are restricted based on a determination that the 
dentist has either committed an act or acts which may constitute un- 
professional conduct or to report information which indicates that the 
license holder may not be able to practice his or her profession with 
reasonable skill and safety to consumers as a result of a mental or 
physical condition. 


NEW SECTION 


WAC 246-816-640 DENTAL ASSOCIATIONS OR SOCIE- 
TIES. The president or chief executive officer of any dental association 
or society within this state shall report to the dental disciplinary board 
when an association or society determines that a dentist has committed 
unprofessional conduct or to report information which indicates that 
the license holder may not be able to practice his or her profession 
with reasonable skill and safety to consumers as a result of a mental or 
physical condition. The report required by this section shall be made 
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without regard to whether the license holder appeals, accepts or acts 
upon the determination made by the association or society. À com- 
plaint filed pursuant to this section shall be considered a complain un- 
der the Uniform Disciplinary Act and subject to immunity for the 
complainant as described in RCW 18.130.070 and RCW 18.130.080. 


NEW SECTION 


WAC 246-816-650 HEALTH CARE SERVICES CONTRAC- 
TORS AND DISABILITY INSURANCE CARRIERS. The execu- 
tive officer of every health care service contractor and disability insur- 
er, licensed under chapters 48.20, 48.21, 48.21A, 48.44 RCW, operat- 
ing in the state of Washington, shall report to the dental disciplinary 
board all final determinations that a dentist has committed unprofes- 
sional conduct or to report information which indicates that the license 
holder may not be able to practice his or her profession with reason- 
able skill and safety to consumers as a result of a mental or physical 
condition. 


NEW SECTION 


WAC 246-816—660 COURTS. The dental disciplinary board re- 
quests the assistance of all clerks of trial courts within the state to re- 
port all professional malpractice judgments and all convictions of li- 
censed dentists, other than minor traffic violations. 


NEW SECTION 


WAC 246-816-670 STATE AND FEDERAL AGENCIES. The 
dental disciplinary board requests the assistance of executive officers of 
any state or federal program operating in the state of Washington, un- 
der which a dentist is employed to provide client care services, to re- 
port to the dental disciplinary board whenever such a dentist has been 
judged to have demonstrated his/her incompetency or negligence in 
the practice of dentistry, or has otherwise committed unprofessional 
conduct, or to report information which indicates that the license 
holder may not be able to practice his or her profession with reason- 
able skill and safety to consumers as a result of a mental or physical 
condition. 


NEW SECTION 


WAC 246-816-680 LICENSEES. (1) A health care professional 
licensed under chapter 18.32 RCW shall report to the dental disciplin- 
ary board when he or she has personal knowledge that a practicing 
dentist has either committed an act or acts which constitutes unprofes- 
sional conduct or to report information which indicates that a license 
holder may not be able to practice his or her profession with reason- 
able skill and safety to consumers as a result of a mental or physical 
condition. 

(2) The board may impose disciplinary sanctions, including license 
suspension or revocation, or any health care professional subject to the 
jurisdiction of the board who has failed to comply with this section. 


WSR 91-16-103 
PROPOSED RULES 
DEPARTMENT OF HEALTH 
[Filed August 7, 1991, 3:06 p.m.] 


Original Notice. 

Title of Rule: WAC 246-824-050 Approval of pre- 
scribed courses in opticianry; and 246-824—065 Duties 
and responsibilities of the dispensing optician examina- 
tion committee. 

Purpose: Define duties and responsibilities of the com- 
mittee and to update current rule to reflect current ac- 
crediting body and accreditation standards, requires the 
one school that is approved by the secretary to become 
nationally accredited. 

Statutory Authority for Adoption: RCW 43.17.060 
and 18.130.070. 
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Summary: Committee would prepare and administer 
the licensing examinations and provide technical exper- 
tise, advise, and make recommendations to the secretary 
on the administration of the statute. Schools would be 
approved based upon COA accreditation. 

Reasons Supporting Proposal: Committee input is 
needed for disciplinary, scope of practice issues, budget, 
and rulemaking. School approval rule should reflect cur- 
rent accrediting body and standards, and rule would re- 
quire all schools to be accredited by that body—one is 
not. 

Name of Agency Personnel Responsible for Drafting, 
Implementation and Enforcement: Janice K. Boden, 
1300 S.E. Quince Street, Olympia, 98504, 753-3576. 

Name of Proponent: Opticians Association of 
Washington, public. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: Define the duties of the committee which would 
allow the committee to be a resource to the secretary 
and program staff. Update rules to reflect the current 
national accrediting body and standards. Changes would 
also require the one school that is not nationally accred- 
ited to become nationally accredited by September 30, 
1992. 

Proposal Changes the Following Existing Rules: Same 
as above. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Location: OB-2 Auditorium, 12th and 
Franklin, Olympia, Washington, on September 10, 1991, 
at 1:00 p.m. 

Submit Written Comments to: Leslie Baldwin, 1300 
S.E. Quince Street, Mailstop EY-16, Olympia, WA 
98504, by September 9, 1991. 

Date of Intended Adoption: September 17, 199]. 

August 6, 1991 

Pam Campbell Mead 
for Kristine M. Gebbie 
Secretary 


AMENDATORY SECTION (Amending Order 121, filed 12/27/90, 
effective 1/31/91) 


WAC 246-824-050 APPROVAL OF PRESCRIBED COURSES 
IN OPTICIANRY. The ((director)) secretary, pursuant to RCW 18- 
.34.070, hereby adopts the accreditation standards of the ((Amrerican 

)) Com- 


Board-of-Opticianry of the-Nationat Academy-of_Opticianry 
mission on Opticianry Accreditation, "Essentials of an Accredited Ed- 
ucational Program for Ophthalmic Dispensers," ((tn-effeet-as-of-Mrarch 


4-939)) as adopted by the Commission on Opticianry Accreditation 
on July 1, 1990. The ((director)) s secretary approves all and only those 
institutions accredited by, and in good standing with, the ((American 
)) Com- 


Board-of Opticianry-of thc-Nationat Academy-of-Opticianry 

mission on Opticianry Accreditation in accordance with these accred- 
itation standards as of ((March-4—979--—©ther institutions which apply 
for-the-director's-approvai-and-whrich-mect-the-standards-to-the-direc- 


они à teas msibłity of 


not-a-schoołhras-bcenrapproved-by-the-director)) July 1, 1990. Institu- 
tions approved by the secretary which have not been accredited by the 
Commission on Opticianry Accreditation are hereby required to obtain 
such accreditation on or before September 30, 1992. Graduates from 


institutions that have not received accreditation from the Commission 


On Opticianry Accreditation by that date will not be eligible to sit for 


the examination. 
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: ((Fhe-cirector-reserves the right to-withdraw-approval-of-amy-course 
in-opticianry which-ceases-to-meet-the-rpprovat-of-the-director-or-the 
му apreis my of the? н tionał Academy of Opticianry 

)) It is the responsibility of 


contest the-director's-proposed-withdrawat 
a student to ascertain whether or not а school has been approved by 
the secretary. 


NEW SECTION 


WAC 246-824-065 DUTIES AND RESPONSIBILITIES OF 
THE DISPENSING OPTICIAN EXAMINING COMMITTEE. The 
dispensing optician examining committee shall meet at such times as 
deemed necessary by the secretary to prepare and administer the 
state's licensing examinations and to provide technical expertise, ad- 
vise, and make recommendations to the secretary on the administration 
of the dispensing optician statute. 


WSR 91-16-104 
PROPOSED RULES 
DEPARTMENT OF HEALTH 
[Filed August, 7, 1991, 3:07 p.m.] 


Original Notice. 

Title of Rule: Osteopathic fees WAC 246-853-990. 

Purpose: To implement legislation relative to limited 
licenses and temporary permits. Also, to collect sur- 
charge for impaired program. 

Statutory Authority for Adoption: RCW 43.70.250. 

Statute Being Implemented: Chapters 18.57 and 18- 
.130 RCW. 

Summary: To implement legislation relative to limited 
licenses and temporary permits. To collect surcharge for 
an impaired practitioner program. 

Reasons Supporting Proposal: Fees are required to 
support program activities. 

Name of Agency Personnel Responsible for Drafting, 
Implementation and Enforcement: Arlene Robertson, 
1300 Quince Street, Mailstop ЕУ-23, Olympia, WA, 
586-8438. 

Name of Proponent: Board of Osteopathic Medicine 
and Surgery, governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: To implement legislation relative to limited licens- 
es and temporary permits. Implement an impaired prac- 
titioner monitoring program. 

Proposal Changes the Following Existing Rules: Adds 
new fee categories. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. | 

Hearing Location: OB-2 Auditorium, 12th and 
Franklin, Olympia, Washington, on September 10, 1991, 
at 1:30 p.m. 

Submit Written Comments to: Leslie Baldwin, 1300 
S.E. Quince Street, Mailstop EY-16, Olympia, WA 
98504, by September 9, 1991. 

Date of Intended Adoption: September 17, 1991. 

I August 2, 1991 
Pamela C. Mead 

for Kristine M. Gebbie 

Secretary 
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AMENDATORY SECTION (Amending Order 173, filed 6/6/91, ef- 
fective 7/7/91) 


WAC 246-853-990 OSTEOPATHIC FEES. The following fees 
shall be charged by the professional licensing division of the depart- 
ment of health: 


Title of Fee Fee 
Osteopath: 
Renewal $410.00 
Duplicate 15.00 
Certification 25.00 


Osteopathic physician: 
Endorsement application 
License renewal 
Late renewal penalty 50.00 


Flex exam/state exam application 600.00 
Endorsement/state exam application 500.00 
Retake flex I 300.00 
Retake flex II 350.00 
Reexam 100.00 
Duplicate license 15.00 
Certification 25.00 
Limited license application 250.00 
Limited license renewal 205.00 
Temporary permit application 250.00 
Impaired program surcharge 15.00 
Osteopathic physician assistant: 
Application 150.00 
Renewal 50.00 
Duplicate license ` 15.00 


WSR 91-16-105 
PROPOSED RULES 
DEPARTMENT OF HEALTH 


(State Board of Health) 
[Filed August 7, 1991, 3:09 p.m.] 


Original Notice. 

Title of Rule: WAC 246-491-029 Adoption of United 
States standard certificates and report—Modifications; 
246-491-039 Confidential information on state of 
Washington live birth and fetal death certificates pursu- 
ant to chapter 70.58 RCW; and 246-491-149 Adoption 
of United States standard certificates and report— 
Modifications pursuant to RCW 43.70.150. 

Purpose: To meet the new statutory requirements as 
set forth in SHB 2056 (amendment to chapter 70.58 
RCW) to make certificates consistent with United States 
standard certificates. 

Statutory Authority for Adoption: Chapter 70.58 
RCW. 

Statute Being Implemented: Chapter 70.58 RCW. 

Summary: This rule defines the contents of the 
Washington state certificate of live birth, fetal death, 
death, marriage and dissolution. 

Name of Agency Personnel Responsible for Drafting, 
Implementation and Enforcement: Rowena Wilson- 
Canty, 1112 S.E. Quince, Olympia, 586-6779. 

Name of Proponent: State Board of Health, 
governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: This rule defines the contents of the Washington 
state certificate of live birth, fetal death, death, marriage 
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and dissolution. The purpose is to meet the statutory re- 
quirements as set forth in SHB 2056, amending and 
adding new sections to chapter 70.58 RCW and to make 
certificates consistent with United States standard 
certificates. 
Proposal does not change existing rules. 
To add items to United States standard and change 
items previously collected. 
No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 
Hearing Location: Spokane County Health District 
Building, West 1101 College Avenue, Spokane, WA, 
Rooms 320-321, on September 11, 1991, at 10:00 a.m. 
Submit Written Comments to: Leslie Baldwin, Rules 
Coordinator, 1300 Quince Street, Mailstop EY 16, 
Olympia, WA 98504, by September 6, 1991. 
Date of Intended Adoption: September 11, 1991. 
August 7, 1991 
Sylvia Beck 
Executive Director 


AMENDATORY SECTION (Amending Order 124B, filed 12/27/90, 
effective 1/31/91) 


WAC 246-491-029 ADOPTION OF UNITED STATES 
STANDARD CERTIFICATES AND REPORT—MODIFICA- 
TIONS. Pursuant to ((R€W—79-58-200)) chapter 70.58 RCW, the 
Washington state board of health adopts and approves for use in the 
state of Washington, effective January 1, ((+989)) 1992, the 1988 re- 
visions of the United States standard forms of live birth and fetal 
death. These forms are developed by the United States Department of 
Health and Human Services, National Center for Health Statistics. 
The board of health shall make the following modifications to the con- 
fidential section of the U.S. standard certificate of live birth and U.S. 
standard report of fetal death: 


U.S. STANDARD CERTIFICATE OF LIVE BIRTH 
Add ((<Hispanie—to—"racc-")) "Spanish" to "of Hispanic 
origin." 
Add "ог descent? (ancestry)" to "of Hispanic origin." 
Add "Asian or Pacific Islander" to "race." 
Add "occupation" and "type of business or industry" for both 
parents. 
Add "parental identification of ethnicity and race of child." 
Add "((more-than)) twenty weeks or more, less than twenty 
weeks" to "pregnancy history." 
Add separate categories for "spontaneous" and "induced" termi- 
nations to " pregnancy history." 


Add "total prior pregnancies." 
А under the heading "medical risk factors for this pregnan- 


"polyhydramnios, ((frrst-trimester- bleeding, ерНерзу;)) gen- 
ital herpes, syphilis, ((rubełła=test)) "hepatitis В-НВ,А, 
positive." 

Add under the heading "method of delivery," "C-section with no 
labor, C-section with trial of labor." 
s under the heading "abnormal conditions of the newborn," 


((1зерзіз;-азрһухіа/Фергеззіот;)) drug withdrawal syndrome in 
newborn((;-Erb's palsy, jaundice (greater than ten in frrst-forty- 


Delete under 38a "hydramnios." 
Delete under item 37b "name of facility infant transferred to." 


Add under the heading "other risk factors for pregnancy," 
"weight before pregnancy." 

Add under the heading "complication of labor and/or delivery," 
Change "tobacco use during pregnancy" to "did mother smoke 
Add "principal source of payment for prenatal care." 

Add "during pregnancy mother participated in (special 


grams)." 
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U.S. STANDARD REPORT OF FETAL DEATH 
Add "or descent? (ancestry)" to "of Hispanic origin." 
Add "Spanish" to "of Hispanic origin." 


Add "Asian or Pacific Islander" to "race." 


((Add—"“Hispante"to—race-*)) 

Add "((more-than)) twenty weeks or more, less than twenty 
weeks" to "other pregnancy outcomes." 

Add under the heading "medical risk factors for this pregnancy" 
"polyhydramnios, first trimester bleeding, epilepsy, genital 
herpes, syphilis((7rubeHa-test-positive))." 

Add separate categories for "spontaneous" and "induced" termi- 
nations to "pregnancy history." 


Add "total prior pregnancies." 
Add "fetal hemorrhage, placenta and cord conditions (specify), 


hemolytic disease, fetal hydrops, shoulder dystocia, other (speci- 
fy), and none." 

Add "C-section with no labor" and "C-section with trial of 
labor." 


Add under the heading "other risk factors for pregnancy," 
"weight before pregnancy." 

Change "tobacco use during pregnancy" to "did mother smoke 
at any time during pregnancy"? 

Add "principal source of payment for prenatal care." 
Add "durin regnancy mother participated іп 
programs)." 

Delete under item 23a "hydramnios and uterine bleeding." 
Delete under item 26 "hysterotomy/hysterectomy." 


special 


AMENDATORY SECTION (Amending Order 124B, filed 12/27/90, 
effective 1/31/91) 


WAC 246-491-039 CONFIDENTIAL INFORMATION ON 
STATE OF WASHINGTON LIVE BIRTH AND FETAL DEATH 
CERTIFICATES PURSUANT TO ((REW-760-58-280)) CHAPTER 
70.58 RCW. The confidential sections of the certificate of live birth 
and the certificate of fetal death shall not be subject to public inspec- 
tion and shall not be included on certified copies of the record except 
upon order of a court. 


AMENDATORY SECTION (Amending Order 121, filed 12/27/90, 
effective 1/31/91) 


WAC 246-491-149 ADOPTION OF UNITED STATES 
STANDARD CERTIFICATES AND REPORT—MODIFICA- 
TIONS PURSUANT TO RCW ((43-20-620)) 43.70.150. The de- 
partment adopts and approves for use in the state of Washington, ef- 
fective January 1, ((+989)) 1992, the 1988 revisions of the United 
States standard forms for live birth, death, fetal death, marriage, and 
dissolution. These forms are developed by the United States Depart- 
ment of Health and Human Services, National Center for Health Sta- 
tistics. With the exception of the confidential section, the department 
may modify any part of these forms and shall make the following 
modifications: 


U.S. STANDARD CERTIFICATE OF LIVE BIRTH. 
Add "mother's request to issue Social Security number (allow up 


to six months)." 


Add "record amendment." 
Add "how long at current residence"? 
U.S. STANDARD CERTIFICATE OF DEATH. 
((Add“citizer-of-what-comntry*)) 
Under "place of death" add "in transport," "hospital." 
Add "smoking in last fifteen years." 
Add "or descent" after "of Hispanic origin." 
((Add—Astan=Paciftetsiander"after“race-*)) 
Add "length of residence." 
Add "date of disposition." 
Add "medical examiner/coroner file number." 
Add "hour pronounced dead (24-hours)." 
Add "record amended section." 
Delete "license number (funeral director)" under item 21b. 
Delete "license number (certifier)" under item 23b. 
Delete "were autopsy findings available prior to completion of 
cause of death yes/no" under item 28b. 
Delete check boxes under item 20a. 
Delete "donation" under item 20a. 
Delete check boxes under item 31а. 
Delete item 32. 


[125] 


WSR 91-16-106 


Delete "inpatient" under item 9a. 
Delete check boxes under item 29. 
Delete "natural" under item 29. 


U.S. STANDARD REPORT OF FETAL DEATH. 
Add "fetus name." 
Add "time of delivery." 
Add "place of delivery." 
Add "state of birth." 
Add "registrar signature." 
Add "date filed." 
Add "burial, cremation, removal, other (specify)." 
Add "date (burial)." 
Add "cemetery/crematory-name." 
Add "location (cemetery)." 
Add "funeral director signature." 
Add "name of facility." 
Add "address of facility." 
Add "autopsy yes/no." 
Add "were autopsy findings used to complete the cause of 
death"? 
Add "certification statement." 
Change title to "certificate of fetal death." 


U.S. STANDARD LICENSE AND CERTIFICATE OF MARRIAGE. 
Change title to "certificate of marriage." 
Add "type of ceremony (religious/civil ceremony)." 
Add "officiant - date signed." 
Add "inside of city limits for bride and groom." 
Delete "age last birthday" for the groom under item 2. 
Delete "age last birthday" for the bride under item 9. 
Delete "license to marry" section. 
Delete "expiration date of license" under item 17. 
Delete "title of issuing official" under item 20. 
Delete "confidential information" under items 27 through 30b. 


U.S. STANDARD CERTIFICATE OF DIVORCE, DISSOLUTION OF MARRIAGE, 
OR ANNULMENT. 
Change title to "certificate of dissolution, declaration of invalidi- 
ty of marriage or legal separation." 
Add check boxes for "type of decree." 
Add "inside city limits" for both parties. 
Delete "date couple last resided in same household" under item 
11. 
Change "number of children under eighteen in this household as 
of this date" to "number of children born alive of this marriage" 
under item 12. 
Delete check boxes for "petitioner" under item 13. 
Delete section "number of children under eighteen whose physi- 
cal custody was awarded to" under item 18. 
Delete "title of court" under item 20. 
Delete "title of certifying official" under item 22. 
Delete "date signed" under item 23. 
Delete "confidential information" under items 24 through 27b. 


WSR 91-16-106 
PROPOSED RULES 
DEPARTMENT OF HEALTH 
[Filed August 7, 1991, 3:10 p.m.] 


Original Notice. 

Title of Rule: WAC 246-930-075 Supervision of 
affiliates. 

Purpose: To regulate and certify sex offender treat- 
ment providers. 

Statutory Authority for Adoption: RCW 18.155.040. 

Statute Being Implemented: Chapter 18.155 RCW. 

Summary: Program implementation. 

Name of Agency Personnel Responsible for Drafting, 
Implementation and Enforcement: Joanne Redmond, 
1300 Quince Street, Mailstop EY-23, 753-0712. 
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Name of Proponent Department of Health, 


governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: To establish supervision standards for affiliate sex 
offender treatment providers who evaluate and treat of- 
fenders as directed by the courts. 

Proposal does not change existing rules. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Location: OB-2 Auditorium, 12th and 
Franklin, Olympia, Washington, on September 10, 1991, 
at 2:00 p.m. 

Submit Written Comments to: Leslie Baldwin, 1300 
S.E. Quince Street, Mailstop EY-16, Olympia, WA 
98504, by September 9, 1991. 

Date of Intended Adoption: September 13, 1991. 

August 2, 1991 

Pamela Campbell Mead 
for Kristine M. Gebbie 
Secretary 


NEW SECTION 


WAC 246-930-075 SUPERVISION OF AFFILIATES. Super- 
vision of affiliates is considerably different than consultation. Consul- 
tation is solely advisory; the consultant does not assume responsibility 
for those individuals to whom they consult. Supervision of affiliates re- 
quires that the provider take full ethical and legal responsibility for the 
professional work and for the quality of work of the affiliate. The fol- 
lowing rules apply to providers and affiliates when service is being pro- 
vided to SSOSA and SSODA clients: 

(1) Whether providing training, consultation, or supervision, sex of- 
fender treatment providers shall avoid presenting themselves as having 
qualifications in areas where they do not have expertise. 

(2) The supervisor shall provide sufficient training and supervision to 
the affiliate to insure the health and safety of the client and communi- 
ty. The supervisor shall have the expertise and knowledge to directly 
supervise the work of the affiliate. 

(3) The supervisor shall insure that any person he or she supervises 
has sufficient education, background, and preparation for the work 
they will be doing. 

(4) Supervision of an affiliate shall require that the supervisor and 
supervisee enter into a formal written contract defining the parameters 
of the professional relationship. This supervision contract shall be sub- 
mitted to the department for approval and will be renewed on a yearly 
basis. This document shall include, but is not limited to: 

(a) The areas of professional activity for which supervision will 
occur. 

(b) The amount of supervision time and frequency of supervisory 
meetings to be provided. This information can be presented as a ratio 
of supervisory time to clinical work conducted by the affiliate. 

(c) The supervisory fees and business arrangements, when 
applicable. 

(d) The nature of the supervisory relationship and the anticipated 
process of supervision. 

(e) The manner in which clinical cases will be selected and reviewed. 

(f) The methodology for recordkeeping, evaluation of the affiliate, 
and feedback. 

(g) The manner in which the affiliate shall be represented to the 
public. 

(5) Supervision of affiliates shall involve regular, direct, on-site su- 
pervision. Supervision shall include a reasonable degree of direct ob- 
servation by means of the supervisor sitting in sessions, audio tape re- 
cording, videotape, etc. However, it is recognized that certain geo- 
graphic locales do not have sufficient resources to enable immediate, 
direct supervision of affiliates. In these cases special flexible supervision 
arrangements which deviate from the standard are encouraged; these 
special supervision contracts shall be submitted to the department for 
approval. 
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(6) The level of supervision provided shall insure the affiliate's pre- 
paredness to conduct his or her professional work and provide adequate 
oversight. There shall be a minimum of one hour of supervision time 
for every ten hours of supervised professional work. Supervision meet- 
ings shall regularly occur at least every other week. 

(7) A certified sex offender provider shall undertake no supervision 
which exceeds the provider's ability to comply with supervision stan- 
dards. A supervisor shall not supervise more than thirty hours of 
SSOSA and SSODA case clinical work each week. 

(8) Generally, a supervisor shall not provide supervision for more 
than two affiliates. However, the special needs of certain locales, par- 
ticularly rural areas, are recognized. Where appropriate, deviation 
from the standards for amount of supervision time, frequency of su- 
pervision, and limitations on supervision by a supervisor are encour- 
aged if quality of supervision can be maintained. Special supervisory 
arrangements shall be submitted for approval as part of the supervision 
contract to the department. As necessary, a supervisor can adjust a su- 
pervision plan, but shall notify the department of the amendment to 
the contract. 

(9) The status of the affiliate's relationship to the supervisor is to be 
accurately communicated to the public, other professionals, and to all 
clients served. 

(10) An affiliate sex offender treatment provider shall represent 
themselves as an affiliate only when they are doing clinical work su- 
pervised by their contracted sex offender treatment provider. If the af- 
filiate is providing unsupervised clinical services to clients who are not 
SSOSA or SSODA cases, the individual shall not utilize the title "af- 
filiate" in that context. 

(11) АП written work conducted by the affiliate under SSOSA or 
SSODA shall be cosigned by the supervisor, indicating the supervisory 
relationship. The work will be represented as conducted by the affiliate 
and with oversight provided by the supervisor. 

(12) АП work relating to SSOSA and SSODA clients, conducted by 
the affiliate, will be the responsibility of the supervisor. The supervisor 
will have full authority over the practice of the affiliate involving 
SSOSA and SSODA clients. 

(13) Supervision will include, but is not limited to: 

(a) Discussion of services provided by the affiliate. 

(b) Case selection, service plan, and review of each case or work unit 
of the affiliate. 

(c) Discussions regarding theory and practice regarding the work 
being conducted. Í 

(d) Review of Washington statutes, rules, and criminal justice pro- 
cedures relevant to the work being conducted. 

(e) Discussion of the standards of practice for providers as adopted 
by the department and the ethical issues involved in providing profes- 
sional services for sex offenders. 

(f) Discussion regarding coordination of work with other 
professionals. 

(g) Discussion of relevant professional literature and research. 

(h) Periodic review of the supervision itself. 

(14) Both the supervisor and affiliate shall maintain full documenta- 
tion of the work done and supervision provided. 

(15) Timely evaluation of the affiliate's work and professional 
progress shall be provided by the supervisor. 

(16) If the work of the supervisee does not meet sufficient standards 
to protect the best interests of the clients and the community, it is the 
responsibility of the supervisor to remediate the problems or terminate 
the supervision contract. If a supervision contract is terminated, the 
supervisor shall notify the department and provide the department with 
a letter of explanation. 

(17) Supervision is a power relationship and the supervisee-super- 
visor relationship is not to be exploited. This standard in no way pre- 
cludes reasonable compensation for supervisory services. 

(18) It is the responsibility of the supervisor to provide, on request, 
accurate and objective letters of reference and work documentation 
regarding the affiliate, when requested by affiliate. ; 

(19) If a supervisee is in the employ of a provider it is the responsi- 
bility of the supervisor to provide: 

(a) Appropriate working conditions. 

(b) Opportunities to further their skills and professional 
development. 

(c) Consultation in all areas of professional practice appropriate to 
their employment. 
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WSR 91-16-107 
PERMANENT RULES 
DEPARTMENT OF HEALTH 
[Order 185— Filed August 7, 1991, 3:13 p.m.] 


Date of Adoption: August 6, 1991. 

Purpose: To update the fees for health care facility 
construction review and approval activities. 

Citation of Existing Rules Affected by this Order: 
Amending WAC 246-314-001, 246-314-010, and 246- 
314-990. 

Statutory Authority for Adoption: RCW 43.70.110. 

Pursuant to notice filed as WSR 91-12-019 on May 
31, 1991. 

Effective Date of Rule: Thirty-one days after filing. 

August 6, 1991 

Pam Campbell Mead 
for Kristine M. Gebbie 
Secretary 


AMENDATORY SECTION (Amending Order 122, 
filed 12/27/90, effective 1/31/91) 


WAC 246-314-001 PURPOSE. The purpose of 
this chapter is to establish fees ((to-recover-the-cost-of)) 
for reviewing and approving health and residential care 
facility construction projects. 


AMENDATORY SECTION (Amending Order 122, 
filed 12/27/90, effective 1/31/91) 


WAC 246-314-010 DEFINITIONS. (1) "Depart- 
ment" means the Washington state department of 
health. 

(2) "Project" means a construction endeavor including 
new construction, replacement, alterations, additions, 
expansions, conversions, improvements, remodeling, ren- 
ovating, and upgrading of the following types of 
facilities: 

(a) "Adult residential rehabilitation center" as defined 
under chapters 71.12 RCW and 246-325 WAC; 

(b) "Boarding homes" as defined under chapters 18.20 
RCW and 246-316 WAC; 

(c) "Maternity homes" and "childbirth centers" as 
defined under chapters 18.46 RCW and 246—329 WAC; 

(d) "Nursing homes" as defined under chapters 18.51 
RCW and 248-14 WAC; 

(e) "Private psychiatric hospitals" as defined under 
chapters 71.12 RCW and 246-322 WAC; 

(f) "Private alcoholism hospitals" as defined under 
chapters 71.12 RCW and 246-324 WAC; 

(g) "Private alcoholism treatment facilities" as de- 
fined under chapters 71.12 RCW and 246-326 WAC; 

(h) "Residential treatment facilities for psychiatrically 
impaired children and youth" as defined under chapters 
71.12 RCW and 246-323 WAC; 

(i) "Hospitals" as defined under chapters 70.41 RCW 
and 246-318 WAC; and 

(j) "Hospice care center" as defined under chapters 
((70-44)) 70.126 RCW and 246-321 WAC. 

(3) "Project sponsor" means the person, persons or 
organization, planning and contracting for the design 
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and construction of facilities, generally the owner or the 
owner's representative. 

(4) "Project cost" means all costs, except taxes, di- 
rectly associated with the project, initially estimated and 
corrected by certification to the date of completion of 
the project and including: 

(a) АП architectural-engineering designs, plans, 
drawings, and specifications; 

(b) АП fixed and installed equipment in the project; 
and 

(c) Contractor supervision, inspection, and overhead. 


AMENDATORY SECTION (Amending Order 122, 
filed 12/27/90, effective 1/31/91) 


WAC 246-314-990 CONSTRUCTION REVIEW 
FEES. (1) The project sponsor shall submit to the 
department: 

(a) A completed project review application form along 
with project documents for review; and 

(b) The appropriate fee based upon the initial project 
construction cost as determined from the following con- 
struction fee table: 


CONSTRUCTION FEE TABLE 


Project Cost Project Review Fee 


$ О to $ ((499)) 999 ((69)) 
120 

((6009+o—— 989) 
1,000 to ((+,900)) ((+88)) 
1,999 250 

2,000 to 2,999 ((240)) 
320 

3,000 to 4,999 ((300)) 
400 

5,000 to 9.999 ((360)) 
520 

10,000 to ((+9;000)) ( (480)) 
19,999 650 

20,000 to ((29-000)) ((600)) 
29,999 800 

30,000 to 39,999 ((229)) 
950 

40,000 to 49,999 ((840)) 
1,100 

50,000 to 64,999 ((960)) 
1,300 

65,000 to 79,999 ((+080)) 
1,500 

80,000 to 99,999  ((12200)) 
1,800 

100,000 to 124,999 ((+5ӨӨ)) 
2.150 

125,000 to 149,999 — ((1,800)) 
2.500 

150,000 to 199,999 ((2-+00)) 
2.900 

200,000 to 249,999  ((2:400)) 
3,250 

250,000 to 324,999  ((2:700)) 
3,575 

325,000 to 449,999  ((3,000)) 
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CONSTRUCTION FEE TABLE 


Project Cost Project Review Fee 


450,000 to 574,999 


575,000 to 699,999 
700,000 to 849,999 
850,000 to 999,999 
1,000,000 to 1,249,999 
1,250,000 to 2,499,999 
2,500,000 to 2,999,999 
3,000,000 to 3,499,999 
3,500,000 to 4,999,999 
5,000,000 to 6,999,999 
7,000,000 to 9,999,999 
10,000,000 to 14,999,999 
15,000,000 to 19,999,999 


20,000,000 to 29,999,999 


30,000,000 to 39,999,999 


40,000,000 ((and-over)) to 59,999,999  ((19:260)) 


60,000,000 and over 28,000 


(2) The department shall charge a flat fee of ((sixty)) 
eighty dollars for a project involving installation of car- 
pet only. 

(3) The project sponsor may request a reduction in 
the project review fee for fixed or installed technolog- 
ically advanced diagnostic or treatment equipment pro- 
jects including lithotripters, CT scans, linear accelera- 
tors, or MRI's. 

(4) The department may adjust the project review fee 
if: 

(a) The final project cost changes as evidenced on the 
certificate of project completion card; or 

(b) The project sponsor requests a reduction in the fee 
according to subsection (3) of this section. 


WSR 91-16-108 
PERMANENT RULES 
DEPARTMENT OF HEALTH 
[Order 186—Filed August 7, 1991, 3:16 p.m.] 


Date of Adoption: August 2, 1991. 


Washington State Register, Issue 91-16 


Purpose: Implement chapter 70.175 RCW which au- 
thorizes establishment of the rural health system devel- 
opment project. Identifies the goals, procedures, and se- 
lection criteria for the rural health system development 
project. 

Statutory Authority for Adoption: Chapter 70.175 
RCW. 

Pursuant to notice filed as WSR 91-13-093 on June 
19, 1991. 

Effective Date of Rule: Thirty-one days after filing. 

August 2, 1991 

Pamela Campbell Mead 
for Kristine Gebbie 
Secretary 


Chapter 246-560 WAC 
RURAL HEALTH SYSTEM PROJECT 


NEW SECTION 


WAC 246-560-001 PURPOSE. (1) The purpose of 
these rules is to implement RCW 70.175.010, 70.175- 
.020, 70.175.030, 70.175.040, 70.175.050, 70.175.060, 
70.175.070, | 70.175.080, and 70.175.090. The 
Washington rural health system project was established 
to provide financial and technical assistance to promote 
affordable access to health care services in rural areas. 

(2) The goals of the rural health system project are: 

(a) To encourage innovative or established communi- 
ty-based approaches to improving rural health care de- 
livery systems that may serve as models for other 
communities. 

(b) To help rural communities obtain needed technical 
assistance for local activities designed to: 

(i) Identify a reasonable service delivery area in terms 
of geographic conditions, health care delivery patterns, 
and population characteristics; 

(ii) Identify desired health outcomes and improve- 
ments in the health care system; 

(iii) Identify and analyze deficiencies in the commun- 
ity's health care system; 

(iv) Identify innovative steps the community may need 
to correct the deficiencies; and 

(v) Initiate planned and positive actions to correct 
problems and make health care system improvements. 

(c) To explore the use of outcome targets related to 
health status for rural health system development. 

(d) To encourage the use of planning principles in the 
rural community health system decision making process- 
es including: 

(1) Community decisions regarding expected health 
outcomes and health care services produced; 

(ii) Development of action plans; and 

(ш) The regular, periodic updating of objectives. 

(e) To identify public and private resources for: 

(i) Providing technical assistance to rural communi- 
ties; and 

(ii) Facilitating community access to appropriate 
resources. 
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NEW SECTION 


WAC 246-560-010 DEFINITIONS. For the pur- 
pose of this chapter the following words and phrases 
have the following meanings unless the context clearly 
indicates otherwise. 

(1) "Advisory committee" means the rural health ad- 
visory committee or its successor, appointed by the sec- 
retary under RCW 70.175.030(3). 

(2) "Applicant" means any eligible entity who has 
submitted an application proposing a rural health system 
demonstration project. 

(3) "Application" means a proposal for a rural health 
system demonstration project. 

(4) "Assisted demonstration project" means a 
nonfunded application selected to receive specific techni- 
cal assistance provided or supported by the department. 

(5) "Basic health care services" means organized care 
modalities to prevent death, disability, and serious ill- 
ness. The term includes, but is not limited to: 

(a) Emergency services; 

(b) Primary care physicians, physician assistants, 
nurse practitioners, and midwifery services; 

(c) Short term inpatient care; 

(d) Home health care; 

(e) Community based care for chronic conditions; 

` (f) Dental care; 

(g) Vision care; 

(h) Hearing care; 

(i) Hospice care; 

(j) Mental health; 

(k) Necessary support services; 

(1) Nutrition related services; and 

(m) Other "basic health services" specified and de- 
scribed in "A Report to the Legislature on Rural Health 
Care in the State of Washington" written by the 
Washington rural health care commission, January 
1989. 

(6) "Catchment area" means the geographic area 
where people who are likely to use the service live or are 
temporarily located. 

(7) "Community" means the resident individuals and 
organizations in a catchment area who may benefit from 
the services included in a demonstration project. 

(8) "Department" means the Washington state de- 
partment of health. 

(9) "Demonstration project" means an application se- 
lected to participate in the project, including both fund- 
ed and assisted demonstration projects. 

(10) "Eligible entity" means any for-profit, not—for— 
profit, or governmental entity which is: 

(a) Located in a rural catchment area; 

(b) Acting on behalf of the population in a rural 
catchment area; or 

(c) Acting on behalf of the population living in a 
catchment area, a significant portion of which is rural, 
and in which the target population is more than thirty 
minutes average travel time from the primary source of 
health care. 

(11) "Financially vulnerable" means a health care fa- 
cility falling below a reasonable level of performance. 
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(a) For hospitals the department uses the Financial 
Viability Index and/or the Financial Flexibility Index to 
measure performance. 

(b) For health care facilities other than hospitals the 
department considers: 

(i) Financial viability or the overall financial perform- 
ance of the facility; and/or 

(ii) Financial flexibility or the ability of the facility to 
obtain financing to meet its needs, however unexpected. 

(12) "Funded demonstration project" means an appli- 
cation selected by the department to receive funds to 
support planning, organizing, and implementing 
activities. 

(13) "Health care delivery system" means services 
and personnel involved in providing health care to a 
population in a geographic area. 

(14) "Health care facility" means any land, structure, 
system, machinery, equipment, or other real or personal 
property or appurtenances useful for or associated with 
delivery of inpatient or outpatient health care service or 
support for such care or any combination thereof which 
is operated or undertaken in connection with a hospital, 
rural health care facility, clinic, health maintenance or- 
ganization, diagnostic or treatment center, extended care 
facility, or any facility providing or designed to provide 
therapeutic, convalescent, or preventive health care 
services. 

(15) "Interested party" means any eligible entity in- 
terested in proposing a rural health system development 
project. 

(16) "Letter of interest" means a brief description of 
a proposal for a demonstration project as described in 
WAC 246-560-040. 

(17) "Letter of invitation" means a letter inviting an 
interested party who has submitted a letter of interest to 
submit an application. 

(18) "Local project administrator" means an individ- 
ual or organization representing the applicant and auth- 
orized to enter into legal agreements on behalf of the 
applicant. 

(19) "Metropolitan statistical area" or "MSA" means 
a metropolitan statistical area defined and described by 
the United States Department of Census, Bureau of the 
Census, Statistical Abstract of United States: 1988, 
108th edition, Washington, D.C., United States Govern- 
ment Printing Office, and displayed for the state of 
Washington in State of Washington Data Book, Office 
of Financial Management, Olympia, Washington, 1988, 
including: 

(a) Benton; 

(b) Clark; 

(c) Franklin; 

(d) King; 

(e) Kitsap; 

(f) Pierce; 

(g) Snohomish; 

(h) Spokane; 

(i) Thurston; 

(0) Whatcom; and 

(k) Yakima. 
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(20) "Program" means the office of rural health, or its 
successor, within the Washington state department of 
health. 

(21) "Project" means the Washington rural health 
system project as authorized under chapter 70.175 
RCW. 

(22) "Rural" means a geographical area outside the 
boundaries of metropolitan statistical areas (MSA's) or 
an area within an MSA but more than thirty minutes 
average travel time from an area of at least ten thousand 
population. 

(23) "Secretary" means the secretary of the depart- 
ment of health or his or her designee. 

(24) "Successful applicant" means an applicant whose 
project has been selected as a demonstration project. 

(25) "Urban" means areas within a MSA that are 
thirty minutes average travel time or less from a city or 
town or contiguous cities or towns with a population of 
ten thousand or more. 


NEW SECTION 


WAC 246-560-015 
department shall: 

(1) Notify interested parties of the review schedule at 
least thirty days prior to the date the department expects 
to receive the letters of interest; and 

(2) Conduct at least two public meetings to explain 
the demonstration project guidelines and the review 
process. 


IMPLEMENTATION. The 


NEW SECTION 


WAC 246-560-020 REVIEW PROCESS. The de- 
partment shall: 

(1) Administer a review process in the following 
sequence: 

(a) Request submission of letters of interest; 

(b) Review letters of interest; 

(c) Send letters of invitation; 

(d) Review applications using an expert panel; and 

(e) Approve or deny applications for funding or 
assistance. 

(2) The department may consult with other entities, 
when appropriate, including but not limited to the advi- 
sory committee. 


NEW SECTION 


WAC 246-560-030 TIME SCHEDULE. (1) Pro- 
posals for demonstration projects shall be reviewed and 
approved according to the following schedule: 

(a) The department shall request letters of interest by 
sending a notice to interested parties once each 
biennium. 

(b) Interested parties shall submit letters of interest to 
the department ensuring department receipt by the date 
specified in the notice to interested parties. 

(c) The department shall review letters of interest and 
identify those meeting the criteria in WAC 246—560- 
050. 

(d) The department shall mail a letter of invitation to 
interested parties meeting the criteria in WAC 246- 
560—050. The letter of invitation shall be mailed within 
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forty-five days of the deadline for receipt of letters of 
interest. 

(e) Applicants shall ensure department receipt of the 
application on the date specified in the letter of invita- 
tion. The department shall determine the application due 
date by adding sixty days to the date letters of invitation 
are mailed. 

(f) The department shall mail a notice to each appli- 
cant within sixty days of the deadline for application 
submission. The notice shall indicate: 

(i) Approval or denial of the application; and 

(ii) When approved, whether as a funded or an assist- 
ed demonstration project. 

(2) Time periods are computed by excluding the first 
day and including the last day. The department consid- 
ers a time period to be over at 5:00 p.m. on the last day. 
Time periods ending on a Saturday, Sunday, or legal 
holiday observed by the state of Washington shall be 
extended until 5:00 p.m. of the first working day 
thereafter. 


NEW SECTION 


WAC 246-560-040 LETTERS OF INTEREST. 
(1) Any interested party proposing a demonstration 
project shall submit a letter of interest. The letter shall 
follow the schedule in WAC 246-560-030 and: 

(a) Not exceed two pages; 

(b) Briefly describe the catchment area and the 
community; 

(c) Identify the health care problem; 

(d) Briefly describe what will be done; and 

(e) Identify key health care providers, business repre- 
sentatives, public officials, and community leaders to be 
involved in the project. 

(2) The department may request combining activities 
proposed in separate letters of interest for inclusion in a 
single application to: 

(a) Avoid duplication; 

(b) Increase cooperation; or 

(c) Strengthen the overall health system serving the 
catchment area. 

(3) The department may request additional informa- 
tion to enable it to apply the letter of interest selection 
criteria т WAC 246-560-050. 


NEW SECTION 


WAC 246-560-050 LETTER OF INTEREST SE- 
LECTION CONSIDERATIONS. The department 
shall consider the following factors to select interested 
parties to receive letters of invitation: 

(1) The proposed demonstration project addresses the 
goals of the rural health system project specified under 
WAC 246-560-001; 

(2) The proposed demonstration project is in an area 
where a financially vulnerable health care facility is 
present; 

(3) The proposed demonstration project is in an area 
where a financially vulnerable health care facility is 
present and an adjoining community in the same catch- 
ment area has a competing facility; 
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(4) The proposed demonstration project addresses ac- 
cess to basic health care services in an area where access 
is severely limited; 

(5) The proposed demonstration project addresses 
needed improvements in the delivery of basic health ser- 
vices, including preventive services; 

(6) The proposed demonstration project contains well 
thought out approaches to problem solving likely to re- 
sult in improvements persisting after the project period; 

(7) The proposed demonstration project reflects a 
cooperative approach, which may involve several organi- 
zations, categories of health care providers, and 
communities; 

(8) The proposed demonstration project is unique and 
serves as a model for other communities; and 

(9) The extent to which the proposed demonstration 
project uses multiple funding sources. 


NEW SECTION 


WAC 246-560-060 SUBMISSION OF APPLI- 
CATIONS. Applicants shall submit applications on the 
form provided by the department. The application shall, 
at a minimum, follow the time schedule in WAC 246- 
560—030 and: 

(1) Describe the problem including: 

(a) The duration of the problem or deficiency; and 

(b) The number of people affected; | 

(2) Describe the catchment area. When the proposal 
involves a service or services not currently provided, the 
applicant shall demonstrate to the satisfaction of the 
department: 

(a) A reasonable service delivery area in the sense 
that geographic conditions, health care delivery patterns, 
other social and economic relationship patterns, and 
population characteristics make it a realistic market; and 

(b) A reasonable use area from the perspective of the 
residents, in the sense that residents are likely to go to 
the proposed delivery site as a preferred source for the 
proposed service. 

(3) Identify any special needs in the catchment area; 

(4) Explain how the proposal addresses the goals 
identified in WAC 246-560-001 or why this proposal 
should be approved as a demonstration project if the 
goals are not addressed; 

(5) Identify any model or models used in a proposed 
demonstration project; 

(6) Describe the relationship between the proposed 
demonstration project and any current or previous pro- 
grams designed in whole or in part to solve related 
health care problems in the catchment area; 

(7) Identify key health care providers, business repre- 
sentatives, public officials, and community leaders in- 
volved in the project; 

(8) Identify project goals, specific objectives, and pro- 
cedures to assure results from the project consistent with 
the letter of interest; 

(9) Specify the work program for achieving the 
objectives; 

(10) Explain how the demonstration project will coor- 
dinate and avoid unnecessary duplication of services and 
activities with existing health services, including public 
and private health care services in the catchment area; 
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(11) Identify the potential and steps required to fi- 
nancially sustain the activities initiated as a result of the 
project; 

(12) Describe how the applicant will evaluate the 
demonstration project; 

(13) Describe the decision-making process or process- 
es for determining appropriate courses of action 
throughout the demonstration project; 

(14) Provide the proposed budget for the project peri- 
od indicating: 

(a) The amount of state funds requested; 

(b) The amount by source of other financial support; 
and 

(c) The schedule of payments requested from the 
state; 

(15) Identify whether the proposal may be considered 
for: 

(a) Designation as a funded demonstration project 
only; or 

(b) Identify the portions of the proposal to be consid- 
ered as an assisted demonstration project; 

(16) Provide letters of support and commitment to 
participate from key providers, local government offi- 
cials, and business and community leaders. 

(17) Discuss any issues raised by the department in 
the letter of invitation. 


NEW SECTION 


WAC 246-560-070 SELECTION CRITERIA 
FOR FUNDED DEMONSTRATION PROJECTS. (1) 
The department may group applications proposing simi- 
lar types of demonstration projects. 

(2) The department shall use the following criteria to 
select funded demonstration projects: 

(a) Considerations identified under WAC 246-560- 
050. 

(b) The nature and amount of evidence indicating 
commitment and support for the demonstration project 
in the catchment area including: 

(i) Participation of community leaders and residents; 

(ii) Involvement of effected local health care 
providers; 

(iii) Contribution of local funds and other community 
resources; 

(iv) Availability of local staff; 

(v) Use of a multidisciplinary approach; 

(vi) Linkages between and among health care facili- 
ties offering a similar type and intensity of service; and 

(vii) Linkages between and among health care facili- 
ties offering different types and intensity of service. 

(c) Evidence of a relationship between and among: 

(1) Identified problems/deficiencies; 

(ii) Proposed activities; 

(iii) Participating individuals and organizations; 

(iv) Existing local and neighboring health facilities 
and personnel; and 

(v) Total resource commitment to the project; 

(d) How the demonstration project enhances service 
capabilities and economic viability of the health care 
system serving the community; 
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(e) How the demonstration project goals address 
long-term improvements of the health care system in the 
catchment area; 

(f) Evidence of measurable demonstration project 
objectives; 

(g) Evidence the demonstration project improves the 
public's understanding regarding the relationship be- 
tween quality of care, health outcomes, and the effects of 
obtaining services within the catchment area versus hav- 
ing to travel out of area for care; 

(h) Evidence of a specific process for local evaluation 
of the demonstration project; and 

(i) The demonstration projects would have a reason- 
able state-wide geographic distribution. 


NEW SECTION 


WAC 246-560-080 SELECTION CRITERIA 
FOR ASSISTED DEMONSTRATION PROJECTS. 
The department shall evaluate applications to select as- 
sisted demonstration projects using the following 
criteria: 

(1) A request for consideration as an assisted demon- 
stration project; 

(2) The criteria identified in WAC 246-560-070; 

(3) Evaluation of the proposal focus on achieving 
health status outcome goals; 

(4) The extent to which assistance will have a demon- 
strable impact on resolving the identified problem or 
problems; 

(5) The extent to which assistance will enable activi- 
ties with ongoing community benefit; and 

(6) The extent to which assistance increases the like- 
lihood of obtaining the project objectives. 


NEW SECTION 


WAC 246-560-090 ISSUANCE OF CON- 
TRACTS. (1) The department shall develop contracts 
with successful applicants for demonstration projects 
consistent with State of Washington Department of 
Health Contracts Manual, November 1990. 

(2) The department shall: 

(a) Determine the amount awarded in each contract 
through negotiation with the local project administrator 
considering: 

(i) The amount of the proposed budget; 

(ii) The need for state financial support; 

(iii) The availability of state funds; and 

(iv) The availability of other sources of support for 
the demonstration project. 

(b) Make payments according to the provisions of the 
contract; and 

(c) Specify the duration of funding in each contract. 


NEW SECTION 


WAC 246-560-100 USE OF PROJECT FUNDS. 
(1) Project funds may Бе used to support the following 
activities consistent with department policy under the 
State of Washington Department of Health Contract 
Manual, November 1990: 

(a) Problem identification; 

(b) Problem analysis; 
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(c) Identification of possible solutions; 

(d) Decision making to determine action steps; 

(e) Technical assistance from consultants approved by 
the department; 

(f) Carrying out action steps; and 

(g) Capital acquisitions. 

(2) Funds shall not be used to retire existing debt. 

(3) The department shall: 

(a) Award the majority of funds available for the 
project to funded demonstration projects; and 

(b) Generally award funded demonstration project 
contracts in a range of five to seventy thousand dollars. 


NEW SECTION 


WAC 246-560-105 CONTINUATION FUND- 
ING. (1) Funded demonstration projects with current 
contracts may be approved for continuation funding only 
when the department finds: 

(a) Extraordinary circumstances have prevented com- 
pletion of the demonstration project; and 

(b) A brief period of funding will assure the demon- 
stration project's full operation and self-sufficiency. 

(2) Funded demonstration projects must submit a re- 
quest for continuation funding to the department. 

(3) The request for continuation funding shall: 

(a) Be in writing; 

(b) Identify the specific contract items which remain 
to be completed; 

(c) Identify the specific dollar amounts needed to 
complete the demonstration project; 

(d) Identify the extraordinary circumstances which 
have prevented completion of the project; 

(e) Document efforts and explain why alternative 
funding has not been found; 

(f) Provide assurance that activities supported by con- 
tinuation funding will be supported by other revenue 
sources at the end of the continuation funding period; 
and 

(g) Describe how continued funding would be consis- 
tent with the goals of the project as identified in WAC 
246-560-001. 

(4) The department shall by July 30 of each new. 
biennium: 

(a) Review any requests; and 

(b) Approve or deny all requests for continuation 
funding. 

(5) The duration of continuation funding shall not ex- 
ceed the total elapsed time permitted by the time sched- 
ule identified in WAC 246—560—030. 


NEW SECTION 


WAC 246-560-110 CONSULTATION. The de- 
partment shall: 

(1) Develop a register of public and private resources 
available to provide technical assistance to demonstra- 
tion projects; 

(2) Include those consultants who expressed interest 
in assisting demonstration projects if they have consult- 
ing experience in rural communities acceptable to the 
department; 
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(3) Provide the register to all successful applicants; 
and 

(4) Work with the local project administrator to iden- 
tify and arrange access to public and private consulta- 
tion resources. 


NEW SECTION 


WAC 246-560-120 PERIODIC REPORTS. (1) 
The contracts shall require the local project administra- 
tor to submit to the department: 

(a) Progress reports; and 

(b) A final evaluation of the demonstration project 
including: 

(i) A comparison of actual accomplishments with the 
objectives set forth in the proposal; 

(ii) An explanation of the reason or reasons for any 
disparities; and 

(iii) Recommendations for improving future project 
activities. 

(2) The department shall prepare an overall evalua- 
tion of the project at the conclusion of each contract pe- 
riod including: 

(a) An examination of the demonstration project ac- 
complishments in relation to the goals identified under 
WAC 246-560—001; and 

(b) Recommendations for 
administration. 


improving project 
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Date of Adoption: August 2, 1991. 

Purpose: Text changes from Title 402 WAC to Title 
246 WAC, definition changes, movement of sections 
from one chapter to another, and changes to make WAC 
consistent with 10 CFR (EPA and NRC). 

Citation of Existing Rules Affected by this Order: 
Amending WAC 246-249-001, 246-249-010, 246-249- 
020, 246-249-030, 246-249-040, 246-249-050, 246- 
249-060, 246-249-070, 246-249-080, 246-249-090, 
246-250-001, 246-250-010, 246-250-020, 246-250- 
030, 246-250-050, 246-250-060, 246-250-070, 246- 
250—090, 246-250-110, 246-250-120, 246-250-130, 
246-250-140, 246-250-150, 246-250-160, 246-250- 
190, 246-250-330, 246-250-350, 246-250-600, 246- 
252—001, 246-252-010, and 246-252-030. 

Statutory Authority for Adoption: RCW 70.98.050 
and 70.98.080. 

Pursuant to notice filed as WSR 91-11-083 on Мау 
21, 1991. 

Effective Date of Rule: Тһігіу-опе days after filing. 

August 2, 1991 
Pamela J. Mead 

for Kristine M. Gebbie 
Secretary 


[133] 


WSR 91-16-109 


AMENDATORY SECTION (Amending Order 121, 


filed 12/27/90, effective 1/31/91) 


WAC 246-249-001 PURPOSE AND SCOPE. 
This chapter provides rules governing generators and 
brokers of low-level radioactive waste seeking to dispose 
of such waste at any commercial disposal facility in the 
state of Washington. These rules are in addition to ap- 
plicable requirements of the United States Nuclear 
Regulatory Commission (NRC), the United States De- 
partment of Transportation (DOT), and other require- 
ments of Title ((402)) 246 WAC, the requirements of 
the department of ecology, Title 173 WAC, and condi- 
tions of the license issued to the disposal site operator(s). 


AMENDATORY SECTION (Amending Order 121, 


filed 12/27/90, effective 1/31/91) 


WAC 246-249-020 SITE USE PERMIT. (1) Each 
generator and each broker of low-level radioactive waste 
shall possess a valid and unencumbered site use permit 
prior to the shipment of such waste to, or the disposal of 
such waste at any commercial disposal facility in the 
state of Washington and shall have complied with the 
permit requirements of the department of ecology. 

(2) Suspension or revocation of permit. 

(a) The failure of one or more packages in a shipment 
of waste to be in compliance with one or more of the re- 
quirements of the license issued to the commercial low- 
level radioactive waste disposal site operator, Title 
((402)) 246 WAC, the United States Nuclear Regula- 
tory Commission, the United States Department of 
Transportation, or conditions of the disposal site opera- 
tor's radioactive materials license may cause the suspen- 
sion of the site use permit of the responsible generator 
and/or broker. 

(b) The site use permit of a generator and/or broker 
may be suspended or revoked if any other licensed com- 
mercial low-level radioactive waste disposal site in the 
United States has refused to accept waste from that 
generator or broker. 

(c) A suspended site use permit may be reinstated 
provided the generator and/or broker submits a quality 
assurance procedure designed to correct previous prob- 
lems and to achieve compliance with all applicable 
requirements. 

(3) Brokered shipments. 

(a) It is the broker's responsibility to assure that a 
generator of waste has a valid unencumbered site use 
permit prior to shipment of waste for disposal. 

(b) A broker, as consignor, assumes coresponsibility 
with a generator for all aspects of that generator's waste 
until it can be documented to the department's satisfac- 
tion that the broker's sphere of responsibility was 
limited. 


AMENDATORY SECTION (Amending Order 121, 
filed 12/27/90, effective 1/31/91) 


WAC 246-249-070 VARIANCES. It is inevitable 
that a small portion of wastes cannot be treated to fully 
comply with the waste form requirements of this chapter 
consistent with the ALARA philosophy of chapter 
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((402—10)) 246-220 WAC. A waste disposal site opera- 
tor may apply to the department for a variance provided: 

(1) The variance requested is not for a continuing 
process or waste stream; 

(2) An equivalent or greater degree of protection is 
provided by the proposed alternative; and 

(3) АП reasonable methods of complying with the ex- 
isting requirement have been considered. 


AMENDATORY SECTION (Amending Order 121, 
filed 12/27/90, effective 1/31/91) 


WAC 246-249-010 DEFINITIONS. As used in 
this chapter, the following definitions apply: 
(1) "Low-level radioactive waste" ((means)) has the 


same meaning as in the Low-Level Radioactive Waste 
Policy Amendments Act of 1985, Public Law 99-240, 


that is, radioactive waste not classified as high-level ra- 
dioactive waste, ((transurante—waste;)) spent nuclear 
fuel, or by-product material as defined in section 11e.(2) 
of the Atomic Energy Act. 

(2) "Broker" means a person who performs one or 
more of the following functions for a low-level radioac- 
tive waste generator: 

(a) Arranges for transportation of the low-level ra- 
dioactive waste; 

(b) Collects and/or consolidates shipments of such 
low-level radioactive waste; 

(c) Processes such low-level radioactive waste in some 
manner; provided it shall not mean a carrier whose sole 
function is to transport such low-level radioactive waste. 

(3) "Shipper" or "consignor" means the last licensee 
to possess the low-level radioactive waste prior to trans- 
portation to the low-level radioactive waste disposal site, 
normally the generator when no broker is involved; 
otherwise, the broker. 

(4) "Generator" means the last person who puts ra- 
dioactive material to practical use, and who then de- 
clares it to be no longer of use or value. 

(5) "Motor vehicle" means any vehicle, truck, tractor, 
semi-trailer, or trailer (or any permitted combination of 
these), driven by mechanical power and used upon the 
highways to carry property. 

(6) "Motor common carrier" means a person holding 
itself out to the general public to provide motor vehicle 
transportation for compensation over regular or irregular 
routes, or both. 

(7) "Motor contract carrier" means a person other 
than a common carrier providing motor vehicle trans- 
portation of property for compensation under continuing 
agreements with one or more persons. 

(8) "Motor private carrier" means a person, other 
than a motor carrier, transporting property by motor ve- 
hicle when the person is the owner, lessee, or bailee of 
the property being transported; and the property is being 
transported for sale, lease, rent, or bailment, or to fur- 
ther a commercial enterprise. 

(9) "Motor carrier" means a motor common carrier 
and a motor contract carrier. 

(10) "Shipment" means the total low-level radioactive 
waste material transported in one motor vehicle. 
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(11) "Transuranic waste" means material contamina- 


'ted with elements that have an atomic number greater 


than 92. 


AMENDATORY SECTION (Amending Order 121, 
filed 12/27/90, effective 1/31/91) 


WAC 246-249-030 WASTE SHIPMENT CER- 
TIFICATION. (1) A low-level radioactive waste ship- 
ment certification, Form RHF-31, must accompany 
each shipment of radioactive waste to a licensed low- 
level radioactive waste burial site. All three sections of 
the form must be completed. The certification shall be 
submitted at the disposal site to the department of ((so- 
cial-and)) health ((services)) or its designee, and must 
be judged to be properly executed prior to the accept- 
ance of the waste by the site operator. If a broker is in- 
volved, the broker's and carrier's sections must bear 
original signatures. The generator's signature need not 
be an original signature. If a broker is acting as the pro- 
cessor and/or packager of the waste, the broker may act 
as the agent of the generator and may sign the certifica- 
tion statement for the generator, provided the name and 
site use permit number of the original generator are 
identified. If no broker is involved, the generator shall so 
signify by entry in the broker's section of the form that 
no broker was involved, e.g., "no broker," and the gen- 
erator and carrier's section must bear original 
signatures. 

(2) In the case of brokered shipments from more than 
a single generator, information on each generator's cer- 
tification shall include data clearly identifying, without 
reference to other documentation, each package trans- 
ferred from that generator to the broker. The data shall 
be compatible with package identifications on the ship- 
ment manifest (RSR) from the broker, and with identi- 
fication markings on the packages. 


AMENDATORY SECTION (Amending Order 121, 
filed 12/27/90, effective 1/31/91) 


WAC 246-249-040 CLASSIFICATION OF RA- 
DIOACTIVE WASTE FOR NEAR-SURFACE DIS- 
POSAL. (1) Considerations. Determination of the class- 
ification of waste involves two considerations. First, con- 
sideration must be given to the concentration of long- 
lived radionuclides (and their shorter-lived precursors) 
whose potential hazard will persist long after such pre- 
cautions as institutional controls, improved waste form, 
and deeper disposal have ceased to be effective. These 
precautions delay the time when long-lived radionuclides 
could cause exposures. In addition, the magnitude of the 
potential dose is limited by the concentration and avail- 
ability of the radionuclide at the time of exposure. Sec- 
ond, consideration must be given to the concentration of 
shorter-lived radionuclides for which requirements on 
institutional controls, waste form, and disposal methods 
are effective. 

(2) Classes of waste. 

(a) Class A waste is waste that is usually segregated 
from other waste classes at the disposal site. The physi- 
cal form and characteristics of Class A waste must meet 
the minimum requirements set forth in WAC ((4Ө2=62= 
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060)) 246-249—050(1). If Class A waste also meets the 
stability requirements set forth іп WAC ((462—62—060)) 
246-249-050(2), it is not necessary to segregate the 
waste for disposal. 

(b) Class B waste is waste that must meet more rig- 
orous requirements on waste form to ensure stability af- 
ter disposal. The physical form and characteristics of 
Class B waste must meet both the minimum and stabili- 
ty requirements set forth in WAC ((402=62=060)) 246— 
249—050. 

(c) Class C waste is waste that not only must meet 
more rigorous requirements on waste form to ensure 
stability but also requires additional measures at the 
disposal facility to protect against inadvertent intrusion. 
The physical form and characteristics of Class C waste 
must meet both the minimum and stability requirements 
set forth in WAC ((402=62=060)) 246-249-050. 

(3) Classification determined by long-lived radionu- 
clides. If the waste contains only radionuclides listed in 
Table 1, classification shall be determined as follows: 

(a) If the concentration does not exceed 0.1 times the 
value in Table 1, the waste is Class A. 

(b) If the concentration exceeds 0.1 times the value in 
Table 1, but does not exceed the value in Table 1, the 
waste is Class C. 

(c) If the concentration exceeds the value in Table 1, 
the waste is not generally acceptable for near-surface 
disposal. 

(d) For waste containing mixtures of radionuclides 
listed in Table 1, the total concentration shall be deter- 
mined by the sum of fractions rule described in subsec- 
tion (7) of this section. 


Table 1 

Concentration 
Radionuclide Curies/Cubic 

Meter 
C-14 8 
C-14 in activated metal 80 
Ni-59 in activated metal 220 
Nb-94 in activated metal 0.2 
Tc-99 3 
І-129 0.08 
Alpha emitting transuranic radionuclides 100! 

with half-life greater than five years 

Ри-241 3,500! 
Ст-242 20,000! 
Ra-226 100! 


Units are nanocuries per gram, to convert to becquerels (Bq) per 
gram multiply by 37, to convert from curies to gigabecquerels 
(GBq) multiply by 37. Specific approval of the department is re- 
quired for disposal of these radionuclides if their concentration is 
greater than ten percent of the Table 1 value. 


(4) Classification determined by short-lived radionu- 
clides. If the waste does not contain any of the radionu- 


clides listed in Table 1, classification shall be determined 
based on the concentrations shown in Table 2. If ((z 


nuclide-is-not-listed-im-Fable-2—it-does-not-need-to-be 
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considered-in-determining-the-waste class)) the radioac- 


tive waste does not contain any radionuclides listed in 
either Table 1 or 2, it is Class А. 


(a) If the concentration does not exceed the value of 
Column 1, the waste is Class A. 

(b) If the concentration exceeds the value in Column 
1, but does not exceed the value in Column 2, the waste 
is Class B. 

(c) If the concentration exceeds the value in Column 
2, but does not exceed the value in Column 3, the waste 
is Class C. 

(d) If the concentration exceeds the value in Column 
3, the waste is not generally acceptable for near-surface 
disposal. 

(e) For wastes containing mixtures of the radionu- 
clides listed in Table 2, the total concentration shall be 
determined by the sum of fractions rule described in 
subsection (7) of this section. 


Table 2 


Concentration, Curies/ 
Cubic Meter 


Radionuclide Column 1 Column 2 Column 3 


Total of all radionuclides 
with less ((thren)) than 5—уеаг 


half-life 700 (*) (*) 
H-3 40 (*) (*) 
Со-60 700 = * 
Ni-63 3.5 70 700 
Ni-63 in activated metal 35 700 7,000 
Sr-90 0.04 150 7,000 
Cs-137 1 44 4,600 


(*) There are no limits established for these radionuclides in Class В 
or C wastes. Practical consideration such as the effects of exter- 
nal radiation and internal heat generation on transportation, 
handling, and disposal will limit the concentrations for these 
wastes. These wastes shall be Class B unless the concentrations of 
other radionuclides in Table 2 determine the waste to be Class C 
independent of these radionuclides. Specific approval of the de- 
partment is required prior to packaging of Class B tritium waste. 


(5) Classification determined by both long-lived and 


short-lived radionuclides. If the waste contains a mix- 
ture of radionuclides, some of which are listed in Table 
1, and some of which are listed in Table 2, classification 
shall be determined as follows: 

(a) If the concentration of a radionuclide listed in Ta- 
ble I is less than 0.1 times the value listed in Table 1, 
the class shall be that determined by the concentration 
of radionuclides listed in Table 2. 

(b) If the concentration of a radionuclide listed in 
Table 1 exceeds 0.1 times the value listed in Table 1, the 
waste shall be Class C, provided the concentration of 
radionuclides listed in Table 2 does not exceed the value 
shown in Column 3 of Table 2. 

(6) Classification of waste with radionuclides other 


than those listed in Tables 1 and 2. If the waste does not 


contain any radionuclides listed in either Table 1 or 2, it 
is Class A. 


(7) The sum of ((the)) fractions rule for mixtures of 


radionuclides. For determining classification for waste 
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that contains a mixture of radionuclides, it is necessary 
to determine the sum of fractions by dividing each 
radionuclide's concentration by the appropriate limit and 
adding the resulting values. The appropriate limits must 
all be taken from the same column of the same table. 
The sum of the fractions for the column must be less 
than or equal to 1.0 if the waste class is to be deter- 
mined by that column. Example: A waste contains 5г-90 
in a concentration of 50 Ci/m! and Cs-137 in a concen- 
tration of 22 Ci/m’. Since the concentrations both ex- 
ceed the values in Column 1, Table 2, they must be 
compared to Column 2 values. For Sr-90 fraction, 
50/150 = 0.33; for Cs-137 fraction, 22/44 = 0.5; the 
sum of the fractions = 0.83. Since the sum is less than 
1.0, the waste is Class B. 

(8) Determination of concentration in wastes. The 
concentration of a radionuclide may be determined by 
indirect methods such as use of scaling factors which re- 
late to the inferred concentration of one radionuclide to 
another that is measured, or radionuclide material ac- 
countability, if there is reasonable assurance that the in- 
direct methods can be correlated with actual measure- 
ment. The concentration of a radionuclide may be aver- 
aged over the volume of the waste, or weight of the 
waste if the units are expressed as nanocuries per gram. 


((Guidance—on—determining—waste—coneentrations—in 
“NRE—Eow=tevet—Waste—Licensing—Branch—Fechnicat 


p Radiéset us i Classification 2 М 
+983-)) 


AMENDATORY SECTION (Amending Order 121, 
filed 12/27/90, effective 1/31/91) 


WAC 246-249-050 ACCEPTABLE RADIOAC- 
TIVE WASTE FORMS AND PACKAGING. (1) 
Packaging. 

(a) Wastes shall be packaged in conformance with the 
conditions of the license issued to the site operator to 
which the waste will be shipped. Where the conditions of 
the site license are more restrictive than the provisions of 
these regulations, the site license condition shall govern. 
As a minimum, radioactive waste must be packaged in 
such a manner that waste containers received at the fa- 
cility do not show: 

(i) Significant deformation; 

(ii) Loss or dispersal of contents; 

(iii) An increase in the external radiation levels re- 
corded on the manifest, within instrument tolerances; or 

(iv) Significant containment degradation due to rust 
or other chemical actions. 

(b) Wastes shall not be packaged for disposal in card- 
board or fiberboard. Wood boxes are prohibited after 
February 28, 1987. 

(c) A process control program shall be used which 
validates the following: 

(i) Liquid waste shall be packaged in sufficient ap- 
proved absorbent material to absorb twice the volume of 
the liquid, solidified using an approved solidification 
agent, or stabilized using an approved stabilization 
agent. 

(ii) Solid wastes containing liquid shall contain as lit- 
tle free-standing and noncorrosive liquid as is reasonably 
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achievable, but in no case shall the liquid exceed one 
percent of the volume. 

(d) Waste shall not be readily capable of detonation 
or of explosive decomposition or reaction at normal 
pressures and temperatures, or of explosive reaction with 
water. 

(e) Waste shall not contain, or be capable of generat- 
ing quantities of toxic gases, vapors, or fumes harmful to 
persons transporting, handling, or disposing of the waste. 
This does not apply to radioactive gaseous waste pack- 
aged in accordance with (g) of this subsection. 

(f) Pyrophoric materials contained in wastes shall be 
treated, prepared, and packaged to be nonflammable. 

(g) Waste in gaseous form must be packaged at a 
pressure that does not exceed 1.5 atmospheres at 20*C. 
Total activity shall not exceed 100 curies (3.7 x 10" 
Bqs) per container. Class A gaseous waste shall be con- 
tained within United States Department of Transporta- 
tion specification cylinders. Specific approval of the de- 
partment is required if the gaseous waste is Class B or 
C. 

(h) Wastes containing hazardous, biological, 
((pathegenic)) pathogenic, or infectious material shall be 
treated to reduce the maximum extent practicable the 
potential hazard from the nonradiological materials. 


( 


błe:)) Wastes subject to regulation under Resource Con- 
servation and Recovery Act (RCRA) are not allowed at 
the disposal site. 

(i) Radioactive consumer products, the use and dis- 
posal of which is exempt from licensing control, may be 
received without regard to concentration limits of WAC 
((492-62-050)) 246—249—040 Table 2 provided the en- 
tire unit is received and is packaged with sufficient sor- 
bent material so as to preclude breakage and rupture of 
its contents. This subsection allows the disposal of such 
consumer products as intact household or industrial 
smoke detector units containing Americium-241 foils 
and radium or radioactive materials incorporated into 
self-luminous devices and electron tubes. 

(2) The following requirements are intended to pro- 
vide stability of the waste. Stability is intended to ensure 
that the waste does not degrade and affect overall sta- 
bility of the site through slumping, collapse, or other 
failure of the disposal unit and thereby lead to water in- 
filtration. Stability is also a factor in limiting exposure to 
an inadvertent intruder, since it provides a recognizable 
and nondispersible waste form. 

(a) Classes B, C, and A stable waste shall have struc- 
tural stability. A structurally stable waste form will 
generally maintain its physical dimensions and its form, 
under the expected disposal conditions such as weight of 
overburden and compaction equipment, the presence of 
moisture, and microbial activity, and internal factors 
such as radiation effects and chemical changes. Struc- 
tural stability can be provided by the waste form itself, 
processing the waste to a stable form, or placing the 
waste in a disposal container or structure that provides 
stability after disposal. 

(b) Notwithstanding the provisions in subsection 
(1)(c) and (d) of this section, liquid waste, or waste 
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containing liquid, shall be converted into a form that 
contains as little free-standing and noncorrosive liquid 
as is reasonably achievable, but in no case shall the liq- 
uid exceed one percent of the volume of the waste when 
the waste is in a disposal container designed to ensure 
stability, or 0.5 percent of the volume of the waste for 
waste processed to a stable form. 

(c) Void spaces within ((aH—waste-packages-shall-be 


U 


avoided-to the-maximum extent practicabłe-Hnaddition; 
bi es ван 4 ; | ео 


)) the radioactive waste 


percent of -the-package vołume 

and between the waste and its package shall be reduced 
to the extent practicable. Unless specifically approved by 
the department, void spaces in Class A stable, Class B, 
and Class C waste packages shall be less than 15 percent 
of the total volume of the disposal package, provided the 
disposal package is not a high integrity container nor 
contains activated metals that are too large to put into 
high integrity containers. For Class B and Class C waste 
packages containing activated metals, voids shall be re- 
duced to the extent practicable, and shall be demon- 
strated to be structurally stable by any of the methods 
discussed in (a) of this subsection. 


AMENDATORY SECTION (Amending Order 121, 
filed 12/27/90, effective 1/31/91) 


WAC 246-249-060 LABELING. ((Fhe-cłassifrca= 
tron—marking-required—by—W-€—402—62—050)) Each 
package of waste must be clearly labeled to identify 
whether it is Class A waste, Class B waste, or Class C 
waste in accordance with WAC 246-249-040. This 
marking is in addition to any transportation markings or 
labeling required by the United States Nuclear Regula- 
tory Commission or the United States Department of 
Transportation and shall consist of lettering one-half 
inch high or greater in a durable contrasting color with 
the background surrounding the lettering. The classifica- 
tion marking shall be visible on the same side as the ra- 
dioactive marking or label and in close proximity (within 
six inches). Waste packages marked "Radioactive," 
"Limited Quantity" or "Radioactive LSA" need only 
one classification marking whereas waste packages la- 
beled White I, Yellow II, or Yellow III shall have class- 
ification markings in close proximity (within six inches) 
to each label. 


AMENDATORY SECTION (Amending Order 121, 
filed 12/27/90, effective 1/31/91) 


WAC 246-249-080 ((FRANSFER-FOR-PISPOS- 


AE-AND-MAMIFESTS)) LARGE VOLUMES OF 
NATURALLY OCCURRING MATERIAL. ((9 


Each-shipment-of-wasteto-aticensedtand-disposat faci= 
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wecks-of-completion-of-the-investigation:)) (1) In addi- 
tion to requirements for a disposal site use permit con- 
tained in WAC 246-249-020, permittees and single 
generators of radioactive wastes shall obtain the specific 
approval of the department prior to offering wastes for 
disposal which: (a) Contain naturally occurring radioac- 
tive material, excluding source material, (b) contain an 
average total concentration less than, or equal to, 0.002 
microcuries per gram, and (c) total in excess of 1,000 
cubic feet per year. 

(2) Applications for specific departmental approval 
shall describe: (a) The chemical processes which produce 
or have produced the waste, (b) the volume of waste to 
be disposed per year, (c) an estimate of how long the 
permittee's disposal needs will continue, (d) actions 
which have been taken or are planned which could de- 
crease the volume of the waste, and (e) alternative 
methods of disposal which have been considered by the 
permittee. 

3) A request for specific approval may be approved if 
the department finds the material to be: (a) Consistent 
with disposal site volume utilization, (b) in conformance 
with conditions of all licenses and permits issued to the 
disposal site operator, (c) more appropriately disposed at 
Hanford than by alternative means consistent with the 
concepts contained in P.L. 99—240 Low Level Radioac- 
tive Waste Policy Amendments Act of 1985, and (d) 
consistent with protection of the public health, safety 
and environment. 

(4) Denial by the department of a request for specific 
approval shall not be interpreted as an approval to dis- 
pose of naturally occurring radioactive material without 
regard to its radioactivity. 


NEW SECTION 


WAC 246-249-090 TRANSFER FOR DISPOS- 
AL AND MANIFESTS. (1) Each shipment of waste to 
a licensed land disposal facility shall be accompanied by 
a shipment manifest that contains the name, address, 
and telephone number of the person generating the 
waste. The manifest shall also include the name, address, 
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and telephone number of the person transporting the 
waste to the land disposal facility. The manifest shall 
also indicate as completely as practicable: A physical 
description of the waste; the waste volume; radionuclide 
identity and quantity; the total radioactivity; and the 
principal chemical form. The solidification, stabilization, 
or sorption agent shall be specified. Wastes containing 
more than 0.1 percent chelating agents by weight shall 
be identified and the weight percentage of the chelating 
agent estimated. Wastes classified as Class A, Class B, 
or Class C in WAC 246-249—040 shall be clearly iden- 
tified as such in the manifest unless transferred to a 
waste processor who treats or repackages wastes. The 
total quantity of the radionuclides Н-3, C-14, Tc-99 
and 1-129 must be shown. 

(2) The manifest required in subsection (1) of this 
section may be shipping papers used to meet United 
States Department of Transportation or United States 
Environmental Protection Agency regulations or re- 
quirements of the receiver, provided all of the required 
information is included. 

(3) Each manifest shall include a certification by the 
waste generator that the transported materials are prop- 
erly classified, described, packaged, marked, and labeled 
and are in proper condition for transportation according 
to the applicable regulations of the United States De- 
partment of Transportation and the agency. An author- 
ized representative of the waste generator shall sign and 
date the manifest. 

(4) Any generator licensee who transfers waste to a 
land disposal facility or a licensed waste collector shall 
comply with the following requirements. Any licensee 
who transfers waste to a licensed waste processor who 
treats or repackages waste shall comply with the re- 
quirements of (d) through (h) of this subsection. A li- 
censee shall: 

(a) Prepare all wastes so the waste is classified ac- 
cording to WAC 246-249-040 and meets the waste 
characteristics requirements in WAC 246-249-050. 

(b) Label each package of waste to identify whether it 
is a Class A waste, Class B waste or Class C waste, in 
accordance with WAC 246-249-040; 

(c) Conduct a quality control program to assure com- 
pliance with WAC 246-249-040 and 246-249-050; the 
program must include management evaluation of audits; 

(d) Prepare shipping manifests to meet the require- 
ments of subsections (1) and (3) of this section; 

(e) Forward a copy of the manifest to the intended 
recipient, at the time of shipment; or, deliver to a broker 
at the time the waste is collected, obtaining acknowl- 
edgement of receipt in the form of a signed copy of the 
manifest from the broker; 

(f) Include one copy of the manifest with the 
shipment; 

(g) Retain a copy of the manifest with documentation 
of acknowledgement of receipt as the record of transfer 
of licensed material as required by these regulations; 

(h) For any shipments or any part of a shipment for 
which acknowledgement of receipt has not been received 
within the times set forth in this section, conduct an in- 
vestigation in accordance with subsection (8) of this 
section. 
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(5) Any waste broker licensee who handles prepack- 
aged waste shall: 

(a) Acknowledge receipt of the waste from the gener- 
ator within one week of receipt by returning a signed 
copy of the manifest. 

(b) Prepare a new manifest to reflect consolidated 
shipments; the new manifest shall serve as a listing or 
index for the detailed generator manifests. Copies of the 
generator manifests shall be a part of the new manifest. 

The waste broker may prepare a new manifest without 
attaching the generator manifests, provided the new 
manifest contains for each package the information 
specified in subsection (1) of this section. The broker li- 
censee shall certify that nothing has been done to the 
waste which would invalidate the  generator's 
certification. 

(c) Forward a copy of the new manifest to the land 
disposal facility operator at the time of shipment; 

(d) Include the new manifest with the shipment to the 
disposal site. 

(e) Retain a copy of the manifest with documentation 
of acknowledgement of receipt as the record of transfer 
of licensed material as required by these regulations, and 
retain information from generator manifests as required 
by these regulations, and retain information from gener- 
ator manifests until disposition is authorized by the 
agency; and 

(f) For any shipments or any part of a shipment for 
which acknowledgement of receipt is not received within 
the times set forth in this section, conduct an investiga- 
tion in accordance with subsection (8) of this section. 

(6) Any licensed waste processor who treats or 
repackages wastes shall: 

(a) Acknowledge receipt of the waste from the gener- 
ator within one week of receipt by returning a signed 
copy of the manifest. 

(b) Prepare a new manifest that meets the require- 
ments of subsections (1), (2), and (3) of this section. 
Preparation of the new manifest reflects that the proces- 
Sor is responsible for the waste; 

(c) Prepare all wastes so that the waste is classified 
according to WAC 246-249—040 and meets the waste 
characteristics requirement in WAC 246—249—050. 

(d) Label each package of waste to identify whether it 
is Class A waste, Class B waste, or Class C waste, in 
accordance with WAC 246-249-040 and 246-249-060. 

(e) A quality control program shall be conducted to 
assure compliance with WAC 246-249-040 and 246- 
249-050. The program shall include management evalu- 
ation of audits; 

(f) Forward a copy of the new manifest to the disposal 
site operator or waste broker at the time of shipment, or 
deliver to a broker at the time the waste is collected, ob- 
taining acknowledgement of receipt in the form of a 
signed copy of the manifest by the broker. 

(g) Include the new manifest with the shipment; 

(h) Retain copies of the original manifests and new 
manifests with documentation of acknowledgement of 
receipt as the record of transfer of licensed material re- 
quired by these regulations. 

(1) For any shipment or part of a shipment for which 
acknowledgement is not received within the times set 
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forth in this section, conduct an investigation in accord- 
ance with subsection (8) of this section. 

(7) The land disposal facility operator shall: 

(a) Acknowledge receipt of the waste within one week 
of receipt by returning a signed copy of the manifest to 
the shipper. The shipper to be notified is the licensee 
who last possessed the waste and transferred the waste 
to the operator. The returned copy of the manifest shall 
indicate any discrepancies between materials listed on 
the manifest and materials received; 

(b) Maintain copies of all completed manifests until 
the agency authorizes their disposition; and 

(c) Notify the shipper (i.e., the generator or the bro- 
ker) and the agency when any shipment or part of a 
shipment has not arrived within sixty days after the ad- 
vanced manifest was received. 

(8) Any shipment or part of a shipment for which ac- 
knowledgement is not received within the time set forth 
in this section must: 

(a) Be investigated by the shipper if the shipper has 
not received notification of receipt within twenty days 
after transfer; and 

(b) Be traced and reported. The investigation shall in- 
clude tracing the shipment and filing a report with the 
agency. Each licensee who conducts a trace investigation 
shall file a written report with the agency within two 
weeks of completion of the investigation. 


AMENDATORY SECTION (Amending Order 121, 
filed 12/27/90, effective 1/31/91) 


WAC 246-250-001 PURPOSE AND SCOPE. (1) 
The regulations in this chapter establish procedures, cri- 
teria, and terms and conditions upon which the depart- 
ment issues licenses for land disposal of low-level radio- 
active wastes received from other persons. (Applicability 
of the requirements in this chapter to department licens- 
es for waste disposal facilities in effect on the effective 
date of this regulation will be determined on a case-by- 
case basis and implemented through terms and condi- 
tions of the license or by orders issued by the depart- 
ment.) The requirements of this chapter are in addition 
to, and not in substitution for, other applicable require- 
ments of these regulations or other state regulations. 

(2) The regulations in this chapter do not apply to 
disposal of by-product material as defined in WAC 


((402—12—050-(6)(b))) 246—220—010 (7)(b) in quantities 


greater than 10,000 kilograms and containing more than 
five millicuries of radium 226, or disposal of waste ((as)) 
provided in WAC ((402-24-050;-4Ө2-24-140; -от-402- 
24=+50)) 246-221-070, 246-221-190, or 246-221-200. 

(3) This chapter establishes procedural requirements 
and performance objectives applicable to any method of 
land disposal. It establishes specific technical require- 
ments for near-surface disposal of radioactive waste 
which involves disposal in the uppermost portion of the 
earth. 


AMENDATORY SECTION (Amending Order 121, 
filed 12/27/90, effective 1/31/91) 


WAC 246-250-010 DEFINITIONS. As used in 
this chapter, the following definitions apply: 
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(1) "Active maintenance" means any significant ac- 
tivity needed during the period of institutional control to 
maintain a reasonable assurance that the performance 
objectives of WAC ((402—61—t80—and—402-61—190)) 
246-250-170 and 246-250-180 are met. Such active 
maintenance includes ongoing activities such as the 
pumping and treatment of water from a disposal unit or 
one-time measures such as replacement of a disposal 
unit cover. Active maintenance does not include custodi- 
al activities such as repair of fencing, repair or replace- 
ment of monitoring equipment, revegetation, minor ad- 
ditions to soil cover, minor repair of disposal unit covers, 
and general disposal site upkeep such as mowing grass. 

(2) "Buffer zone" means a portion of the disposal site 
that is controlled by the licensee or by the United States 
Department of Energy and that lies under the disposal 
units and between the disposal units and the boundary of 
the site. 

(3) "Chelating agent" means amine polycarboxylic 
acids, hydroxy-carboxylic acids, gluconic acid, and 
polycarboxylic acids. 

(4) "Commencement of construction" means any 
clearing of land, excavation, or other substantial action 
that would adversely affect the environment of a land 
disposal facility. The term does not mean disposal site 
exploration, necessary roads for disposal site exploration, 
borings to determine foundation conditions, or other 
preconstruction monitoring or testing to establish back- 
ground information related to the suitability of the dis- 
posal site or the protection of environmental values. 

(5) "Custodial agency" means an agency of the gov- 
ernment designated to act on behalf of the government 
owner of the disposal site. 

(6) "Disposal" means the isolation of wastes from the 
biosphere inhabited by man and his food chains by 
emplacement in a land disposal facility. 

(7) "Disposal site" means that portion of a land dis- 
posal facility which is used for disposal of waste. It con- 
sists of disposal units and a buffer zone. 

(8) "Disposal unit" means a discrete portion of the 
disposal site into which waste is placed for disposal. For 
near-surface disposal, the unit is usually a trench. 

(9) "Engineered barrier" means a man-made struc- 
ture or device that is intended to improve the land dis- 
posal facility's ability to meet the performance objectives 
in this chapter. 

(10) "Explosive material" means any chemical com- 
pound, mixture, or device which produces a substantial 
instantaneous release of gas and heat spontaneously or 
by contact with sparks or flame. 

(11) "Hazardous waste" means those wastes desig- 
nated as hazardous by United States Environmental 
Protection Agency regulations in 40 CFR Part 261. 

(12) "Hydrogeologic unit" means any soil or rock unit 
or zone which by virtue of its porosity or permeability, 
or lack thereof, has a distinct influence on the storage or 
movement of groundwater. 

(13) "Inadvertent intruder" means a person who 
might occupy the disposal site after closure and engage 
in normal activities, such as agriculture, dwelling con- 
struction, or other pursuits in which an individual might 
be unknowingly exposed to radiation from the waste. 
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(14) "Intruder barrier" means a sufficient depth of 
cover over the waste that inhibits contact with waste and 
helps to ensure that radiation exposures to an inadver- 
tent intruder will meet the performance objectives set 
forth in this chapter, or engineered structures that pro- 
vide equivalent protection to the inadvertent intruder. 

(15) "Land disposal facility" means the land, build- 
ings, and equipment which are intended to be used for 
the disposal of wastes into the subsurface of the land. 

(16) "Monitoring" means observing and making mea- 
surements to provide data to evaluate the performance 
and characteristics of the disposal site. 

(17) "Near-surface disposal facility" means a land 
disposal facility in which waste is disposed within ap- 
proximately the upper thirty meters of the earth's 
surface. 

(18) "Pyrophoric liquid" means any liquid that ignites 
spontaneously in dry or moist air at or below 130?F 
(54.4°С). 

(19) "Pyrophoric solid" means any solid material, 
other than one classed as an explosive, which under nor- 
mal conditions, is liable to cause fires through friction, 
retained heat from manufacturing or processing, or 
which can be ignited readily and, when ignited, burns so 
vigorously and persistently as to create a serious trans- 
portation, handling, or disposal hazard. Included are 
spontaneously combustible and water-reactive materials. 

(20) "Site closure and stabilization" means those ac- 
tions that are taken upon completion of operations that 
prepare the disposal site for custodial care and that as- 
sure that the disposal site will remain stable and will not 
need ongoing active maintenance. 

(21) "Stability" means structural stability. 

(22) "Surveillance" means monitoring and observation 
of the disposal site for purposes of visual detection of 
need for maintenance, custodial care, evidence of intru- 
sion, and compliance with other license and regulatory 
requirements. 

(23) "Waste" means those low-level radioactive 
wastes that are acceptable for disposal in a land disposal 
facility. For the purposes of this definition, low-level 
waste has the same meaning as in the Low-Level Ra- 
dioactive Waste Policy Amendments Act of 1985, Public 
Law ((96—573)) 99-240, that is, radioactive waste not 
classified as high-level radioactive waste, ((transuranic 
waste;)) spent nuclear fuel, or by-product material as 
defined in section 11 e.(2) of the Atomic Energy Act 
(uranium or thorium tailings and waste). 


AMENDATORY SECTION (Amending Order 121, 
filed 12/27/90, effective 1/31/91) 


WAC 246-250-090 REQUIREMENTS FOR 15- 
SUANCE OF A LICENSE. A license for the receipt, 
possession, and disposal of waste containing or contami- 
nated with radioactive material will be issued by the de- 
partment upon finding that: 

(1) The issuance of the license will not constitute an 
unreasonable risk to the health and safety of the public; 

(2) The applicant is qualified by reason of training 
and experience to carry out the disposal operations re- 
quested in a manner that protects health and minimizes 
danger to life or property; 
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(3) The applicant's proposed disposal site, disposal 
design, land disposal facility operations, including equip- 
ment, facilities, and procedures, disposal site closure, 
and postclosure institutional control are adequate to 
protect the public health and safety in that they provide 
reasonable assurance that the general population will be 
protected from releases of radioactivity as specified in 
the performance objective in WAC ((402=61-180)) 
246—250-170. 

(4) The applicant's proposed disposal site, disposal site 
design, land disposal facility operations((;)) (including 
equipment, facilities, and procedures), disposal site clo- 
sure, and postclosure institutional control are adequate 
to protect the public health and safety in that they will 
provide reasonable assurance that individual inadvertent 
intruders are protected in accordance with the perform- 
ance objective in WAC ((402-61—190)) 246-250-180. 

(5) The applicant's proposed land disposal facility op- 
erations((;)) (including equipment, facilities, and proce- 
dures), are adequate to protect the public health and 
safety in that they will provide reasonable assurance that 
the standards for radiation protection set out in chapter 
((402=24)) 246-221 WAC will be met; 

(6) The applicant's proposed disposal site, disposal site 
design, land disposal facility operations, disposal site 
closure, and postclosure institutional control are ade- 
quate to protect the public health and safety in that they 
will provide reasonable assurance that long-term stabili- 
ty of the disposed waste and the disposal site will be 
achieved and will eliminate to the extent practicable the 
need for ongoing active maintenance of the disposal site 
following closure; 

(7) The applicant's demonstration provides reasonable 
assurance that the applicable technical requirements of 
this chapter will be met; 

(8) The applicant's proposal for institutional control 
provides reasonable assurance that such control will be 
provided for the length of time found necessary to ensure 
the findings in subsections (3) through (6) of this section 
and that the institutional control meets the requirements 
of WAC ((402-61—279)) 246-250-360. 

(9) The financial or surety arrangements meet the re- 
quirements of this chapter. 

(10) The provisions of the State Environmental Policy 
Act have been met. 


AMENDATORY SECTION (Amending Order 121, 
filed 12/27/90, effective 1/31/91) 


WAC 246-250-120 CONTENTS OF APPLICA- 
TION FOR SITE CLOSURE AND STABILIZA- 
TION. (1) Prior to final closure of the disposal site, or 
as otherwise directed by the department, the applicant 
shall submit an application to amend the license for clo- 
sure. This closure application shall include a final revi- 
sion and specific details of the disposal site closure plan 
included as part of the license application submitted un- 
der WAC ((402-61-060)) 246-250-050(7) that in- 
cludes each of the following: 

(a) Any additional geologic, hydrologic, or other data 
pertinent to the long-term containment of emplaced 
wastes obtained during the operational period. 
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(b) The results of tests, experiments, or any other 
analyses relating to backfill of excavated areas, closure 
and sealing, waste migration and interaction with 
emplacement media, or any other tests, experiments, or 
analysis pertinent to the long-term containment of 
emplaced waste within the disposal site. 

(c) Any proposed revision of plans for: 

(i) Decontamination and/or dismantlement of surface 
facilities; 

(ii) Backfilling of excavated areas; or 

(iii) Stabilization of the disposal site for postclosure 
care. 

(d) Any significant new information regarding the en- 
vironmental impact of closure activities and long-term 
performance of the disposal site. 

(2) Upon review and consideration of an application 
to amend the license for closure submitted in accordance 
with subsection (1) of this section, the department shall 
issue an amendment authorizing closure if there is rea- 
sonable assurance that the long-term performance ob- 
jectives of this chapter will be met. 


AMENDATORY SECTION (Amending Order 121, 
filed 12/27/90, effective 1/31/91) 


WAC 246-250-140 TRANSFER OF LICENSE. 
Following closure and the period of postclosure observa- 
tion and maintenance, the licensee may apply for an 
amendment to transfer the license to the disposal site 
owner. The license shall be transferred when the depart- 
ment finds: 

(1) That the closure of the disposal site has been 
made in conformance with the licensee's disposal site 
closure plan, as amended and approved as part of the 
license; 

(2) That reasonable assurance has been provided by 
the licensee that the performance objectives of this 
chapter are met; 

(3) That any funds and necessary records for care 
(GH)) will be transferred to the disposal site owner; 

(4) That the postclosure monitoring program is oper- 
ational for implementation by the disposal site owner; 
and 

(5) That the federal or state agency which will assume 
responsibility for institutional control of the disposal site 
is prepared to assume responsibility and ensure that the 
institutional requirements found necessary under WAC 
((402—61—t00)) 246-250-090(8) will be met. 


AMENDATORY SECTION (Amending Order 121, 
filed 12/27/90, effective 1/31/91) 


WAC 246-250-330 LAND DISPOSAL FACILI- 
TY OPERATION AND DISPOSAL SITE CLO- 
SURE. (1) Near-surface disposal facility operation and 
disposal site closure. 

(a) Wastes designated as Class A pursuant to chapter 
((4Ө2-24)) 246-249 WAC shall be segregated from 
other wastes by placing in disposal units which are suffi- 
ciently separated from disposal units for the other waste 
classes so that any interaction between Class A wastes 
and other wastes will not result in the failure to meet the 
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performance objectives of this chapter. This segregation 
is not necessary for Class A wastes if they meet the sta- 
bility requirements in chapter ((482=24)) 246-249 
WAC. 

(b) Wastes designated as Class C pursuant to chapter 
((482=24)) 246-249 WAC shall be disposed of so that 
the top of the waste is a minimum of five meters below 
the top surface of the cover or must be disposed of with 
intruder barriers that are designed to protect against an 
inadvertent intrusion for at least five hundred years. 

(c) Except as provided in (1) of this subsection, only 
waste classified as Class A, B, or C shall be acceptable 
for near-surface disposal. АП waste shall be disposed of 
in accordance with the requirements of (d) through (k) 
of this subsection. 

(d) Wastes shall be emplaced in a manner that main- 
tains the package integrity during emplacement, mini- 
mizes the void spaces between packages, and permits the 
void spaces to be filled. 

(e) Void spaces between waste packages shall be filled 
with earth or other material to reduce future subsidence 
within the fill. 

(f) Waste shall be placed and covered in a manner 
that limits the radiation dose rate at the surface of the 
cover to levels that at a minimum will permit the licens- 
ee to comply with all provisions of chapter ((462=24)) 
246-221 WAC at the time the license is transferred 
pursuant to WAC ((402=6+=+59)) 246-250-140. 

(g) The boundaries and locations of each disposal unit 
shall be accurately located and mapped by means of a 
land survey. Near-surface disposal units shall be marked 
in such a way that the boundaries of each unit can be 
easily defined. Three permanent survey marker control 
points, referenced to United States Geological Survey 
(USGS) or National Geodetic Survey (NGS) survey 
control stations, shall be established on the site to facili- 
tate surveys. The USGS or NGS control stations shall 
provide horizontal and vertical controls as checked 
against USGS or NGS record files. 

(h) A buffer zone of land shall be maintained between 
any buried waste and the disposal site boundary and be- 
neath the disposed waste. The buffer zone shall be of 
adequate dimensions to carry out environmental moni- 
toring activities specified in WAC ((402=6t-250)) 246- 
250-340(4) and take mitigative measures if needed. 

(i) Closure and stabilization measures as set forth in 
the approved site closure plan shall be carried out as 
each disposal unit is filled and covered. 

(j) Active waste disposal operations shall not have an 
adverse effect on completed closure and stabilization 
measures. 

(k) Only wastes containing or contaminated with ra- 
dioactive material shall be disposed of at the disposal 
site. 

(1) Proposals for disposal of waste that is not generally 
acceptable for near-surface disposal because the waste 
form and disposal methods must be different and, in 
general, more stringent than those specified for Class C 
waste, may be submitted to the department for approval. 

(2) (Reserved.) 
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AMENDATORY SECTION (Amending Order 121, 
filed 12/27/90, effective 1/31/91) 


WAC 246-250-600 MAINTENANCE OF RE- 
CORDS, REPORTS, AND TRANSFERS. (1) Each li- 
censee shall maintain any records and make any reports 
in connection with the licensed activities as may be re- 
quired by the conditions of the license or by the rules, 
regulations, and orders of the department. 

(2) Records which are required by these regulations 
or by license conditions shall be maintained for a period 
specified by the appropriate regulations or by license 
condition. If a retention period is not otherwise specified, 
these records must be maintained and transferred to the 
officials specified in subsection (4) of this section as a 
condition of license termination unless the department 
otherwise authorizes their disposition. 

(3) Records which shall be maintained pursuant to 
this chapter may be the original or a reproduced copy or 
microfilm if this reproduced copy or microfilm is capable 
of producing copy that is clear and legible at the end of 
the required retention period. 

(4) Notwithstanding subsections (1) through (3) of 
this section, copies of records of the location and the 
quantity of wastes contained in the disposal site must be 
transferred upon license termination to the chief execu- 
tive of the nearest municipality, the chief executive of 
the county in which the facility is located, the county 
zoning board or land development and planning agency, 
the state governor, the United States Department of En- 
ergy, and other state, local, and federal governmental 
agencies as designated by the department at the time of 
license termination. 

(5) Following receipt and acceptance of a shipment of 
waste, the licensee shall record the date of disposal of 
the waste, the specific location of waste in the disposal 
site, the condition of the waste packages as received, any 
discrepancies between materials listed on the manifest 
and those received, and any evidence of leaking or dam- 
aged packages or radiation or contamination levels in 
excess of limits specified in United States Department of 
Transportation and state of Washington regulations. The 
licensee shall briefly describe any repackaging operations 
of any of the waste packages included in the shipment, 
plus any other information required by the department 
as a license condition. 

(6) Each licensee authorized to dispose of waste re- 
ceived from other persons shall file a copy of its financial 
report or a certified financial statement annually with 
the department in order to update the information base 
for determining financial qualifications. 

(7)(a) Each licensee authorized to dispose of waste 
received from other persons, pursuant to this chapter, 
shall submit annual reports to the department. Reports 
shall be submitted by the end of the first calendar quar- 
ter of each year for the preceding year. 

(b) The reports shall include: 

(i) Specification of the quantity of each of the princi- 
pal contaminants released to unrestricted areas in liquid 
and in airborne effluents during the preceding year; 

(ii) The results of the environmental monitoring 
program; 
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(iii) A summary of licensee disposal unit survey and 
maintenance activities; 

(iv) A summary, by waste class, of activities and 
quantities of radionuclides disposed of; 

(v) Any instances in which observed site characteris- 
tics were significantly different from those described in 
the application for a license; and 

(vi) Any other information the department may 
require. 

(c) If the quantities of waste released during the re- 
porting period, monitoring results, or maintenance per- 
formed are significantly different from those ((predict- 
ed)) expected, the report must cover this specifically. 


AMENDATORY SECTION (Amending Order 121, 
filed 12/27/90, effective 1/31/91) 


WAC 246-250-020 LICENSE REQUIRED. (1) 
No person may receive, possess, or dispose of waste re- 
ceived from other persons at a land disposal facility un- 
less authorized by a license issued by the department 
pursuant to this chapter, and chapter ((402—22)) 246- 
235 WAC. 

(2) Each person shall file an application with the de- 
partment pursuant to chapter ((402—22)) 246-235 WAC 
and obtain a license as provided in this chapter before 
commencement of construction of a land disposal facili- 
ty. Failure to comply with this requirement may be 
grounds for denial of a license. 


AMENDATORY SECTION (Amending Order 121, 
filed 12/27/90, effective 1/31/91) 


WAC 246-250-030 CONTENT OF APPLICA- 
TION. In addition to the requirements set forth in 
chapter ((402-22)) 246-235 WAC, an application to 
receive from others, possess, and dispose of wastes shall 
consist of general information, specific technical infor- 
mation, institutional information, and financial informa- 
tion as set forth in WAC ((402-61—050)) 246-250-040 
through ((402=61=090)) 246—250—080. 


AMENDATORY SECTION (Amending Order 121, 
filed 12/27/90, effective 1/31/91) 


WAC 246-250-050 SPECIFIC TECHNICAL IN- 
FORMATION. The specific technical information shall 
include the following information needed for demonstra- 
tion that the performance objectives and the applicable 
technical requirements of this chapter will be met. The 
specific technical information shall be in the form of an 
environmental report which the department can use to 
independently evaluate the project under the provisions 
of the State Environmental Policy Act (SEPA): 

(1) A description of the natural and demographic dis- 
posal site characteristics as determined by disposal site 
selection and characterization activities. The description 
shall include geologic, geochemical, geotechnical, hydro- 
logic, ecologic, archaeologic, meteorologic, climatologic, 
and biotic features of the disposal site and vicinity. 

(2) A description of the design features of the land 
disposal facility and the disposal units. For near-surface 
disposal, the description shall include those design fea- 
tures related to infiltration of water; integrity of covers 
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for disposal units; structural stability of backfill, wastes, 
and covers; contact of wastes with standing water; dis- 
posal site drainage; disposal site closure and stabiliza- 
tion; elimination to the extent practicable of long-term 
disposal site maintenance; inadvertent intrusion; occupa- 
tional exposures; disposal site monitoring; and adequacy 
of the size of the buffer zone for monitoring and poten- 
tial mitigative measures. 

(3) A description of the principal design criteria and 
their relationship to the performance objectives. 

(4) A description of the design basis natural events or 
phenomena and their relationship to the principal design 
criteria. 

(5) A description of codes and standards which the 
applicant has applied to the design and which will apply 
to construction of the land disposal facilities. 

(6) A description of the construction and operation of 
the land disposal facility. The description shall include 
as a minimum the methods of construction of disposal 
units; waste emplacement; the procedures for and areas 
of waste segregation; types of intruder barriers; onsite 
traffic and drainage systems; survey control program; 
methods and areas of waste storage; and methods to 
control surface water and groundwater access to the 
wastes. The description shall also include a description 
of the methods to be employed in the handling and dis- 
posal of wastes containing chelating agents or other 
nonradiological substances that might affect meeting the 
performance objectives of this chapter. 

(7) A description of the disposal site closure plan, in- 
cluding those design features which are intended to fa- 
cilitate disposal site closure and to eliminate the need for 
ongoing active maintenance. 

(8) An identification of the known natural resources 
at the disposal site, whose exploitation could result in 
inadvertent intrusion into the wastes after removal of 
active institutional control. 

(9) A description of the kind, amount, classification, 
and specifications of the radioactive material proposed to 
be received, possessed, and disposed of at the land dis- 
posal facility. 

(10) A description of the quality control program for 
the determination of natural disposal site characteristics 
and for quality control during the design, construction, 
operation, and closure of the land disposal facility and 
the receipt, handling, and emplacement of waste. Audits 
and managerial controls must be included. 

(11) A description of the radiation safety program for 
control and monitoring of radioactive effluents to ensure 
compliance with the performance objective in WAC 
((402=61-180)) 246-250-170 and occupational radia- 
tion exposure to ensure compliance with the require- 
ments of chapter ((402=24)) 246-221 WAC and to con- 
trol contamination of personnel, vehicles, equipment, 
buildings, and the disposal site. Both routine operations 
and accidents shall be addressed. The program descrip- 
tion must include procedures, instrumentation, facilities, 
and equipment. 

(12) A description of the environmental monitoring 
program to provide data to evaluate potential health and 
environmental impacts and the plan for taking corrective 
measures if migration is indicated. 
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(13) A description of the administrative procedures 
that the applicant will apply to control activities at the 
land disposal facility. 


AMENDATORY SECTION (Amending Order 121, 
filed 12/27/90, effective 1/31/91) | 


WAC 246-250-060 TECHNICAL ANALYSES. 
The specific technical information shall also include the 
following analyses needed to demonstrate that the per- 
formance objectives of this chapter will be met: 

(1) Pathways analyzed in demonstrating protection of 
the general population from releases of radioactivity 
shall include air, soil, groundwater, surface water, plant 
uptake, and exhumation by burrowing animals. The 
analyses shall clearly identify and differentiate between 
the roles performed by the natural disposal site charac- 
teristics and design features in isolating and segregating 
the wastes. The analyses shall clearly demonstrate that 
there is reasonable assurance that the exposures to hu- 
mans from the release of radioactivity will not exceed 
the limits set forth in WAC ((402-61—180)) 246-250- 
170. 

(2) Analyses of the protection of individuals from in- 
advertent intrusion shall include demonstration that 
there is reasonable assurance the waste classification and 
segregation requirements will be met and that adequate 
barriers to inadvertent intrusion will be provided. 

(3) Analyses of the protection of individuals during 
operations shall include assessments of expected expos- 
ures due to routine operations and likely accidents dur- 
ing handling, storage, and disposal of waste. The analy- 
ses shall provide reasonable assurance that exposures 
will be controlled to meet the requirements of chapter 
((462=24)) 246-221 WAC. 

(4) Analyses of the long-term stability of the disposal 
site and the need for ongoing active maintenance after 
closure shall be based upon analyses of active natural 
processes such as erosion, mass wasting, slope failure, 
settlement of wastes and backfill, infiltration through 
covers over disposal areas and adjacent soils, and surface 
drainage of the disposal site. The analyses shall provide 
reasonable assurance that there will not be a need for 
ongoing active maintenance of the disposal site following 
closure. 


AMENDATORY SECTION (Amending Order 121, 
filed 12/27/90, effective 1/31/91) 


WAC 246-250-070 INSTITUTIONAL INFOR- 
MATION. The institutional information submitted by 
the applicant shall include: 

(1) A certification by the federal or state agency 
which owns the disposal site that the federal or state 
agency is prepared to accept transfer of the license when 
the provisions of МАС ((402=6+-+50)) 246-250-140 
are met and will assume responsibility for institutional 
control after site closure and postclosure observation and 
maintenance. 

(2) Where the proposed disposal site is on land not 
owned by the federal or state government, the applicant 
shall submit evidence that arrangements have been made 
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for assumption of ownership in fee by the federal or 
state agency before the department issues a license. 


AMENDATORY SECTION (Amending Order 121, 
filed 12/27/90, effective 1/31/91) 


WAC 246-250-110 APPLICATION FOR RE- 
NEWAL OR CLOSURE. (1) An application for re- 
newal must be filed at least ninety days prior to license 
expiration. 

(2) An application for closure under WAC ((402-61— 
139)) 246-250-120 must be filed at least one year prior 
to proposed closure. 

(3) Applications for renewal of a license must be filed 
in accordance with WAC ((402—61—040)) 246-250-030 
through ((402-61—090)) 246-250-080. Applications for 
closure must be filed in accordance with WAC ((402= 
61=+30)) 246-250-120. Information contained in previ- 
ous applications, statements, or reports filed with the de- 
partment under the license may be incorporated by ref- 
erence if the references are clear, specific, and remain 
pertinent. 

(4) In any case in which a licensee has filed an appli- 
cation in proper form for renewal of a license, the license 
shall not expire-until the department has taken final ас- 
tion on the application for renewal. 

(5) In determining whether a license will be renewed, 
the department will apply the criteria set forth in WAC 
((402-61—100)) 246-250-090. 


AMENDATORY SECTION (Amending Order 121, 


filed 12/27/90, effective 1/31/91) 


WAC 246-250-130 POSTCLOSURE OBSERVA- 
TION AND MAINTENANCE. The licensee shall ob- 
serve, monitor, and carry out necessary maintenance and 
repairs at the disposal site until the site closure is com- 
plete and the license is transferred by the department in 
accordance with WAC ((402—61—150)) 246-250-140. 
Responsibility for the disposal site must be maintained 
by the licensee for five years. A shorter or longer time 
period for postclosure observation and maintenance may 
be established and approved as part of the site closure 
plan, based on site-specific conditions. 


AMENDATORY SECTION (Amending Order 121, 
filed 12/27/90, effective 1/31/91) 


WAC 246-250-150 TERMINATION OF LI- 
CENSE. (1) Following any period of institutional con- 
trol needed to meet the requirements found necessary 
under WAC ((402=6ł=400)) 246-250-090, the licensee 
may apply for an amendment to terminate the license. 

(2) This application will be reviewed in accordance 
with the provisions of chapter ((402-22)) 246-235 
WAC. 

(3) A license shall be terminated only when the de- 
partment finds: 

(a) That the institutional control requirements found 
necessary under WAC ((402=61=+00)) 246-250-090(8) 
have been met; 
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(b) That any additional requirements resulting from 
new information developed during the institutional con- 
trol period have been met; and 

(c) That permanent monuments or markers warning 
against intrusion have been installed. 


AMENDATORY SECTION (Amending Order 121, 
filed 12/27/90, effective 1/31/91) 


WAC 246-250-160 GENERAL REQUIRE- 
MENT. Land disposal facilities shall be sited, designed, 
operated, closed, and controlled after closure so that 
reasonable assurance exists that exposures to individuals 
are within the requirements established in the perform- 
ance objectives in WAC ((402=61-180)) 246-250-170 
through ((482=61=2+8)) 246-250-200. 


AMENDATORY SECTION (Amending Order 121, 
filed 12/27/90, effective 1/31/91) 


WAC 246-250-190 PROTECTION OF INDI- 
VIDUALS DURING OPERATIONS. After the effec- 
tive date of these regulations, operations at the land dis- 
posal facility shall be conducted in compliance with the 
standards for radiation protection set out in chapter 
((402=24)) 246-221 WAC, except for releases of radio- 
activity in effluents from the land disposal facility, which 
shall be governed by WAC ((492-64--і80)) 246-250- 
170. Every reasonable effort should be made to maintain 
radiation exposures as low as is reasonably achievable. 


AMENDATORY SECTION (Amending Order 121, 
filed 12/27/90, effective 1/31/91) 


WAC 246-250-350 ALTERNATIVE REQUIRE- 
MENTS FOR DESIGN AND OPERATIONS. The 
department may, upon request or on its own initiative, 
authorize provisions other than those set forth in WAC 
((402=6t=220)) 246-250-300 through ((402—61—250)) 
246-250-340 for the segregation and disposal of waste 
and for the design and operation of a land disposal fa- 
cility on a specific basis, if it finds reasonable assurance 
of compliance with the performance objectives of this 
chapter. 


AMENDATORY SECTION (Amending Order 121, 
filed 12/27/90, effective 1/31/91) 


WAC 246-252-001 RECLAMATION AND DE- 
COMMISSIONING. A specific plan for reclamation 
and disposal of tailings and for decommissioning the site 
of uranium or thorium milling operations shall be in- 
cluded as part of the proposed action assessed under 
SEPA regulations and guidelines as required by WAC 
((402—22—079)) 246-235-080 (6)(a) for licensing of en- 
vironmentally significant operations. For any uranium or 
thorium mill in operation on or before the effective date 
of this regulation for which a plan for reclamation and 
disposal of tailings and decommissioning of the site has 
not been submitted and assessed, such a plan must be 
submitted to the department and a final environmental 
impact statement or final declaration of nonsignificance 
must accompany or precede the license renewal. 
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AMENDATORY SECTION (Amending Order 121, 
filed 12/27/90, effective 1/31/91) 


WAC 246-252-010 DEFINITIONS. The following 
definitions apply to the specified terms as used in this 
chapter. 

(1) "Aquifer" means a geologic formation, group of 
formations, or part of a formation capable of yielding a 
significant amount of groundwater to wells or springs. 


Any saturated zone created by uranium or thorium re- 
covery operations would not be considered an aquifer 


unless the zone is, or potentially is (a) hydraulically in- 
terconnected to a natural aquifer, (b) capable of dis- 


charge to surface water, or (c) reasonably accessible be- 
cause of migration beyond the vertical projection of the 
boundary of the land transferred to long-term govern- 
ment ownership and care in accordance with WAC 246— 
252-030(11). 


(2) "Closure" means the activities following opera- 
tions to decontaminate and decommission the buildings 
and site used to produce by-product materials and re- 
claim the tailings and/or waste disposal area. 

(3) "Closure plan" means the department approved 
plan to accomplish closure. 

(4) "Compliance period" begins when the department 
sets secondary groundwater protection standards and 
ends when the owner or operator's license is terminated 
and the site is transferred to the state or federal agency 
for long-term care. 

(5) "Dike" means an embankment or ridge of either 
natural or man-made materials used to prevent the 
movement of liquids, sludges, solids, or other materials. 

(6) "Disposal area" means the area containing by- 
product materials to which the requirements of Criterion 
6 apply. 

(7) "Existing portion" means that land surface area of 
an existing surface impoundment on which significant 
quantities of uranium or thorium by-product materials 
had been placed prior to September 30, 1983. 

(8) "Groundwater" means water below the land sur- 


face in a zone of saturation. For the purposes of this 
chapter, groundwater is the water contained within an 


aquifer as defined above. 
(9) "Leachate" means any liquid, including any sus- 


pended or dissolved components in the liquid, that has 
percolated through or drained from the by-product 
material. 

(10) "Licensed site" means the area contained within 
the boundary of a location under the control of persons 
generating or storing by-product materials under a de- 
partment license. 

(11) "Liner" means a continuous layer of natural or 
man-made materials, beneath or on the sides of a sur- 
face impoundment which restricts the downward or lat- 
eral escape of by-product material, hazardous constitu- 
ents, or leachate. 

(12) "Point of compliance" is the site specific location 
in the uppermost aquifer where the groundwater protec- 
tion standard must be met. 

(13) "Surface impoundment" means a natural topo- 
graphic depression, man-made excavation, or diked 
area, which is designed to hold an accumulation of liquid 
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wastes or wastes containing free liquids, and which is not 
an injection well. 

(14) "Uppermost aquifer" means the geologic forma- 
tion nearest the natural ground surface that is an aquif- 
er, as well as lower aquifers that are hydraulically inter- 
connected with this aquifer within the facility's property 
boundary. 


AMENDATORY SECTION (Amending Order 121, 
filed 12/27/90, effective 1/31/91) 


WAC 246-252-030 CRITERIA RELATED TO 
DISPOSITION OF URANIUM MILL TAILINGS 
OR WASTES. As used in this section, the term "as low 
as reasonably achievable" has the same meaning as in 
WAC ((462=t0-610)) 246-220-007. The term by- 
product material has the same meaning as WAC ((462= 
+2=050)) 246-220-010 (6)(b). 

As required by WAC ((402-22-150)) 246-235- 
110(6), each applicant for a license to possess and use 
source material in conjunction with uranium or thorium 
milling, or by-product material at sites formerly associ- 
ated with such milling, is required to include in a license 
application proposed specifications relating to the milling 
operation and the disposition of tailings or waste result- 
ing from such milling activities. This section establishes 
criteria relating to the siting, operation, decontamina- 
tion, decommissioning, and reclamation of mills and 
tailings or waste systems and sites at which such mills 
and systems are located and site and by-product materi- 
al ownership. Applications must clearly demonstrate how 
these criteria have been addressed. The specifications 
shall be developed considering the expected full capacity 
of tailings or waste systems and the lifetime of mill op- 
erations. Where later expansions of systems or opera- 
tions may be likely, the amenability of the disposal sys- 
tem to accommodate increased capacities without degra- 
dation in long-term stability and other performance fac- 
tors shall be evaluated. 

Licensees or applicants may propose alternatives to 
the specific requirements in these criteria. The alterna- 
tive proposals may take into account local or regional 
conditions, including geology, topography, hydrology, 
and meteorology. The department may find that the 
proposed alternatives meet the department's require- 
ments if the alternatives will achieve a level of stabiliza- 
tion and containment of the sites concerned, and a level 
of protection for public health, safety, and the environ- 
ment from radiological and nonradiological hazards as- 
sociated with the sites, which is equivalent to, to the ex- 
tent practicable, or more stringent than the level which 
would be achieved by the requirements of the standards 
promulgated by the United States Environmental Pro- 
tection Agency in 40 CFR 192, Subparts D and E. 

(1) Criterion 1 — In selecting among alternative tail- 
ings disposal sites or judging the adequacy of existing 
tailings sites, the following site features which would 
((assure)) contribute to meeting the broad objective of 
(Gsołating)) permanent isolation of the tailings and as- 
sociated contaminants from man and the environment 
for one thousand years to the extent reasonably achiev- 
able, and in any case, for at least two hundred years 
without ongoing active maintenance shall be considered: 
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(a) Remoteness from populated areas; 

(b) Hydrogeologic and other environmental conditions 
conducive to continued immobilization and isolation of 
contaminants from groundwater sources; and 

(c) Potential for minimizing erosion, disturbance, and 
dispersion by natural forces over the long term. 


The site selection process must be an optimization to 
the maximum extent reasonably achievable in terms of 


these features. 

In the selection of disposal sites, primary emphasis 
shall be given to isolation of tailings or wastes, a matter 
having long-term impacts, as opposed to consideration 
only of short-term convenience or benefits, such as min- 
imization of transportation or land acquisition costs. 
While isolation of tailings will be a function of both site 
characteristics and engineering design, overriding con- 
sideration shall be given to siting features given the 
long-term nature of the tailings hazards. 

Tailings shall be disposed in a manner such that no 
active maintenance is required to preserve the condition 
of the site. 

(2) Criterion 2 — To avoid proliferation of small waste 
disposal sites, by-product material from in-situ extrac- 
tion operations, such as residues from solution evapora- 
tion or contaminated control processes, and wastes from 
small remote above ground extraction operations shall 
((preferabły)) be disposed at existing large mill tailings 
disposal sites; unless, considering the nature óf the 
wastes, such as their volume and specific activity and the 
costs and environmental impacts of transporting the 
wastes to a large disposal site, such offsite disposal is 
demonstrated to be impracticable or the advantage of 
onsite burial clearly outweighs the benefits of reducing 
the perpetual surveillance obligations. 

(3) Criterion 3 — The "prime option" for disposal of 
tailings is placement below grade, either in mines or 
specially excavated pits (that is, ((whem)) where the 
need for any specially constructed retention structure is 
eliminated). 

The evaluation of alternative sites and disposal meth- 
ods performed by mill operators in support of their pro- 
posed tailings disposal program (provided in applicants' 
environmental reports) shall reflect serious consideration 
of this disposal mode. In some instances, ((betow- 
grade)) below grade disposal may not be the most envi- 
ronmentally sound approach, such as might be the case 
if a groundwater formation is relatively close to the sur- 
face or not very well isolated by overlying soils and rock. 
Also, geologic and topographic conditions might make 
full, ((bełow=grade)) below grade burial impracticable; 
for example, near-surface bedrock could create promi- 
nent excavation costs while more suitable alternate sites 
may be available. Where full ((below-grade)) below 
grade burial is not practicable, the size of the retention 
structures, and the size and steepness of slopes of associ- 
ated exposed embankments, shall be minimized by exca- 
vation to the maximum extent reasonably achievable or 
appropriate, given the geologic and hydrogeologic condi- 
tions at a site. In these cases, it must be demonstrated 
that an above-grade disposal program will provide rea- 
sonably equivalent isolation of the tailings from natural 
erosional forces. 


[147] 


WSR 91-16-109 


(4) Criterion 4 — The following site and design criteria 
shall be adhered to whether tailings or wastes are dis- 
posed of above or below grade: 

(a) Upstream rainfall catchment areas must be mini- 
mized to decrease erosion potential and the size of the 
probable maximum flood which could erode or wash out 
sections of the tailings disposal area. 

(b) Topographic features shall provide good wind 
protection. 

(c) Embankment and cover slopes shall be relatively 
flat after final stabilization to minimize erosion potential 
and to provide conservative factors of safety assuring 
long-term stability. The broad objective should be to 
contour final slopes to grades which are as close as pos- 
sible to those which would be provided if tailings were 
disposed of below grade; this could, for example, lead to 
slopes of about ten horizontal to one vertical (10h:1v) or 
less steep. In general, slopes should not be steeper than 
about Sh:lv. Where steeper slopes are proposed, reasons 
why a slope less steep than 5h:1v would be impracticable 
should be provided, and compensating factors and con- 
ditions which make such slopes acceptable should be 
identified. 

(d) A fully self-sustaining vegetative cover shall be 
established ог rock cover employed to reduce wind and 
water erosion to negligible levels. 

Where a full vegetative cover is not likely to be self- 
sustaining due to climatic conditions, such as in ((semi= 
arid)) semi-arid and arid regions, rock cover shall be 
employed on slopes of the impoundment system. The 


NRC will consider relaxing this requirement for ex- 
tremely gentle slopes such as those which may exist on 
the top of the pile. 


The following factors shall be considered in establish- 
ing the final rock cover design to avoid displacement of 
rock particles by human and animal traffic or by natural 
processes, and to preclude undercutting and piping: 

(i) Shape, size, composition, gradation of rock parti- 
cles (excepting bedding material, average particle size 
shall be at least cobble size or greater); 

(ii) Rock cover thickness and zoning of particles by 
size; and 

(iii) Steepness of underlying slopes. 

(e) Individual rock fragments shall be dense, sound, 
and resistant to abrasion, and free from defects that 
would tend to unduly increase their destruction by water 
and frost actions. Weak, friable, or laminated aggregate 
shall not be used. Shale, rock laminated with shale, and 
cherts shall not be used. 

Rock covering of slopes may not be required where 
top covers are on the order of ten meters or greater; im- 
poundment slopes are on the order of lOh:lv or less; 
bulk cover materials have inherently favorable erosion 
resistance characteristics; and there is negligible drain- 
age catchment area upstream of the pile, and there is 
good wind protection as described in (a) and (b) of this 
subsection. 

(f) Impoundment surfaces shall be contoured to avoid 
areas of concentrated surface runoff or abrupt or sharp 
changes in slope gradient. In addition to rock cover on 
slopes, areas toward which surface runoff might be di- 
rected shall be well protected with substantial rock cover 
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(riprap). In addition to providing for stability of the im- 
poundment systems itself, the overall stability, erosion 
potential, and geomorphology of surrounding terrain 
shall be evaluated to assure that there are no processes, 
such as gully erosion, which would lead to impoundment 
instability. 

(g) The impoundment shall not be located near a ca- 
pable fault that could cause a maximum credible earth- 
quake larger than that which the impoundment could 
reasonably be expected to withstand. As used in this cri- 
terion, the term "capable fault" has the same meaning 
as defined in Section III (g) of Appendix A of 10 CFR 
Part 100. The term "maximum credible earthquake" 
means that earthquake which would cause the maximum 
vibratory ground motion based upon an evaluation of 
earthquake potential considering the regional and local 
geology and seismology and specific characteristics of 
local subsurface material. 

(h) The impoundment, where feasible, should be de- 
signed to incorporate features which will promote depo- 
sition of suspended particles. For example, design fea- 
tures which promote deposition of sediment suspended in 
any runoff which flows into the impoundment area might 
be utilized; the object of such a design feature would be 
to enhance the thickness of cover over time. 

(5) Criterion 5 — Criteria 5(a) through 5(g) and new 
Criterion ((9)) 13 incorporate the basic groundwater 
protection standards imposed by the United States Envi- 
ronmental Protection Agency in 40 CFR Part 192, Sub- 
parts D and E (48 FR 45926; October 7, 1983) which 
apply during operations and prior to the end of closure. 
Groundwater monitoring to comply with these standards 
is required by ((this)) Criterion 7. 

(a) The primary groundwater protection standard is a 
design standard for surface impoundments used to man- 
age uranium and thorium by-product material. Surface 
impoundments (except for an existing portion) must 
have a liner that is designed, constructed, and installed 
to prevent any migration of wastes out of the impound- 
ment to the adjacent subsurface soil, groundwater, or 
surface water at any time during the active life (includ- 
ing the closure period) of the impoundment. The liner 
may be constructed of materials that may allow wastes 
to migrate into the liner (but not into the adjacent sub- 
surface soil, groundwater, or surface water) during the 
active life of the facility, provided that impoundment 
closure includes removal or decontamination of all waste 
residues, contaminated containment system components 
(liners, etc.), contaminated subsoils, and structures and 
equipment contaminated with waste and leachate. For 
impoundments that will be closed with the liner material 
left in place, the liner must be constructed of materials 
that can prevent wastes from migrating into the liner 
during the active life of the facility. 

(b) The liner required by (a) of this subsection must 
be: 

(i) Constructed of materials that have appropriate 
chemical properties and sufficient strength and thickness 
to prevent failure due to pressure gradients (including 
static head and external hydrogeologic forces), physical 
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contact with the waste or leachate to which they are ex- 
posed, climatic conditions, the stress of installation, and 
the stress of daily operation; : 

(ii) Placed upon a foundation or base capable of pro- 
viding support to the liner and resistance to pressure 
gradients above and below the liner to prevent failure of 
the liner due to settlement, compression, or uplift; and 

(11) Installed to cover all surrounding earth likely to 
be in contact with the wastes or leachate. 

(c) The applicant or licensee will be exempted from 
the requirements of (a) of this subsection if the depart- 
ment finds, based on a demonstration by the applicant or 
licensee, that alternate design and operating practices, 
including the closure plan, together with site character- 
istics will prevent the migration of any hazardous con- 
stituents into groundwater or surface water at any future 
time. In deciding whether to grant an exemption, the 
department will consider: 

(i) The nature and quantity of the wastes; 

(ii) The proposed alternate design and operation; 

(iii) The hydrogeologic setting of the facility, includ- 
ing the attenuative capacity and thickness of the liners 
and soils present between the impoundment and ground- 
water or surface water; and 

(iv) All other factors which would influence the quali- 
ty and mobility of the leachate produced and the poten- 
tial for it to migrate to groundwater or surface water. 

(d) A surface impoundment must be designed, con- 
structed, maintained, and operated to prevent 
overtopping resulting from normal or abnormal opera- 
tions; overfilling; wind and wave actions; rainfall; run- 
on; from malfunctions of level controllers, alarms, and 
other equipment; and human error. 

(e) When dikes are used to form the surface im- 
poundment, the dikes must be designed, constructed, and 
maintained with sufficient structural integrity to prevent 
massive failure of the dikes. In ensuring structural in- 
tegrity, it must not be presumed that the liner system 
will function without leakage during the active life of the 
impoundment. 

(f) Uranium and thorium by-product materials must 
be managed to conform to the following secondary 
groundwater protection standard: Hazardous constitu- 
ents entering the groundwater from a licensed site must 
not exceed the specified concentration limits in the up- 
permost aquifer beyond the point of compliance during 
the compliance period. Hazardous constituents are those 
constituents identified by the department pursuant to (g) 
of this subsection. Specified concentration limits are 
those limits established by the department as indicated 
in (j) of this subsection. The department will also estab- 
lish the point of compliance and compliance period on a 
site specific basis through license conditions and orders. 
The objective in selecting the point of compliance is to 
provide the earliest practicable warning that the im- 
poundment is releasing hazardous constituents to the 
groundwater. The point of compliance must be selected 
to provide prompt indication of groundwater contamina- 
tion on the hydraulically downgradient edge of the dis- 
posal area. The department must identify hazardous 
constituents, establish concentration limits, set the com- 
pliance period, and adjust the point of compliance, if 
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needed, when the detection monitoring established under 
criterion 7 indicates leakage of hazardous constituents 
from the disposal area. | 

(g) A constituent becomes a hazardous constituent 
subject to (j) of this subsection when the constituent: 

(i) Is reasonably expected to be in or derived from the 
by-product material in the disposal area; 

(ii) Has been detected in the groundwater in the up- 
permost aquifer; and 

(iii) Is listed in WAC ((402=52=300)) 246-252-050 
Appendix A. 

(h) The department may exclude a detected constitu- 
ent from the set of hazardous constituents on a site spe- 
cific basis if it finds that the constituent is not capable of 
posing a substantial present or potential hazard to hu- 
man health or the environment. In deciding whether to 
exclude constituents, the department will consider the 
following: 

(i) Potential adverse effect on groundwater quality, 
considering — 

(A) The physical and chemical characteristics of the 
waste in the licensed site, including its potential for 
migration; 

(B) The hydrogeological characteristics of the facility 
and surrounding land; 

(C) The quantity of groundwater and the direction of 
groundwater flow; 

(D) The proximity and withdrawal rates of ground- 
water users; 

(E) The current and future uses of groundwater in the 
area; 

(F) The existing quality of groundwater, including 
other sources of contamination and their cumulative im- 
pact on the groundwater quality; 

(G) The potential for health risks caused by human 
exposure to waste constituents; 

(H) The potential damage to wildlife, crops, vegeta- 
tion, and physical structures caused by exposure to waste 
constituents; 

(I) The persistence and permanence of the potential 
adverse effects. 

(ii) Potential adverse effects on hydraulically-con- 
nected surface water quality, considering — 

(A) The volume and physical and chemical character- 
istics of the waste in the licensed site; 

(B) The hydrogeological characteristics of the facility 
and surrounding land; 

(C) The quantity and quality of groundwater, and the 
direction of groundwater flow; 

(D) The patterns of rainfall in the region; 

(E) The proximity of the licensed site to surface 
waters; 

(F) The current and future uses of surface waters in 
the area and any water quality standards established for 
those surface waters; 

(G) The existing quality of surface water, including 
other sources of contamination and the cumulative im- 
pact on surface water quality; 

(H) The potential for health risks caused by human 
exposure to waste constituents; 


WSR 91-16-1609 


(I) The potentia! damage to wildlife, crops, vegeta- 
tion, and physical structures caused by exposure to waste 
constituents; and 

(J) The persistence and permanence of the potential 
adverse effects. 

(i) In making any determinations under (h) and (k) of 
this subsection about the use of groundwater in the area 
around the facility, the department will consider any 
identification of underground sources of drinking water 
and exempted aquifers made by the United States Envi- 
ronmental Protection Agency. 

(j) At the point of compliance, the concentration of a 
hazardous constituent must not exceed — 

(i) The department approved background concentra- 
tion of that constituent in the groundwater; 

(ii) The respective value given in the table in subsec- 
tion (5)(1) of this section if the constituent is listed in the 
table and if the background level of the constituent is 
below the value listed; or 

(iii) An alternate concentration limit established by 
the department. 


(k) Conceptually, background concentrations pose no 
incremental hazards and the drinking water limits in 
(jG) of this subsection state acceptable hazards but 
these two options may not be practically achievable at a 
specific site. Alternate concentration limits that present 
no significant hazard may be proposed by licensees for 
department consideration. Licensees must provide the 
basis for any proposed limits including consideration of 
practicable corrective actions, that limits are as low as 
reasonably achievable, and information on the factors 


the department must consider. 
The department will establish a site specific alternate 


concentration limit for a hazardous constituent as pro- 
vided in (j) of this subsection if it finds that the constit- 
uent will not pose a substantial present or potential haz- 
ard to human health or the environment as long as the 
alternate concentration limit is not exceeded. In estab- 
lishing alternate concentration limits, the department 
will apply its as low as reasonably achievable criterion in 
this chapter. The department will also consider the fol- 
lowing factors: | 

(i) Potential adverse effects оп groundwater quality, 
considering — | 

(A) The physical and chemical characteristics of the 
waste in the licensed site including its potential for 
migration; 

(B) The hydrogeological characteristics of the facility 
and surrounding land; 

(C) The quantity of groundwater and the direction of 
groundwater flow; 

(D) The proximity and withdrawal rates of ground- 
water users; 

(E) The current and future uses of groundwater in the 
area; 

(F) The existing quality of groundwater, including 
other sources of contamination and their cumulative im- 
pact on the groundwater quality; 

(G) The potential for health risks caused by human 
exposure to waste constituents; 
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(H) The potential damage to wildlife, crops, vegeta- 
tion, and physical structures caused by exposure to waste 
constituents; 

(I) The persistence and permanence of the potential 
adverse effects. 

(ii) Potential adverse effects on hydraulically—con- 
nected surface water quality, considering — 

(A) The volume and physical and chemical character- 
istics of the waste in the licensed site; 

(B) The hydrogeological characteristics of the facility 
and surrounding land; 

(C) The quantity and quality of groundwater, and the 
direction of groundwater flow; 

(D) The patterns of rainfall in the region; 

(E) The proximity of the licensed site to surface 
waters; 

(F) The current and future uses of surface waters in 
the area and any water quality standards established for 
those surface waters; 

(G) The existing quality of surface water including 
other sources of contamination and the cumulative im- 
pact on surface water quality; 

(H) The potential for health risks caused by human 
exposure to waste constituents; 

(I) The potential damage to wildlife, crops, vegeta- 
tion, and physical structures caused by exposure to waste 
constituents; and 

(J) The persistence and permanence of the potential 
adverse effects. 

(I) MAXIMUM VALUES FOR GROUNDWATER PROTEC- 
TION: 


Maximum 


Constituent or Property Concentration 


Milligrams per liter 
ATSEnIC.. дада sedit енен а А Ы айы е 0.05 
Barium..... 


Cadmium... 0.01 
Chromium .. . 0.05 
Сеа kayqa ai A НЕЕ: . 0.05 
MeTrQCÜE y.ai inedite teh aad iere дадайы 0.002 
Selenium.. 0.01 
IIT OCE ZOZ PURSE MORE 0.05 


Endrin (1,2,3,4,10, 1 0-hexachloro-1,7 -ехроху- 
1,4,4a,5,6,7,8,9a—octahydro-1, 4—endo, endo- 


5,8-dimethano naphthalene).............................................. 0.0002 

Lindane (1,2,3,4,5,6-hexachlorocyclohexane, 

gamma ізотег).....о..22.л.ллал ы 0.004 

Methoxychlor (1,1,1-Trichloro-2,2—bis 

(p-methoxyphenylethane)......................................... 0.1 

Toxaphene (СоН |0СІ6, Technical chlorinated 

camphene, 67-69 percent chlorine)................................... 0.005 

2,4-D (2,4-Dichlorophenoxyacetic acid) .......................... 0.1 

2,4,5- TP Silvex (2,4,5- Trichlorophenoxypropionic 

асі) u О а аА a 0.01 
Picocuries per liter 

Combined radium — 226 and radium — 228...................... 5 


Gross alpha — particle activity (excluding 

radon and uranium when producing uranium 

by-product material or thorium when producing 

thorium by-product та1їегїа1).......................................... 15 


(m) If the groundwater protection standards estab- 
lished under (f) of this subsection are exceeded at a li- 
censed site, a corrective action program must be put into 
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operation as soon as is practicable, and in no event later 
than eighteen months after the department finds that the 
standards have been exceeded. The licensee shall submit 
the proposed corrective action program and supporting 
rationale for department approval prior to putting the 
program into operation, unless otherwise directed by the 
department. The objective of the program is to return 
hazardous constituent concentration levels in groundwa- 
ter to the concentration limits set as standards. The li- 
censee's proposed program must address removing the 
hazardous constituents that have entered the groundwa- 
ter at the point of compliance or treating them in place. 
The program must also address removing or treating in 
place any hazardous constituents that exceed concentra- 
tion limits in groundwater between the point of compli- 
ance and the downgradient facility property boundary. 
The licensee shall continue corrective action measures to 
the extent necessary to achieve and maintain compliance 
with the groundwater protection standard. The depart- 
ment will determine when the licensee may terminate 
corrective action measures based on data from the 
groundwater monitoring program and other information 
that provide reasonable assurance that the groundwater 
protection standard will not be exceeded. 

(n) In developing and conducting groundwater protec- 
tion programs, applicants and licensees shall also con- 
sider the following: 

(i) Installation of bottom liners (where synthetic liners 
are used, a leakage detection system must be installed . 
immediately below the liner to ensure major failures are 
detected if they occur. This is in addition to the ground- 
water monitoring program conducted as provided in 
((this)) Criterion 7. Where clay liners are proposed or 
relatively thin, in-situ clay soils are to be relied upon for 
seepage control, tests must be conducted with represen- 
tative tailings solutions and clay materials to confirm 
that no significant deterioration of permeability or sta- 
bility properties will occur with continuous exposure of 
clay to tailings solutions. Tests must be run for a suffi- 
cient period of time to reveal any effects if they are go- 
ing to occur (in some cases deterioration has been ob- 
served to occur rather rapidly after about nine months of 
exposure)). 

(ii) Mill process designs which provide the maximum 
practicable recycle of solutions and conservation of wa- 
ter to reduce the net input of liquid to the tailings 
impoundment. 

(iii) Dewatering of tailings by process devices and/or 
in-situ drainage systems (at new sites, tailings must be 
dewatered by a drainage system installed at the bottom 
of the impoundment to lower the phreatic surface and 
reduce the driving head of seepage, unless tests show 
tailings are not amenable to such a system. Where in- 
situ dewatering is to be conducted, the impoundment 
bottom must be graded to assure that the drains are at a 
low point. The drains must be protected by suitable filter 
materials to assure that drains remain free running. The 
drainage system must also be adequately sized to assure 
good drainage). 

(iv) Neutralization to promote immobilization of haz- 
ardous constituents. 
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(о) Where groundwater impacts are occurring at an 
existing site due to seepage, action must be taken to al- 
leviate conditions that lead to excessive seepage impacts 
and restore groundwater quality. The specific seepage 
control and groundwater protection method, or combi- 
nation of methods, to be used must be worked out on a 
site-specific basis. Technical specifications must be pre- 
pared to control installation of seepage control systems. 
A quality assurance, testing, and inspection program, 
which includes supervision by a qualified engineer or 
scientist, must be established to assure the specifications 
are met. 

(p) In support of a tailings disposal system proposal, 
the applicant/operator shall supply information concern- 
ing the following: 

(i) The chemical and radioactive characteristics of the 
waste solutions. 

(ii) The characteristics of the underlying soil and geo- 
logic formations particularly as they will control trans- 
port of contaminants and solutions. This includes de- 
tailed information concerning extent, thickness, unifor- 
mity, shape, and orientation of underlying strata. Hy- 
draulic gradients and conductivities of the various 
formations must be determined. This information must 
be gathered from borings and field survey methods taken 
within the proposed impoundment area and in surround- 
ing areas where contaminants might migrate to ground- 
water. The information gathered on boreholes must in- 
clude both geologic and geophysical logs in sufficient 
number and degree of sophistication to allow determin- 
ing significant discontinuities, fractures, and channeled 
deposits of high hydraulic conductivity. If field survey 
methods are used, they should be in addition to and cal- 
ibrated with borehole logging. Hydrologic parameters 
such as permeability may not be determined on the basis 
of laboratory analysis of samples alone; a sufficient 
amount of field testing (e.g., pump tests) must be con- 
ducted to assure actual field properties are adequately 
understood. Testing must be conducted to allow estimat- 
ing chemi-sorption attenuation properties of underlying 
soil and rock. 

(іі) Location, extent, quality, capacity and current 
uses of any groundwater at and near the site. 

(q) Steps must be taken during stockpiling of ore to 
minimize penetration of radionuclides into underlying 
soils; suitable methods include lining and/or compaction 
of ore storage areas. 

(6) Criterion 6 — (a) In cases where waste by-product 
material is to be permanently disposed, an earthen cover 
shall be placed over tailings or wastes at the end of the 
milling operations and the waste disposal area shall be 
closed in accordance with a design! which shall provide 
reasonable assurance of control of radiological hazard 
to: 

(i) Be effective for one thousand years, to the extent 
reasonably achievable, and, in any case, for at least two 
hundred years; and 

(ii) Limit releases of Radon-222 from uranium by- 
product materials, and Radon-220 from thorium by- 
product materials, to the atmosphere so as to not exceed 
an average’ release rate of twenty picocuries per square 
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meter per second (pCi/m'((7))s) to the extent practica- 
ble throughout the effective design life determined pur- 
suant to (a)(i) of this subsection. In computing required 


tailings cover thicknesses, moisture in soils in excess of 
amounts found normally in similar soils in similar cir- 
cumstances shall not be considered. Direct gamma expo- 
sure from the tailings or wastes should be reduced to 
background levels. The effects of any thin synthetic layer 
shall not be taken into account in determining the cal- 
culated radon exhalation level. If nonsoil materials are 
proposed as cover materials, it must be demonstrated 
that such materials will not crack or degrade by differ- 
ential settlement, weathering, or other mechanism over 
long term time intervals. 

(b) Near surface materials (i.e., within the top three 
meters) shall not include mine waste or rock that con- 
tains elevated levels of radium; soils used for near sur- 
face cover must be essentially the same, as far as radio- 
activity is concerned, as that of surrounding soils. This is 


to insure that surface radon exhalation is not signifi- 


cantly above background because of the cover material 
itself. 


(c) The design requirements in this criterion for lon- 
gevity and control of radon releases shall apply to any 
portion of a licensed and/or disposal site unless such 
portion contains a concentration of radium in land, av- 
eraged over areas of one hundred square meters, which, 
as a result of by-product material does not exceed the 
background level by more than: 

(i) Five picocuries per gram (pCi/g) of Radium-226, 
or, in the case of thorium by-product material, Radium- 
228, averaged over the first fifteen centimeters below the 
surface; and 

(ii) Fifteen pCi/g of Radium-226, or, in the case of 
thorium by-product material, Radium-228, averaged 
over fifteen centimeters thick layers more than fifteen 
centimeters below the surface. 

(d) The licensee must also address the nonradiological 
hazards associated with the wastes in planning and im- 
plementing closure. The licensee shall ensure that dis- 
posal areas are closed in a manner that minimizes the 
need for further maintenance. To the extent necessary to 
prevent threats to human health and the environment, 
the license shall control, minimize, or eliminate post 
closure escape of nonradiological hazardous constituents, 
leachate, contaminated rainwater, or waste decomposi- 
tion products to the ground or surface waters or to the 
atmosphere. 


Footnotes: 


The standard applies to design. Monitoring for radon after in- 
stallation of an appropriately designed cover is not required. 


This average shall apply to the entire surface of each disposal 
area over periods of at least one year, but short compared to 
one hundred years. Radon will come from both uranium by— 
product materials and from covering material. Radon ((envi- 
sions)) emissions from covering materials should be estimated 
as part of developing a closure plan for each site. The standard, 
however, applies only to emissions from by-product materials to 
the atmosphere. 


(7) Criterion 7 — At least one full year prior to any 
major site construction, a preoperational monitoring 
program must be conducted to provide complete baseline 
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data on a milling site and its environs. Throughout the 
construction and operating phases of the mill, an opera- 
tional monitoring program must be conducted to com- 
plete the following: 

(a) To measure or evaluate compliance with applica- 
ble standards and regulations; 

(b) To evaluate performance of control systems and 
procedures; 

(c) To evaluate environmental impacts of operation; 


and 


(d) To detect potential long-term effects. 

The licensee shall establish a detection monitoring 
program needed for the department to set the site-spe- 
cific groundwater protection standards in Criterion 5 of 
this section. For all monitoring under this paragraph, the 
licensee or applicant will propose for department ap- 
proval as license conditions, which constituents are to be 
monitored on a site-specific basis. A detection monitor- 
ing program has two purposes. The initial purpose of the 
program is to detect leakage of hazardous constitutents 
from the disposal area so that the need to set groundwa- 
ter protection standards is monitored. If leakage is de- 
tected, the second purpose of the program is to generate 
data and information needed for the department to es- 
tablish the standards under Criterion 5. The data and 
information must provide a sufficient basis to identify 
those hazardous constituents which require concentra- 
tion limit standards and to enable the department to set 
the limits for those constituents and the compliance pe- 
riod. They may also need to provide the basis for ad- 
justments to the point of compliance. For licenses in ef- 
fect September 30, 1983, the detection monitoring pro- 
grams must have been in place by October 1, 1984. For 
licenses issued after September 30, 1983, the detection 
monitoring programs must be in place when specified by 
the department in orders or license conditions. Once 
groundwater protection standards have been established 
pursuant to Criterion 5, the licensee shall establish and 
implement a compliance monitoring program. The pur- 
pose of the compliance monitoring program is to deter- 
mine that the hazardous constituent concentrations in 
ground water continue to comply with the standards set 
by the department. In conjunction with a corrective ac- 
tion program, the licensee shall establish and implement 
a corrective action monitoring program. The purpose of 
the corrective action monitoring program is to demon- 
strate the effectiveness of the corrective actions. Any 
monitoring program required by this paragraph may be 
based on existing monitoring programs to the extent the 
existing programs can meet the stated objective for the 
program. 


(8) Criterion 8 — Milling operations shall be conduct- 
ed so that all airborne effluent releases are reduced to as 


low as is reasonably achievable. The primary means of 
accomplishing this shall be by means of emission con- 
trols. Institutional controls, such as extending the site 
boundary and exclusion area, may be employed to en- 
sure that offsite exposure limits are met, but only after 
all practicable measures have been taken to control 
emissions at the source. Notwithstanding the existence 
of individual dose standards, strict control of emissions is 
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necessary to assure that population exposures are re- 
duced to the maximum extent reasonably achievable and 
to avoid site contamination. The greatest potential 
sources of offsite radiation exposure (aside from radon 
exposure) are dusting from dry surfaces of the tailings 
disposal area not covered by tailings solution and emis- 
sions from yellowcake drying and packaging operations. 
During operations and prior to closure, radiation doses 
from radon emissions from surface impoundments shall 
be kept as low as is ((practicabłe)) reasonably achiev- 
able. Checks shall be made and logged hourly of all pa- 
rameters (e.g., differential pressure and scrubber water 
flow rate) which determine the efficiency of yellowcake 
stack emission control equipment operation. It shall be 
determined whether or not conditions are within a range 
prescribed to ensure that the equipment is operating 
consistently near peak efficiency; corrective action shall 
be taken when performance is outside of prescribed 
ranges. Effluent control devices shall be operative at all 
times during drying and packaging operations and 
whenever air is exhausting from the yellowcake stack. 

Drying and packaging operations shall terminate 
when controls are inoperative. When checks indicate the 
equipment is not operating within the range prescribed 
for peak efficiency, actions shall be taken to restore pa- 
rameters to the prescribed range. When this cannot be 
done without shutdown and repairs, drying and packag- 
ing operations shall cease as soon as practicable. 

Operations may not be restarted after cessation due to 
off-normal performance until needed corrective actions 
have been identified and implemented. All such 
cessations, corrective actions, and restarts shall be re- 
ported to the ((agency)) department in writing, within 
ten days of the subsequent restart. 

To control dusting from tailings, that portion not cov- 
ered by standing liquids shall be wetted or chemically 
stabilized to prevent or minimize blowing and dusting to 
the maximum extent reasonably achievable. This re- 
quirement may be relaxed if tailings are effectively shel- 
tered from wind, such as may be the case where they are 
disposed of below grade and the tailings surface is not 
exposed to wind. Consideration shall be given in plan- 
ning tailings disposal programs to methods which would 
allow phased covering and reclamation of tailings im- 
poundments since this will help in controlling particulate 
and radon emissions during operation. To control 
dustings from diffuse sources, such as tailings and ore 
pads where automatic controls do not apply, operators 
shall develop written operating procedures specifying the 
methods of control which will be utilized. 

Milling operations producing or involving thorium by- 
product material shall be conducted in such a manner as 
to provide reasonable assurance that the annual dose 
equivalent does not exceed twenty-five millirems to the 
whole body, seventy-five millirems to the thyroid, and 
twenty-five millirems to any other organ of any member 
of the public as a result of exposures to the planned dis- 
charge of radioactive materials, Radon-220 and its 
daughters excepted, to the general environment. 

Uranium and thorium by-product materials shall be 
managed so as to conform to the applicable provisions of 
Title 40 of the Code of Federal Regulations, Part 440, 
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Ore Mining and Dressing Point Source Category: Efflu- 
ent Limitations Guidelines and New Source Perform- 
ance Standards, Subpart C, Uranium, Radium, and Va- 
nadium Ores Subcategory, as codified on January 1, 
1983. 

The licensee shall establish a detection monitoring 
program needed to establish the groundwater protection 
standards in subsection (5)(f) of this section. A detection 
monitoring program has two purposes. The initial pur- 
pose of the program is to detect leakage of hazardous 
constituents from the disposal area so that the need to 
set groundwater protection standards is monitored. If 
leakage is detected, the second purpose of the program is 
to generate data and information needed for the depart- 
ment to establish the standards under subsection (5)(f) 
of this section. The data and information must provide a 
sufficient basis to identify those hazardous constituents 
which require concentration limit standards and to en- 
able the department to set the limits for those constitu- 
ents and the compliance period. They may also need to 
provide the basis for adjustments to the point of compli- 
ance. For licenses in effect September 30, 1983, the de- 
tection monitoring programs must have been in place by 
October 1, 1984. For licenses issued after September 30, 
1983, the detection monitoring programs must be in 
place when specified by the department in orders or li- 
cense conditions. Once groundwater protection standards 
have been established pursuant to subsection (5)(f) of 
this section, the licensee shall establish and implement a 
compliance monitoring program. The purpose of the 
compliance monitoring program is to determine that the 
hazardous constituent concentrations in groundwater 
continue to comply with the standards set by the depart- 
ment. In conjunction with a corrective action program, 
the licensee shall establish and implement a corrective 
action monitoring program. The purpose of the correc- 
tive action monitoring program is to demonstrate the ef- 
fectiveness of the corrective actions. Any monitoring 
program required by this paragraph may be based on 
existing monitoring programs to the extent the existing 
programs can meet the stated objective for the program. 


Daily inspections of tailings or waste retention sys- 
tems must be conducted by a qualified engineer or sci- 
entist and documented. The department must be imme- 
diately notified of any failure in a tailings or waste re- 
tention system which results in a release of tailings or 
waste into unrestricted areas, and/or of any unusual 
conditions (conditions not contemplated in the design of 
the retention system) which if not corrected could indi- 
cate the potential or lead to failure of the system and 
result in a release of tailings or waste into unrestricted 
areas. 

(9) Criterion 9 — (a) Pursuant to chapter 70.121 
RCW, and except as otherwise provided, financial surety 
arrangements for site reclamation and long-term sur- 
veillance and control which may consist of surety bonds, 
cash deposits, certificates of deposit, deposits of govern- 
ment securities, irrevocable letters or lines of credit, or 
any combination of the above, or other arrangements 
approved by the department, milling operations shall be 
established for source material to ensure the protection 
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of the public health and safety in the event of abandon- 
ment, default, or other inability of the licensee to meet 
the requirements of the act and these regulations. 

(i) The amount of funds to be ensured by such surety 
arrangements shall be based on department-approved 


cost estimates. 


(ii) Self-insurance, or any arrangement which essen- 
tially constitutes self—insurance (e.g., a contract with a 
state or federal agency), will not satisfy the surety re- 
quirement, since this provides no additional assurance 
other than that which already exists through license 
requirements. 

(b) The arrangements required in (a) of this subsec- 
tion shall be established prior to commencement of op- 
erations to assure that sufficient funds will be available 
to carry out decontamination and decommissioning of 
the facility. 

(c) Amendments to licenses in effect on the effective 
date of this regulation may be issued, providing that the 
required surety arrangements are established within 
ninety days after the effective date of this subsection. 

(d) For source material milling operations, the 
amount of funds to be ensured by such surety arrange- 
ments shall be based on department-approved cost esti- 


mates in an approved plan for (i) decontamination and 


decommissioning of mill buildings and the milling site to 
levels which would allow unrestricted use of these areas 
upon decommissioning, and (ii) the reclamation of tail- 
ings and/or waste disposal areas in accordance with the 
technical criteria delineated in this section. The licensee 
shall submit this plan in conjunction with an environ- 
mental report that addresses the expected environmental 
impacts of the milling operation, decommissioning and 
tailings reclamation, and evaluates alternatives for miti- 
gating these impacts. In addition, the surety shall cover 
the payment of the charge for long-term surveillance 
and control required by the department. In establishing 
specific surety arrangements, the licensee's cost esti- 
mates shall take into account total costs that would be 
incurred if an independent contractor were hired to per- 
form the decommissioning and reclamation work. In or- 
der to avoid unnecessary duplication and expense, the 
department may accept financial sureties that have been 
consolidated with financial or surety arrangements es- 
tablished to meet requirements of other federal or state 
agencies and/or local governing bodies for such decom- 
missioning, decontamination, reclamation, and long- 
term site surveillance, provided such arrangements are 
considered adequate to satisfy these requirements and 
that portion of the surety which covers the decommis- 
sioning and reclamation of the mill, mill tailings site and 
associated areas, and the long-term funding charge is 
clearly identified and committed for use in accomplish- 
ing these activities. The licensee's surety mechanism will 
be reviewed annually by the department to assure that 
sufficient funds will be available for completion of the 
reclamation plan if the work had to be performed by an 
independent contractor. The amount of surety liability 
should be adjusted to recognize any increases or de- 
creases resulting from inflation, changes in engineering 
plans, activities performed, and any other conditions af- 
fecting costs. Regardless of whether reclamation is 
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phased through the life of the operation or takes place at 
the end of operations, an appropriate portion of surety 
liability shall be retained until final compliance with the 
reclamation plan is determined. This will yield a surety 
that is at least sufficient at all times to cover the costs of 
decommissioning and reclamation of the areas that are 
expected to be disturbed before the next license renewal. 
The term of the surety mechanism must be open ended, 
unless it can be demonstrated that another arrangement 
would provide an equivalent level of assurance. This as- 
surance could be provided with a surety instrument 
which is written for a specific period of time (e.g., five 
years), yet which must be automatically renewed unless 
the surety notifies the beneficiary (the state regulatory 


agency) and the principal (the licensee) some reasonable 
time (e.g., ninety days) prior to the renewal date of their 


intention not to renew. Їп such a situation, the surety 
requirement still exists and the licensee would be re- 
quired to submit an acceptable replacement surety with- 
in a brief period of time to allow at least sixty days for 
the department to collect. 

Proof of forfeiture must not be necessary to collect the 
surety so that in the event that the licensee could not 
provide an acceptable replacement surety within the re- 
quired time, the surety shall be automatically collected 
prior to its expiration. The conditions described above 
would have to be clearly stated on any surety instrument 
which is not open-ended and must be agreed to by all 
parties. 

Long-term care requirements. Pursuant to chapter 
70.121 RCW, and as otherwise provided in WAC 246- 
235-080 (6)(d), a long-term care trust fund shall be es- 
tablished by source material milling licensees prior to 
the issuance of the license. 

(10) Criterion 10 — (a) A minimum charge of two 
hundred fifty thousand dollars (1978 United States dol- 
lars) accrued as specified in WAC 246—235-080 (6)(d) 
to cover the costs of long-term surveillance shall be paid 
by each mill operator to the agency prior to the termi- 
nation of a uranium or thorium mill license. If site sur- 
veillance or control requirements at a particular site are 
determined, on the basis of a site-specific evaluation, to 
be significantly greater than those specified in (a) of this 
subsection (е.р., if fencing is determined to be neces- 
sary), variance in funding requirements may be specified 
by the department. The total charge to cover the costs of 
long-term surveillance shall be such that, with an as- 
sumed one percent annual real interest rate, the collect- 
ed funds will yield interest in an amount sufficient to 
cover the annual costs of site surveillance. The charge 
will be adjusted annually prior to actual payments to 
recognize inflation. The inflation rate to be used is that 
indicated by the change in the consumer price index 
published by the United States Department of Labor, 
Bureau of Labor Statistics. Contributions by a licensee 


to the long-term care trust fund pursuant to chapter 70- 
.121 RCW shall be transferred to cover the costs as- 


sessed under this criterion. 

((68))) (11) Criterion ((8)) 11 — These criteria relat- 
ing to ownership of tailings and their disposal sites be- 
come effective on November 8, 1981, and apply to all li- 
censes terminated, issued, or renewed after that date. 
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Any uranium or thorium milling license or tailings li- 
cense shall contain such terms and conditions as the 
United States Nuclear Regulatory Commission deter- 
mines necessary to assure that prior to termination of 
the license, the licensee will comply with ownership re- 
quirements of this criterion for sites used for tailings 
disposal. 

Title to the by-product material licensed pursuant to 
WAC ((402=22=+50)) 246-252-030 and land, including 
any interests therein (other than land owned by the 
United States or by ((a)) the state of Washington) 
which is used for the disposal of any such by-product 
material, or is essential to ensure the long term stability 
of such disposal site, shall be transferred to the United 
States or the state of Washington. In view of the fact 
that physical isolation must be the primary means of 
long term control, and government land ownership is a 
desirable supplementary measure, ownership of certain 
severable subsurface interests (for example, mineral 
rights) may be determined to be unnecessary to protect 
the public health and safety and the environment. In any 
case, ((however;)) the applicant/operator must demon- 
strate a serious effort to obtain such subsurface rights, 
and must, in the event that certain rights cannot be ob- 
tained, provide notification in local public land records 
of the fact that the land is being used for the disposal of 
radioactive material and is subject to either a United 
States Nuclear Regulatory Commission general or spe- 
cific license prohibiting the disruption and disturbance of 
the tailings. In some rare cases, such as may occur with 
deep burial where no ongoing site surveillance will be 
required, surface land ownership transfer requirements 
may be waived. For licenses issued before November 8, 
1981, the United States Nuclear Regulatory Commis- 
sion may take into account the status of the ownership 
of such land, and interests therein, and the ability of a 
licensee to transfer title and custody thereof to the Unit- 
ed States or the state. If the United States Nuclear 


Regulatory Commission, subsequent to title transfer, de- 


termines that use of the surface or subsurface estates, or 
both, of the land transferred to the United States or to a 


———É—ÁL—————————————————————————— 


state will not endanger the public health, safety, welfare 
or environment, the United States Nuclear Regulatory 
Commission may permit the use of the surface or sub- 
surface estates, or both, of such land in a manner con- 
sistent with the provisions provided in these criteria. If 
the United States Nuclear Regulatory Commission per- 
mits such use of such land, it will provide the person 
who transferred such land with the right of first refusal 


with respect to such use of such land. 
Material and land transferred to the United States or 


a state in accordance with this criterion must be trans- 
ferred without cost to the United States or a state other 
than administrative and legal costs incurred in carrying 
out such transfer. 

The provisions of this part, respecting transfer of title 
and custody to land and tailings and wastes, do not ap- 
ply in the case of lands held in trust by the United 
States for any Indian tribe, or lands owned by such In- 
dian tribe subject to a restriction against alienation im- 
posed by the United States. In the case of such lands 
which are used for the disposal of byproduct material, as 
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defined in this section, the licensee shall enter into ar- 


rangements with the United States Nuclear Regulatory 
Commission as may be appropriate to assure the long- 
term surveillance of such lands by the United States. 
(12) Criterion 12 — The final disposition of tailings or 
wastes at milling sites should be such that ongoing active 
maintenance is not necessary to preserve isolation. As a 
minimum, annual site inspections must be conducted by 
the government agency retaining ultimate custody of the 
site where tailings or wastes are stored, to confirm the 
integrity of the stabilized tailings or waste systems, and 
to determine the need, if any, for maintenance and/or 
monitoring. Results of the inspection must be reported to 
the United States Nuclear Regulatory Commission 
within sixty days following each inspection. The United 
States Nuclear Regulatory Commission may require 
more frequent site inspections if, on the basis of a site— 
specific evaluation, such a need appears necessary, due 
to the features of a particular tailings or waste disposal 


system. 

((€9))) (13) Criterion ((9)) 13 — Secondary ground- 
water protection standards required by ((subseetron 
€5))) Criterion 5 of this section are concentration limits 
for individual hazardous constituents. The list of constit- 
uents found in Appendix A of this chapter, chapter 246- 
252 WAC, identifies the constituents for which stan- 
dards must be set and complied with if the specific con- 
stituent is reasonably expected to be in or derived from 
the by-product material and has been detected in 
groundwater. For purposes of this criterion, the property 
of gross alpha activity will be treated as if it is a haz- 
ardous constituent. Thus, when setting standards under 
subsection (5)(j) of this section, the department will also 
set a limit for gross alpha activity. 


WSR 91-16-110 
PROPOSED RULES 
BUILDING CODE COUNCIL 
[Filed August 7, 1991, 4:08 p.m.] 


Original Notice. 

Title of Rule: State regulations for barrier-free 
facilities. 

Purpose: To repeal chapter 51-10 WAC and incorpo- 
rate the state regulations for barrier-free facilities into 
chapter 51-20 WAC. 

Statutory Authority for Adoption: Chapters 19.27 and 
70.92 RCW. 

Statute Being Implemented: Chapter 70.92 RCW. 

Summary: The Washington state regulations for bar- 
rier-free facilities are to be repealed from chapter 51-10 
WAC and incorporated into chapter 51-20 WAC. 

Reasons Supporting Proposal: The 1991 Uniform 
Building Code, which is being proposed for adoption into 
chapter 51-20 WAC, contains requirements for barrier— 
free design in chapter 31. 

Name of Agency Personnel Responsible for Drafting, 
Implementation and Enforcement: Willy O'Neil, Ninth 
and Columbia Building, ОН-51, (206) 586-0486. 
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Name of Proponent: State Building Code Council, 
Ninth and Columbia Building, Mailstop GH-51, 
Olympia, Washington 98504-4151, governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: The proposal would repeal the state regulations for 
barrier—free facilities from chapter 51-20 WAC and in- 
corporate it into chapter 31 of the 1991 Uniform Build- 
ing Code as proposed for adoption in chapter 51-20 
WAC. The effect would be to have all Uniform Building 
Code construction requirements in one WAC chapter. 

Proposal does not change existing rules. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Location: Spokane City Hall, West 808 
Spokane Falls Boulevard, Spokane, WA 99201, on Sep- 
tember 13, 1991, at 9:00 a.m.; and at the Alpine Ball- 
room, Seattle Airport Hilton, 17620 Pacific Highway 
South, SeaTac, WA 98188, on September 20, 1991, at 
9:00 a.m. 

Submit Written Comments to: Gene Colin, Chair, 
State Building Code Council, Ninth and Columbia 
Building, Mailstop GH-51, Olympia, Washington 
98504-4151, by September 25, 1991. 

Date of Intended Adoption: November 8, 1991. 

July 12, 1991 
Gene J. Colin 
Chair 


REPEALER 


The following chapter of the Washington Administrative Code is 
repealed: 


Chapter 51-10 МАС BARRIER-FREE FACILITIES 


WSR 91-16-111 
PROPOSED RULES 
BUILDING CODE COUNCIL 
[Filed August 7, 1991, 4:12 p.m.] 


Original Notice. 

Title of Rule: Washington State Energy Code. 

Purpose: To consider whether to correct typographical 
errors and omissions, and to assign the equations and 
tables their own section numbers. 

Statutory Authority for Adoption: RCW 19.27A.045. 

Statute Being Implemented: Chapter 19.27A RCW. 

Summary: To consider whether to correct typographi- 
cal errors and omissions, and to assign the equations and 
tables their own section numbers. 

Reasons Supporting Proposal: To clarify original in- 
tent of code, to correct typographical errors that may 
lead to incorrect code enforcement. 

Name of Agency Personnel Responsible for Drafting: 
Donald Kaiser, Ninth and Columbia Building, Olympia, 
Washington 98504—4151, (206) 586—2251; Implementa- 
tion: Linda Ramsey, Ninth and Columbia Building, 
Olympia, Washington 98504-4151, (206) 586-3423; 
and Enforcement: Local governments. 
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Name of Proponent: Washington State Building Code 
Council, governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: This rule is to correct typographical errors. The 
purpose is to clarify sections of the code that are un- 
clear. These changes will result in better code 
enforcement. 

Proposal Changes the Following Existing Rules: This 
rule corrects typographical errors, adds an additional 
exception to section 502.1.5.1. This exception would al- 
low windows to be tested by either AAMA 1503.1-88 or 
the new nationally accepted NFRC standard. This rule 
also eliminated conflict between this code and the 1991 
Plumbing Code as amended. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Location: Spokane City Council Chambers, 
Spokane City Hall, West 808 Spokane Falls Boulevard, 
Spokane, WA, on Friday, September 13, 199], at 9:00 
a.m.; and at the Alpine Ballroom, Seattle Airport 
Hilton, 17620 Pacific Highway South, SeaTac, WA 
98188, on Friday, September 20, 1991, at 9:00 a.m. 

Submit Written Comments to: State Building Code 
Council, Ninth and Columbia Building, Mailstop GH- 
51, Olympia, Washington 985044151, by 5 p.m., Sep- 
tember 25, 1991. 

Date of Intended Adoption: November 8, 1991. 

July 12, 1991 
Gene J. Colin 
Chair 


AMENDATORY SECTION (Amending WSR 91-01-112, filed 
12/19/90, effective 7/1/91) 


WAC 51-11-0502 BUILDING ENVELOPE REQUIRE- 
MENTS. 


502.1 General: 


502.1.1: The stated U- ог F-value of any component assembly, 
listed in Table 5-1 or 5-2, such as roof/ceiling, opaque wall or opaque 
floor may be increased and the U-value for other components de- 
creased, provided that the total heat gain or loss for the entire building 
envelope does not exceed the total resulting from compliance to the U— 
values specified in this Section. 


The U-values for typical construction assemblies are included in 
Chapter 10. These values shall be used for all calculations. Where 
proposed construction assemblies are not represented in Chapter 10, 
values shall be calculated in accordance with Chapters 19-27 in RS-1 
listed in Chapter 7, using the framing factors listed in Chapter 10 
where applicable. 


For envelope assemblies containing metal framing, the U-value shall 
be determined by one of the following methods: 


1. Results of laboratory or field measurements. 


2. Standard RS-25, listed in Chapter 7, where the metal framing is 
bonded on one or both sides to a metal skin or covering. 


3. The zone method as provided in Chapter 22 of RS-1, listed in 
Chapter 7. 


4. Effective framing/cavity R-values as provided from the following 
table for metal stud walls: 
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WALL FRAMING CAVITY INSULATION 


R-11 R-19 
2x4 @ 16" oc. 5.50 - 
2x4 @ 24" oc. 6.60 - 
2x 6 Q 16" oc. - 7.60 
2 x 6 @ 24" oc. - 8.55 


502.1.2: For consideration of thermal mass effects, see section 402.4. 


502.1.3: When return air ceiling plenums are employed, the 
roof/ceiling assembly shall: 


a. For thermal transmittance purposes, not include the ceiling proper 
nor the plenum space as part of the assembly; and 


b. For gross area purposes, be based upon the interior face of the 
upper plenum surface. 


502.1.4 Insulation: 


502.1.4.1 General: All insulating materials shall comply with sec- 
tions 1712 and/or 1713 of the Uniform Building Code. Substantial 
contact of the insulation with the surface being insulated is required. 
All insulation materials shall be installed according to the manufac- 
turer's instructions to achieve proper densities, and maintain uniform 
R-values. To the maximum extent possible, insulation shall extend 
over the full component area to the intended R-value. 


502.1.4.2 Insulation Materials: All insulation materials including 
facings such as vapor barriers or breather papers installed within 
floor/ceiling assemblies, roof/ceiling assemblies, walls, crawl spaces, or 
attics shall have a flame spread rating of less than twenty-five and a 
smoke density not to exceed four hundred fifty when tested in accord- 
ance with UBC Standard 42-1. 


EXCEPTIONS: 


1. Foam plastic insulation shall comply with section 1712 of the 
Uniform Building Code. 


2. When such materials are installed in concealed spaces of Types 
HI, IV, and V construction, the flame spread and smoke developed 
limitations do not apply to facing, provided that the facing is installed 
in substantial contact with the unexposed surface of the ceiling, floor, 
or wall finish. 


3. Cellulose insulation shall comply with section 1713 of the Uni- 
form Building Code. 


502.1.4.3 Clearances: Where required, insulation shall be installed 
with clearances according to manufacturers specifications. Insulation 
shall be installed so that required ventilation is unobstructed. For 
blown or poured loose fill insulation clearances shall be maintained 
through installation of a permanent retainer. 


502.1.4.4 Access Hatches and Doors: Access doors from conditioned 
spaces to unconditioned spaces (e.g., attics and crawl spaces) shall be 
weatherstripped and insulated to a level equivalent to the insulation on 
the surrounding surfaces. Access shall be provided to all equipment 
which prevents damaging or compressing the insulation. A wood 
framed or equivalent baffle or retainer must be provided when loose fill 
insulation is installed, the purpose of which is to prevent the loose fill 
insulation from spilling into the living space when the attic access is 
opened, and to provide a permanent means of maintaining the installed 
R-value of the loose fill insulation. 


502.1.4.5 Roof/Ceiling Insulation: Open-blown or poured loose-fill 
insulation may be used in attic spaces where the slope of the ceiling is 
not more than three feet in twelve and there is at least thirty inches of 
clear distance from the top of the bottom chord of the truss or ceiling 
joist to the underside of the sheathing at the roof ridge. When eave 
vents are installed, baffling of the vent openings shall be provided so as 
to deflect the incoming air above the surface of the insulation. Baffles 
shall be, rigid material, resistant to wind driven moisture. Require- 
ments for baffles for ceiling insulation shall meet the Uniform Building 
Code section 3205(c) for minimum ventilation requirements. When 
feasible, the baffles shall be installed from the top of the outside of the 
exterior wall, extending inward, to a point six inches vertically above 
the height of noncompressed insulation, and twelve inches vertically 
above loose fill insulation. 


502.1.4.6 Wall Insulation: Insulation installed in exterior walls shall 
comply with the provisions of this section. All wall insulation shall fill 
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the entire cavity. Exterior wall cavities isolated during framing shall be 
fully insulated to the levels of the surrounding walls. All faced insula- 
tion shall be face stapled to avoid compression. 


502.1.4.7 Floor Insulation: Floor insulation shall be installed in a 
permanent manner in substantial contact with the surface being insu- 
lated. Insulation supports shall be installed so spacing is no more than 
twenty-four inches on center. Foundation vents shall be placed so that 
the top of the vent is below the lower surface of the floor insulation. 


EXCEPTION: Insulation may be omitted from floor areas over heated 
basements, heated garages, or underfloor areas used as HVAC supply 
plenums. See Uniform Mechanical Code section 1008 for underfloor 
supply plenum requirements. When foundation walls are insulated, the 
insulation shall be attached in a permanent manner. The insulation 
shall not block the airflow through foundation vents when installed. 
When foundation vents are not placed so that the top of the vent is 
below the lower surface of the floor insulation, a permanently attached 
baffle shall be installed at an angle of thirty degrees from horizontal, to 
divert air flow below the lower surface of the floor insulation. 


502.1.4.8 Slab-On-Grade: Slab-on-grade insulation, installed inside 
the foundation wall, shall extend downward from the top of the slab 
for a minimum distance of twenty-four inches or downward and then 
horizontally beneath the slab for a minimum combined distance of 
twenty-four inches. Insulation installed outside the foundation shall 
extend downward to a minimum of twenty-four inches or to the 
frostline. Above grade insulation shall be protected. 


EXCEPTION: For monolithic slabs, the insulation shall extend down- 
ward from the top of the slab to the bottom of the footing. 


502.1.4.9 Radiant Slabs: The entire area of a radiant slab shall be 
thermally isolated from the soil, with a minimum of R-10 insulation. 
The insulation shall be an approved product for its intended use. If a 
soil--gas control system is present below the radiant slab, which results 
in increased convective flow below the radiant slab, the radiant slab 
shall be thermally isolated from the sub-slab gravel layer. 


502.1.4.10 Below-Grade Walls: 


a. Below grade exterior wall insulation used on the exterior (cold) 
side of the wall shall extend from the top of the below-grade wall to 
the top of the footing and shall be approved for below-grade use. 
Above grade insulation shall be protected. 


b. Insulation used on the interior (warm) side of the wall shall ex- 
tend from the top of the below-grade wall to the below-grade floor 
level. 


502.1.5 Glazing and Door U-Values: For Group R Occupancy, 
glazing and door U-values shall be determined in accordance with 
section 502.1.5.1. For other occupancies, glazing and door U—values 
shall be determined in accordance with either section 502.1.5.1 ог 
502.1.5.2. 


502.1.5.1 Standard Procedure for Determination of Glazing and 
Door U-Values: U-values for glazing and doors, including all fire 
doors, shall be the tested U-values for thermal transmittance due to 
conduction resulting from either the AAMA 1503.1-88 test procedure 
or the ASTM C236-87 or C976-82 test procedures, provided that 
testing shall be conducted under established winter horizontal heat 
flow test conditions using fifteen mile per hour wind speed directed 
perpendicular to the exterior surface of the glazing as specified under 
AAMA 1503.1-88. 


AAMA 1503.1-88 testing, shall be conducted by a laboratory ac- 
credited by AAMA to perform that test. ASTM C236-87 or C976-82 
testing shall be conducted by an independent laboratory accredited by 
a nationally recognized accreditation program, independent of that 
laboratory. All tested U-values reported for listing by the state build- 
ing code council after January 1, 1991, shall include certification by 
the manufacturer of gas content in the sealed insulated glass unit used 
for testing and in the production unit. 


Product samples tested shall be production line units or representa- 
tive of units as purchased by the consumer or contractor. Product 
sample sizes tested shall be in accordance with AAMA 1503.1-88, ex- 
cept that skylights shall be tested with a nominal two foot by four foot 
size, or a nominal four foot by four foot size. The installation of the 
test sample shall be in accordance with AAMA 1503.1—88, section 8.4. 
АП testing performed after January 1, 1991, shall not include screens. 
АП glazing and doors shall be identified with a label that states an 
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overall product U-value that is no less than the actual tested U-value. 
The labeled U-value shall be used in all calculations to determine 
compliance with this Code. Sealed insulating glass shall conform to, or 
be in test for, ASTM Е-774-81 level A. 


EXCEPTIONS: 


1. The exterior frame dimensions of the product sample size tested 
shall not deviate by more than three inches from the height and width 
specified, except that skylights are allowed to be tested in the closest 
production line size to that specified above. 


2. Passive air inlets are not required to be part of the tested 
assembly. 


3. Products tested prior to December 31, 1990, to AAMA 1503.1— 
80, ASTM C236-80 or C976-82 which are not in compliance with the 
test size requirement above, and which are in compliance with the 
product sample sizes in AAMA 1503.1—80, shall be acceptable until 
December 31, 1994. 


4. Untested glazing and doors shall be assigned the default U-values 
listed in Chapter 10. The default values for the opaque portions of 
doors shall be those listed in Chapter 10, provided that the U-value 
listed for a door with a thermal break shall only be allowed if both the 
door and the frame have a thermal break. 


5. The U-value of an insulated glazing product which has a 'grille 
pattern' installed between the glazing layers shall be deemed equal to 
the U-value of an insulated glazing product which is tested without a 
'grille pattern' in between glazing layers, provided a minimum one— 
eighth inch air space exists between the 'grille pattern' and both glass 
lites. 


6. For a glazing product which is manufactured with an alternative 
"Томе coating' than the 'low—e coating' of the tested glazing product, 
the U-value shall be deemed equal provided that the alternative 'low—e 
coating' material has an equal or lower rated emissivity. 


7. Products tested to the National Fenestration Rating Council's 
Procedure for Determining Fenestration Product Thermal Properties 


March 15, 1991, and adopted June 28, 1991, are acceptable if Model 
Size AA has been tested as listed therein. 


502.1.5.2 Alternate Glazing and Door U-Values for Other Than 
Group R Occupancy: Glazing U-values for other than Group R Occu- 
pancy are also allowed to be taken from Table 13 of Chapter 27 of 
RS-1 listed in Chapter 7 or calculated in accordance with the proce- 
dures of Chapter 27 of RS-1 listed in Chapter 7 and door U-values 
are also allowed to be taken from Table 6 in Chapter 22 of RS-1 listed 
in Chapter 7. 


502.1.6 Moisture Control: 


502.1.6.1: Vapor retarders shall be installed on the warm side (in 
winter) of insulation as specified in the following cases. 


EXCEPTION: Vapor retarder installed with not more than one-third 
of the nominal R-value between it and the conditioned space. 


502.1.6.2 Floors: Floors separating conditioned space from uncondi- 
tioned space shall have a vapor retarder installed. The vapor retarder 
shall have a one perm dry cup rating or less (i.e., four mil. polyethyl- 
ene or kraft faced material). 


502.1.6.3: Roof/ceiling assemblies where the ventilation space above 
the insulation is less than an average of twelve inches shall be provided 
with a vapor retarder. Faced batt insulation where used as a vapor 
retarder shall be face stapled. Single rafter joist vaulted ceiling 
cavaties shall be of sufficient depth to allow a minimum one inch vent- 
ed air space above the insulation. 


502.1.6.4: Vapor retarders shall not be required in roof/ceiling as- 
semblies where the ventilation space above the insulation averages 
twelve inches or greater. 


502.1.6.5: Vapor retarders shall not be required where all of the in- 
sulation is installed between the roof membrane and the structural roof 
deck. 


502.1.6.6 Wall Insulation: Walls separating conditioned space from . 
unconditioned space shall have a vapor retarder installed. Faced batt 
insulation shall be face stapled. 
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502.1.6.7 Ground Cover: A ground cover of six mil (0.006 inch 
thick) black polyethylene or approved equal shall be laid over the 
ground within crawl spaces. The ground cover shall be overlapped 
twelve inches minimum at the joints and shall extend to the foundation 
wall. 


EXCEPTION: The ground cover may be omitted in crawl spaces if the 
crawl space has a concrete slab floor with a minimum thickness of 
three and one-half inches. 


502.2 Thermal Criteria for Group R Occupancy: 


502.2.1: The proposed UA as calculated using Equations 2 and 3 
shall not exceed the Target UA as calculated using Equation 1. For 
the purpose of determining equivalent thermal performance, the glaz- 
ing area for the target UA shall be calculated using figures in Table 5— 
1, and all the glazing shall be located in the wall area. The opaque 
door area shall be the same in the target UA and the proposed UA. 


502.2.2 Space Heat Type: The following two categories comprise all 
space heating types: 


1. Electric Resistance: Space heating systems which include base- 
board units, radiant units, and forced air units as either the primary or 
secondary heating system. 


EXCEPTION: Electric resistance systems for which the total electric 
heat capacity in each individual dwelling unit does not exceed the 
greater of: 1) One thousand watts per dwelling unit, or; 2) One watt 
per square foot of the gross floor area. 


2. Other: All gas, wood, oil, and propane space heating systems, un- 
less electric resistance is used as a secondary heating system, and all 
heat pump space heating systems. (See EXCEPTIONS, Electric Re- 
sistance, section 502.2.2 above.) 


502.3 Thermal Performance Criteria For Other Than Group R 
Occupancies. 


502.3.1: The overall thermal transmittance value (U?) of the gross 
area of elements of the exterior building envelope of all buildings other 
than low-rise residential buildings shall not exceed the values given in 
Tables 5—2. Equations 2, 4 and 5 shall be used to determine acceptable 
combinations of building components and thermal properties to meet 
this requirement for heating. U” and U" are specified in units of: 


Btu 
һг.ӨП?2Е 


502.3.2 Slab оп Grade Floors: For slab on grade floors the thermal 
resistance of the insulation around the perimeter of the floor shall not 
be less than the value given in Table 5—2 


502.3.3 Alternative Wall Allowance for Other Than Group R Oc- 
cupancies: For other than Group R Occupancies, three stories or less, 
the maximum allowed value for average thermal transmittance (U,) 
of the exterior walls may be increased to the values given in Table 5-2 
BUILDINGS OVER THREE CONDITIONED STORIES provided that at 
least one of the following criteria is also met: 


1. Mechanical supply of outside air and mechanical exhaust of 
building air shall be automatically shut off and the duct closed for at 
least eight hours per day during hours of nonoccupancy, or 


2. The primary source of heating for the building shall be one or 
more heat pumps meeting the provisions of section 503.4.2 or gas or oil 
combustion heating equipment with a minimum combustion efficiency 
of eighty-five percent for central heating plants and eighty percent for 
room and space heaters. This efficiency shall be determined in accord- 
ance with the provisions of section 503.4.3. 


PROVIDED FURTHER: That if both criteria are met, the maxi- 
mum allowed value for thermal transmittance (U?) of the exterior 
walls used in Table 5-2 may be increased by 0.05 in determining com- 
pliance with the provisions of the Code. 


For walls with a wall weight of at least thirty lbs. per г? (provided 
that walls constructed of hollow masonry units have cores filled with 
either grout, concrete, or with ап insulating material with resistance 
per inch (R) of at least 2.25 ft /hr.-?F/Btu) the calculated thermal 
resistance of the wall sections measured face to face on wall units 
which are exposed to inside air temperatures, not including the thermal 
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resistance of air films or additional exterior wall elements may be in- 
creased by twenty-five percent in determining compliance with the 
provisions of the code provided that: 


Heating and cooling set-point temperatures in the conditioned spac- 
es or zones of the building shall be separated by at least five degrees F. 
The temperature control shall be designed to prevent new energy from 
being used to heat the space above the heating set-point temperature 
or cool the space below the cooling set-point temperature. 


502.4 Air Leakage for All Occupancies: 


502.4.1: The requirements of this section shall apply to all buildings 
and structures, or portions thereof, and only to those locations separat- 
ing outdoor ambient conditions from interior spaces that are heated or 
mechanically cooled. 


502.4.2: Exterior doors and windows shall be designed to limit air 
leakage into or from the building envelope. Site-constructed doors and 
windows shall be sealed in accordance with Section 502.4.3. 


502.4.3: 

a. Exterior joints around windows and door frames, openings be- 
tween walls and foundation, between walls and roof and wall panels; 
openings at penetrations of utility services through walls, floors, and 
roofs; and all other openings in the building envelope for all occupan- 
cies and all other openings in between units in R-1 occupancy shall be 
sealed, caulked, gasketed, or weatherstripped to limit air leakage. 


b. АП exterior doors or doors serving as access to an enclosed un- 
heated area shall be weatherstripped to limit leakage around their pe- 
rimeter when in a closed position. 


c. Site built windows are exempt from testing but shall be made 
tight fitting. Fixed lights shall have glass retained by stops with sealant 
or caulking all around. Operating sash shall have weatherstripping 
working against overlapping trim, and a closer/latch which will hold 
the sash closed. The window frame to framing crack shall be made 
tight with caulking, overlapping membrane, or other approved 
technique. 


d. Openings that are required to be fire resistive are exempt from 
this section. 


502.4.4 Recessed Lighting Fixtures: When installed in the building 
envelope, recessed lighting fixtures shall meet one of the following 
requirements: 


1. Type IC rated, manufactured with no penetrations between the 
inside of the recessed fixture and ceiling cavity and sealed or gasketed 
to prevent air leakage into the unconditioned space. 


2. Type IC ((от-поп-ҒЕ)) rated, installed inside a sealed box con- 
structed from a minimum one-half inch thick gypsum wall board, or 
constructed from a preformed polymeric vapor barrier, or other air 


tight assembly manufactured for this purpose((;~white-maintatning-re= 
qutred-cicarances of not -tess than onc=hałfinch-from combustibłe-ma" 


teriałand-not-tess-thanthrec-inches from insułation materiał) ). 


3. Type IC rated, certified under ASTM E283 to have no more than 
2.0 cfm air movement from the conditioned space to the ceiling cavity. 
The lighting fixture shall be tested at seventy-five Pascals or 1.57 
lbs/ft' pressure difference and have a label attached, showing 
compliance. 


[158] 


Washington State Register, Issue 91-16 WSR 91-16-111 


1991 EDITION 41 


EQUATION 1 -- GROUP R OCCUPANCY 


TARGET UA 

UA, = UA Upc аа ОСА НО А КО АЕО АО A + КЕР; 

Where: 

UA, = the target combined thermal transmittąńce of the 
gross exterior wall, floor, and roof Ceiling 
assembly area. 

U, - the thermal transmittance value the opaque 
above grade wall area found in ble 5-1. 

A, = opaque above grade wall area. 

Us = the thermal transmittance value of the below grade 
opaque wall area found in Table 5-1. 

Agu = opaque below grade wall 

Uc - the thermal transmittąńce value of the glazing 
area found in Table 5-1. 

A, = -15 (total floor ауға of the conditioned space). 

U; = the thermal tranśmittance value of the floor area 
found in Table 5-1. 

А, = floor area oyer unconditioned space. 

Окс = the therm transmittance value of the roof/ 
ceiling ea found in Table 5-1. 

Ас = roof/cgiling area. 

Vee = the thermal transmittance value of the cathedral 


cejding area found in Table 5-1. 
athedral ceiling area. 


the thermal transmittance value of the opaque door 
area found in table 5-1. 


opaque door area. 
concrete slab component F-value found in Table 5-1. 


Lineal ft. of concrete slab perimeter. 
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WASHINGTON STATE ENERGY CODE 
EQUATION 2 -- ALL OCCUPANCIES у) 


U = 1 


r, + Ry + 5,...г; 


Where: 
U = the thermal transmittance of the assembly. 
r, = outside air film resistance. 
r, = .17 for all exterior surfaces. 
r, = inside air film resistance. 
r, = 0.61 for interior horizonpál surfaces, heat 
flow up. 
r, — 0.92 for interior horyzontal surfaces, heat flow down. 
r; = 0.68 for interior vertical surfaces. 
R = 1 = X = measure gf the resistance to the passage 
C K of heat/for each element. 
С = а he heat flow through a specific material 


of specific Ahickness. 
К = insulatiop value of a material per inch. 


X = the thickness of the material in inches. 
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1991 EDITION 
EQUATION 3 -- GROUP R OCCUPANCY 


PROPOSED UA 


UA c UA, + ЧА, + ОА, + ОА + ОА + ОСАО IS F,P, 
Where: 
UA - the combined thermal transmittance of the 


gross exterior wall, floor, and roof/ceiling 
assembly area. 


9, = the thermal transmittance of the opaque wall area. 

Us: = the thermal transmittance value of the below grade 
opaque wall area. 

Ару = opaque below grade wall area. 

А, = opaque wall area. 

Uc = the thermal transmittance of the glazing (window 
or skylight) area” 

А, = glazing area, j cluding windows in exterior doors. 

U, = the thermal transmittance of the floor area. 

A, = floor area/over unconditioned space. 

Uc = the theyhal transmittance of the roof/ceiling 
area. 

Ac = roof/ceiling area. 


- t thermal transmittance of the cathedral ceiling 
ea. 


cathedral ceiling area. 


the thermal transmittance value of the opaque door 
area. 


opaque door area. 
concrete slab component f-factor. 


lineal ft. of concrete slab perineter. 


NOPE: Where more than one type of wall, window, roof/ceiling, 
and skylight is used, the U and А terms for those items 
all be expanded into sub-elements as: 


ЧиАи + UpAy + ОЗА + ...etc. 
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WASHINGTON STATE ENERGY CODE 


N 


EQUATION 4 ~- OTHER THAN GROUP R OCCUPANCY 


TARGET 0, 


UA, + UA, + ЦА, + Е.Р; 


U, = 
A, + A, + Aç + P, 

Where: 

u, = the target combined therxal transmittance of the 
gross exterior wall, Ё}бог, and roof/ceiling 
assembly area. 

U, - the thermal transmyttance value of the opaque 
above grade wall Area found in Table 5-2. 

A, - opaque above gpade wall area. 

U, = the thermal Xransmittance value of the floor area 
found in Table 5-2. 

А, = floor arga over unconditioned space. 

U; = the thermal transmittance value of the ceiling 
area found in Table 5-2. 

Ac = ceiling area. 

Е. = oncrete slab component F-value found in 


able 5-2. 


lineal ft. of concrete slab perimeter 


mm 
— 
an 
ә 
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1991 EDITION 


EQUATION 5 -- OTHER THAN GROUP R OCCUPANCY 


PROPOSED U, 


АСА, ауа FU, A +U; А, c* Uc Ac FUA FP, 


U, = 
A, + Аш + AG + А, + Ax + А + AQ + P, 

Where: 

U, - the combined thermal transmittarice of the gross 
exterior wall, floor, and roo /ceiling assembly 
area. 

U, = the thermal transmittance gf the opaque wall area. 

Us = the thermal transmittancé value of the below grade 
opaque wall area. 

Ару = opaque below grade wall area. 

А, = opaque wall area. 

U = the thermal trangmittance of the glazing (window 
or skylight) aréa. 

Ac = glazing area,/including windows in exterior doors. 

U; = the therma] transmittance of the floor area. 

А, = floor агеа over unconditioned space. 

Uc = the thermal transmittance of the roof/ceiling 
area. 

Ас = roof/ceiling area. 

Uc = the thermal transmittance of the cathedral ceiling 

rea. 


cathedral ceiling area. 
thermal transmittance value of opaque door area. 
opaque door area. 


concrete slab component F-factor. 


lineal ft. of concrete slab perimeter. 


NOTE: Where more than one type of wall, window, roof/ceiling, 
dogr, and skylight is used, the U and A terms for those items 


U Upan + ОА + ЧвАд + ...etc. 
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AMENDATORY SECTION (Amending WSR 91-01-112, filed 
12/19/90, effective 7/1/91) 


WAC 51-11-0503 BUILDING MECHANICAL SYSTEMS. 


503.1 General: This section covers the determination of design re- 
quirements, system and component performance, control requirements, 
insulating systems and duct construction. 


EXCEPTION: Special applications, including but not limited to hospi- 
tals, laboratories, thermally sensitive equipment, and computer rooms 
may be exempted from the requirements of this section when approved 
by the building official. 


503.2 Calculations of Heating and Cooling Loads, and System Siz- 
ing Limits: The design parameters specified in Chapter 3 shall apply 
for all computations. 


503.2.1 Calculation Procedures: Heating and cooling design loads 
for the purpose of sizing HVAC systems are required and shall be cal- 
culated in accordance with accepted engineering practice, including 
infiltration and ventilation. 


503.2.2 Space Heating and Space Cooling System Sizing Limits: 
Building mechanical systems for all buildings which provide space 
heating and/or space cooling shall be sized no greater than one hun- 
dred fifty percent of the heating and cooling design loads as calculated 
above. 


EXCEPTIONS: The following limited exemptions from the sizing limit 
shall be allowed, however, in all cases heating and/or cooling design 
load calculations shall be submitted. 


1. For equipment which provides both heating and cooling in one 
package unit, including heat pumps with electric heating and cooling 
and gas-pack units with gas heating and electric cooling, compliance 
need only be demonstrated for either the space heating or space cool- 
ing system size. 


2. Natural gas- or oil-fired space heating equipment whose total 
rated space heating output in any one dwelling unit is fifty-six thou- 
sand Btu/h or less may exceed the one hundred fifty percent sizing 
limit provided that the installed equipment has an annual fuel utiliza- 
tion efficiency (AFUE) of not less than the sum of seventy—eight per- 
cent plus one percent for every five thousand Btu/h that the space 
heating equipment output exceeds the design heating load of the 
dwelling unit. 


3. Stand-by equipment may be installed if controls and other de- 
vices are provided which allow redundant equipment to operate only 
when the primary equipment is not operating. 


503.3 Simultaneous Heating and Cooling: Each temperature control 
zone shall include thermostatic controls installed and operated to se- 
quence the use of heating and cooling energy to satisfy the thermal 
and/or humidity requirement of the zone. Controls shall prevent 
reheating (heating air that is cooler than system mixed air), recooling 
(cooling air that is warmer than the system mixed air), mixing or si- 
multaneous supply of warm air (warmer than system return air mixed 
air) and cold air (cooler than system mixed air), or other simultaneous 
operation of heating and cooling systems to one zone. For the purposes 
of this section, system mixed air is defined as system return air mixed 
with the minimum ventilation air requirement by section 303. 


EXCEPTIONS: 


1. Variable air volume systems designed to reduce the air supply to 
each zone during periods of occupancy to the larger of the following: 


a. Thirty percent or less of the peak supply volume. 


b. The minimum allowed to mect ventilation requirements of section 
303. 


c. 0.5 cfm/fi? of zone conditioned area before reheating, recooling 
or mixing takes place. Consideration shall be given to supply air tem- 
perature reset control. 


2. The energy for reheating, or providing warm air in mixing sys- 
tems, is provided entirely from recovered energy that would otherwise 
be wasted, or from renewable energy sources. [n addition, the system 
shall comply with section 503.7 without exception. 
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3. Areas where specific humidity levels are required to satisfy pro- 
cess needs. 


4. Where special pressurization relationships or cross-contamination 
requirements are such that variable air volume systems are impracti- 
cal, supply air temperatures shall be reset by representative building 
load or outside air temperature. 


503.4 HVAC Equipment Performance Requirements: 
503.4.1 Equipment Components: 


503.4.1.1: The requirements of this section apply to equipment and 
mechanical component performance for heating, ventilating and air— 
conditioning systems. Equipment efficiency levels are specified. Data 
furnished by the equipment supplier or certified under a nationally 
recognized certification program or rating procedure shall be used to 
satisfy these requirements. Equipment efficiencies shall be based on the 
standard rating conditions in Tables 5—4, 5-5 or 5-6 as appropriate. 


503.4.1.2: Where components from more than one manufacturer are 
assembled into systems regulated under this section, compliance for 
each component shall be as specified in sections 503.4.2 through 
503.4.6 of this Code. 


503.4.2: HVAC System Heating Equipment Heat Pump-heating 
Mode. Heat pumps whose energy input is entirely electric shall have a 
coefficient of performance (COP) heating, not less than the values in 
Table 5-7. Heat Pumps with supplementary backup heat other than 
electricity shall meet the requirements of Table 5-7. 


503.4.2.1: These requirements apply to, but are not limited to, uni- 
tary (central) heat pumps (air source and water source) in the heating 
mode, water source (hydronic) heat pumps as used in multiple-unit 
hydronic HVAC systems, and heat pumps in the packaged terminal 
air-conditioner in the heating mode. 


503.4.2.3 Supplementary Heater: The heat pump shall be installed 
with a control to prevent supplementary backup heater operation when 
the operating load can be met by the heat pump compression cycle 
alone. 


503.4.2.4 Heat Pump Controls: Requirements for heat pump con- 
trols are listed in section 503.8.3.5 of this Code. 


503.4.3 HVAC System Combustion Equipment: For Group R Oc- 
cupancy, all gas, oil, and propane central heating systems shall have a 
minimum AFUE of 0.78 . All other Group R Occupancy heating 
equipment fueled by gas, oil, or propane shall be equipped with an in- 
termittent ignition device. For all Other Occupancies, all gas and oil- 
fired central heating plants shall have a minimum combustion efficien- 
cy of not less than that shown in Table 5-3. 


° HVAC Heating system efficiency trade-offs shall be made using 
Chapters 4 or 6 of this Code. 


503.4.4 Packaged and Unitary HVAC System Equipment, Electri- 
cally Operated, Cooling Mode: HVAC system equipment as listed be- 
low, whose energy input in the cooling mode is entirely electric, shall 
have an energy efficiency ratio (EER) or a seasonal energy efficiency 
ratio (SEER) cooling not less than values in Table 5-8. 


503.4.4.1: These requirements apply to, but are not limited to, uni- 
tary (central) and packaged terminal heat pumps (air source and wa- 
ter source); packaged terminal air conditioners. 


EXCEPTION: These requirements do not apply to equipment used for 
refrigerated food or florists' and nurseries' coolers. 


503.4.5 Applied HVAC System Components, Electrically Operated, 
Cooling Mode: HVAC System components, as listed in Table 5-9, 
whose energy input is entirely electric, shall have an energy efficiency 
ratio (EER) or a Coefficient of Performance (COP) cooling not less 
than the values in Table 5-9. 


503.4.6 HVAC System Equipment — Heat Operated, Cooling Mode, 
Efficiency Limitation, Equipment: Heat-operated cooling equipment 
shall have a COP cooling not less than the values in Table 5-10. 


503.5 Transport Energy: 


503.5.1 All-air Systems: The air transport factor for each all-air 
system shall be not less than 5.5. The factor shall be based on design 
system air flow for constant volume systems. The factor for variable air 
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volume systems may be based on average conditions of operation. En- 
ergy for transfer of air through heat recovery devices shall not be in- 
cluded in determining the factor; however, such energy shall be in- 
cluded in the evaluation of the effectiveness of the heat recovery 
system. 

Space Sensible Heat Removal* 


Air Transport Factor = 
Supply + Return Fan(s) Power Input* 


*Expressed in Btu/h or watts 


503.5.2 Other Systems: Air and water, all-water and unitary sys- 
tems employing chilled, hot, dual-temperature or condenser water 
transport systems to space terminals shall not require greater transport 
energy (including central and terminal fan power and pump power) 
than an equivalent all-air system providing the same space sensible 
heat removal and having an air transport factor not less than 5.5. 


503.6 Balancing: The HVAC system design shall provide a means 
for balancing air and water systems. Balancing the system shall in- 
clude, but not be limited to, dampers, temperature and pressure test 
connections and balancing valves. 


503.7 Cooling with Outdoor Air (Economizer Cycle): Each fan sys- 
tem shall be designed to use up to and including one hundred percent 
of the fan system capacity for cooling with outdoor air automatically 
whenever its use will result in lower usage of new energy. Activation of 
economizer cycle shall be controlled by sensing outdoor air enthalpy or 
outdoor air dry-bulb temperature alone or alternate means approved 
by the building official. 


EXCEPTIONS: Cooling with outdoor air is not required under any one 
or more of the following conditions: 


1. The fan system capacity is less than three thousand five hundred 
cfm or total cooling capacity is less than ninety thousand Btu/h. 


2. The quality of the outdoor air is so poor as to require extensive 
treatment of the air and approval by the building official. 


3. The need for humidification or dehumidification requires the use 
of more energy than is conserved by the outdoor air cooling on an an- 
nual basis. 


4. The use of outdoor air cooling may affect the operation of other 
systems so as to increase the overall energy consumption of the 
building. 


5. When energy recovered from an internal/external zone heat re- 
covery system exceeds the energy conserved by outdoor air cooling on 
an annual basis. 


6. When all space cooling is accomplished by a circulating liquid 
which transfers space heat directly or indirectly to a heat rejection de- 
vice such as a cooling tower without use of a refrigeration system. 


7. When the use of one hundred percent outside air will cause coil 
frosting, controls may be added to reduce the quantity of outside air. 
However, the intent of this exception is to use one hundred percent air 
in lieu of mechanical cooling when less energy usage will result and 
this exception applies only to direct expansion systems when the com- 
pressor is running. 


503.8 Controls: 


503.8.1 Temperature Control: Each system shall be provided with at 
least one adjustable thermostat for the regulation of temperature. Each 
thermostat shall be capable of being set by adjustment or selection of 
sensors as follows: 


503.8.1.1: When used to control heating only: Fifty-five degrees to 
seventy-five degrees F. 


503.8.1.2: When used to control cooling only: Seventy degrees to 
eighty-five degrees F. 


503.8.1.3: When used to control both heating and cooling, it shall be 
capable of being set from fifty-five degrees to eighty-five degrees F 
and shall be capable of operating the system heating and cooling in 
sequence. The thermostat and/or control system shall have an adjust- 
able deadband of not less than ten degrees F. 


503.8.2 Humidity Control: If a system is equipped with a means for 
adding moisture to maintain specific selected relative humidities in 
space or zones, a humidistat shall be provided. Humidistats shall be 
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capable of being set to prevent new energy from being used to produce 
space-relative humidity above thirty percent. 


EXCEPTION: Special occupancies requiring different relative 
humidities may be permitted when approved by the building official. 


503.8.3 Zoning for Temperature Control: 


503.8.3.1 One- and Two-Family Dwellings: At least one thermostat 
for regulation of space temperature shall be provided for each separate 
system. In addition, a readily accessible manual or automatic means 
shall be provided to partially restrict or shut off the heating and/or 
cooling input to each zone or floor. 


503.8.3.2 Multifamily Dwellings: For multifamily dwellings, each 
individual dwelling unit shall have at least one thermostat for regula- 
tion of space temperature. А readily accessible manual or automatic 
means shall be provided to partially restrict or shut off the heating 
and/or cooling input to each room. Spaces other than living units shall 
meet the requirements of 503.8.3.3. 


503.8.3.3 Other Types of Buildings or Occupancies: At least one 
thermostat for regulation of space temperature shall be provided for: 


1. Each separate system. 


2. Each separate zone as defined in Chapter 2. As a minimum, each 
floor of a building shall be considered as a separate zone. In a multi- 
story building where the perimeter system offsets only the transmission 
losses of the exterior wall, an entire side of uniform exposure may be 
zoned separately. A readily accessible manual or automatic means 
shall be provided to partially restrict or shut off the heating and/or 
cooling input to each floor. 


503.8.3.4 Control Setback and Shut-off: 


1. Residential Occupancy Groups. One- and Two-Family and 
Multifamily dwellings—The thermostat required in section 503.8.3.1 
or section 503.8.3.2, or an alternate means such as a switch or clock, 
shall provide a readily accessible, manual or automatic means for re- 
ducing the energy required for heating and cooling during the periods 
of non-use or reduced need, such as, but not limited to unoccupied pe- 
riods and sleeping hours. Lowering thermostat set points to reduce en- 
ergy consumption of heating systems shall not cause energy to be ex- 
pended to reach the reduced setting. 


2. Other Buildings and Occupancies. Each HVAC system shall be 
equipped with a readily accessible, automatic means of shutting off or 
reducing the energy used for HVAC during periods of non-use or al- 
ternate uses of the building spaces or zones served by the system. The 
following are examples that meet this requirement: 


a. Manually adjustable automatic timing devices. 
b. Automatic control systems. 


503.8.3.5 Heat Pump Controls: Programmable thermostats are re- 
quired for all heat pump systems. The cut-on temperature for the 
compression heating shall be higher than the cut-on temperature for 
the supplementary heat, and the cut-off temperature for the compres- 
sion heating shall be higher than the cut-off temperature for the sup- 
plementary heat. Heat pump thermostats will be capable of providing 
at least two programmable setback periods per day. The automatic 
setback thermostat shall have the capability of limiting the use of sup- 
plemental heat during the warm-up period. 


503.9 Air Handling Duct System Insulation: Ducts, plenums and 
enclosures installed in or on buildings shall be thermally insulated per 
Table 5-11. 


EXCEPTIONS: Duct insulation (except where required to prevent con- 
densation) is not required in any of the following cases: 


1. When the heat gain or loss of the ducts, without insulation, will 
not increase the energy requirements of the building. 


2. Within the HVAC equipment. 
3. Exhaust air ducts. 


4. Supply or return air ducts installed in unvented crawl spaces with 
insulated walls, basements, or cellars in one- and two-family 
dwellings. 
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503.10 Duct Construction: All duct work shall be constructed in ac- 
cordance with Standards RS-15, RS-16, RS-17, RS-18, RS-19 or 
RS-20, as applicable, and the Uniform Mechanical Code. 


503.10.1: High-pressure and medium-pressure ducts shall be leak 
tested in accordance with the applicable standards in Chapter 7 of this 
Code with the rate of air leakage not to exceed the maximum rate 
specified in that standard. 


503.10.2: When low-pressure supply air ducts are located outside of 
the conditioned space, all HVAC ductwork seams and joints, both lon- 
gitudinal and transverse, shall be taped and sealed with products ap- 
proved by the building official only. Ductwork joints shall be mechani- 
cally fastened with a minimum of three fasteners per joint for a cylin- 
drical duct. Use Table 5-11 for duct insulation requirements. 


503.10.3: Requirements for Automatic or manual dampers are 
found in the Washington State Ventilation and Indoor Air Quality 
Code. 


503.11 Piping Insulation: All piping installed to serve buildings (and 
within) shall be thermally insulated in accordance with Table 5—12. 
For service hot water systems see section 504.7. If water pipes are out- 
side of conditioned space then the pipe insulation requirement shall be 
R-3 minimum for non-recirculating hot and cold water pipes. For re- 
circulating service hot and cold water pipes use Table 5—12 for pipe 
sizes and temperatures. 


EXCEPTIONS: Piping insulation is not required in any of the following 
cases: 


1. Piping installed within unitary HVAC equipment. 

(( w H ; . ipi 2 т . H т 
Š i F —dcsiencd heat -)) 

503.11.1 Other Insulation Thickness: Insulation thickness in Table 
5-12 is based on insulation having thermal resistance in the range of 
4.0 to 4.6 per inch of thickness on a flat surface at a mean temperature 
of seventy-five degrees F. Minimum insulation thickness shall be in- 


creased for materials having R-values less than 4.0 per inch, or may 
be reduced for materials having R—values greater than 4.6 per inch. 


a. For materials with thermal resistance greater than R = 4.6 per 
inch, the minimum insulation thickness may be reduced as follows: 


4.6 x (Table 5-12 Thickness) = New Minimum Thickness 
ctual Resistance 


b. For materials with thermal resistance less than R = 4.0 per inch, 
the minimum insulation thickness shall be increased as follows: 


4.0 x (Table 5-10 Thickness) = New Minimum Thickness 
ctual Resistance 
c. Additional insulation with vapor barriers shall be provided to pre- 
vent condensation where required by the building official. 


AMENDATORY SECTION (Amending WSR 91-01-112, filed 
12/19/90, effective 7/1/91) 


WAC 51-11-0504 SERVICE WATER HEATING. 


504.1 Scope: The purpose of this section is to provide criteria for 
design and equipment selection that will produce energy savings when 
applied to service water heating. 


504.2 Water Heaters, Storage Tanks and Boilers: 


504.2.1 Performance Efficiency: All Storage water heaters shall 
meet the requirements of the 1987 National Appliance Energy Con- 
servation Act and be so labeled. АП electric water heaters in unheated 
spaces or on concrete floors shall be placed on an incompressible, insu- 
lated surface with a minimum thermal resistance of R-10. 


504.2.2 Insulation: Heat loss from unfired hot-water storage tanks 
shall be limited to a maximum of 9.6 Btu/hr/ft? of external tank sur- 
face area. The design ambient temperature shall be no higher than 
sixty-five degrees F. 


504.2.3 Combination Service Water Heating/Space Heating Boilers: 
Service water heating equipment shall not be dependent on year round 
operation of space heating boilers. 


EXCEPTIONS: 
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1. Systems with service/space heating boilers having a standby loss 
Btu/h less than: 


(13.3 рта + 400)/n 
determined by the fixture count method where: 


рта = probably maximum demand in gallons/hour as 
determined in accordance with Chapter 37 of Stan- 
dard RS-11. 


n = fraction of year when outdoor daily mean tempera- 
ture exceeds 64.9? F. 


The standby loss is to be determined for a test period of twenty- 
four-hour duration while maintaining a boiler water temperature of 
ninety degrees F above an ambient of sixty degrees F and a five foot 
stack on appliance. 


2. For systems where the use of a single heating unit will lead to en- 
ergy savings, such unit shall be utilized. 


504.3 Automatic Controls: Service water heating systems shall be 
equipped with automatic temperature controls capable of adjustment 
from the lowest to the highest acceptable temperature settings for the 
intended use. Temperature setting range shall be set, to one hundred 
twenty degrees F or forty-nine degrees C. 


504.4 Shutdown: A separate switch shall be provided to permit 
turning off the energy supplied to electric service water heating sys- 
tems. A separate valve shall be provided to permit turning off the en- 
ergy supplied to the main burner(s) of all other types of service water 
heater systems. 


504.5 Swimming Pools: 


504.5.1: АП pool heaters shall be equipped with readily accessible 
ON/OFF switch to allow shutting off the operation of the heater 
without adjusting the thermostat setting. Controls shall be provided to 
allow the water temperature to be regulated from the maximum design 
temperature down to sixty—five degrees F. 


504.5.2 Pool Covers: Heated swimming pools shall be equipped with 
a pool cover, approved by the building official. 


504.6 Pump Operation: Circulating hot water systems shall be con- 
trolled so that the circulation pump(s) can be conveniently turned off, 
automatically or manually, when the hot water system is not in 
operation. 


504.7 Pipe Insulation: For recirculating and non-recirculating sys- 
tems, piping shall be thermally insulated in accordance with section 
503.11 and Table 5-12. 


504.8 Conservation of Hot Water: 


504.8.1 Showers and Lavatories: Showers and lavatories used for 
other than safety reasons shall be equipped with flow control devices or 
specially manufactured showerheads or aerators to limit the total wa- 
ter flow rate ((toca-maximum-of-threc-galtons-per-mimute-per-shower- 
head-or-faucet)) as set forth in chapter 51.26 WAC, as measured with 


both hot and cold faucets turned on to their maximum flow. 
504.8.2 Lavatories in Restrooms of Public Facilities: 


504.8.2.1: Lavatories in restrooms of public facilities shall be 
equipped with a metering valve designed to close by spring or water 
pressure when left unattended (self-closing) and limit the flow ((of 
і s T )) rate as set forth in 

chapter 51-26 WAC. 


EXCEPTION: Separate lavatories for physically handicapped persons 
shall not be equipped with self-closing valves. 


504.8.2.2: Lavatories in restrooms of public facilities shall be 
equipped with devices which limit the outlet temperature to a maxi- 
mum of one hundred ten degrees F. 


AMENDATORY SECTION (Amending WSR 91-01-112, filed 
12/19/90, effective 7/1/91) 
WAC 51-11-0505 ELECTRICAL POWER AND LIGHTING. 


505.1 General: Electrical distribution and lighting systems shall be 
designed for efficient distribution and use of electrical energy from the 
service entrance to and at the points of use as provided herein. 
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505.2 Lighting Switching: Switching for building lighting systems 
shall be designed and installed to permit efficient use of energy and to 
permit maximum flexibility in the use of the installed lighting. The 
following mandatory requirements represent the minimum lighting 
controls to be installed in any building. Additional controls should be 
provided where deemed appropriate and where the installation of such 
controls can significantly reduce energy consumption. 


a. All lighting controls, except automatic controls or those for spe- 
cial purpose applications which require trained operators or those 
which would pose a safety problem or a security hazard, shall be in- 
stalled so as to be readily accessible to personnel occupying or using 
the lighting space. 


b. The maximum lighting power that may be controlled from a sin- 
gle switch or automatic control shall not exceed that provided by a 
twenty ampere circuit loaded to no more than eighty percent. A master 
control may be installed provided the individual switches retain their 
capability to function independently. 


c. All lighted spaces enclosed by walls or ceiling height partitions 
and with floor area less than four hundred square feet shall be provid- 
ed an individual lighting control or an occupant-sensing automatic 
control. 


d. All lighted spaces with floor area greater than four hundred 
square feet shall be provided with controls to permit reducing the 
lighting by not more than one half or occupant-sensing automatic 
controls. 


e. All building areas greater than two hundred square feet where 
natural lighting is available shall be provided with individual controls 
or daylight- or occupant-sensing automatic controls which permit 
control of lights independent of general area lighting. Either individual 
controls shall be provided for each row of luminaires parallel to a win- 
dow wall or controls shall be provided to reduce the lighting in at least 
two steps to not more than one-half and to completely off in the natu- 
ral lighting area. For office and school occupancies, at a minimum, 
lighting serving a zone within twelve feet of a window wall or the zone 
between an interior wall and the window wall of less than twelve feet 
shall comply with this provision. For retail occupancies, at least the 
row of luminaires nearest the window shall comply with this provision. 


f. All display, exhibition, or specialty lighting shall be controlled in- 
dependently of general area lighting. 


g. All exterior building lighting including facade lighting, parking 
lots, driveways, walkways shall be furnished with automatic controls to 
reduce or turn off all lights during periods of non-use or daylight 
hours, except those required for safety and security. Sign lights shall 
be exempt from this provision. 


505.3 Lighting Power Budget: A lighting power budget is the upper 
limit of the power to be available to provide the lighting needs in ac- 
cordance with the criteria and calculation procedure specified herein. 


The lighting power budget for a building shall be the sum of the 
power limits computed for all lighted interior and exterior spaces and 
shall be determined in accordance with the procedures specified in this 
section. 


EXCEPTION: One- and two-family detached dwellings and the dwell- 
ing portion of multifamily buildings are exempt from the requirements 
of section 505.3. 


505.3.1 Budget Development: The installed lighting wattage for the 
building project shall not exceed the budget level calculated in this 
section. The budget wattage level shall be the sum of the interior 
budget calculated and the exterior budget. Lighting wattage includes 
lamp and ballast wattage. 


505.3.2 Building Interiors: The interior lighting budget shall be cal- 
culated by multiplying the gross conditioned floor area, in square feet, 
by the appropriate unit power budget, in watts per square foot, speci- 
fied in Table 5-13. 


For special conditions when approved by the building official, calcu- 
lation based on Illuminating Engineering Society Unit Power Density 
or similar nationally recognized standards may be used. 


The lighting power budget shall be based on the primary occupancy 
for which the space within the building is intended. If multiple occu- 
pancies are intended, the lighting power budget for each type of occu- 
pancy shall be separately calculated and summed to obtain the lighting 
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budget for the interior spaces of the building. If a common circulation 
area serves multiple occupancies or multiple retail spaces, the lighting 
power budget for the common circulation area shall be the weighted 
average of the lighting power budgets for all other areas on that floor. 
In cases where a lighting plan for only a portion of a building is sub- 
mitted, the interior lighting budget shall be based on the gross floor 
area covered by the plan. 


EXCEPTIONS: 


1. Where the following automatic lighting controls are installed, for 
calculations used to determine code compliance, the installed lighting 
wattage may be reduced by the following percentages: 


a. For occupant-sensing devices, energy savings of thirty percent 
shall be allowed for any single space up to four hundred ft^ and en- 
closed by ceiling height partitions; classrooms, conference rooms, com- 
puter rooms, storage areas, corridors, or waiting rooms. 


b. For daylighting controls, energy savings of thirty percent for con- 
tinuous dimming and twenty percent for stepped controls shall be al- 
lowed for any daylit space. 


c. For lumen maintenance controls, energy savings of ten percent 
shall be allowed for any space. 


d. For daylighting controls with occupant-sensing devices, energy 
savings of forty-four percent shall be allowed for any single space up 
to four hundred ft^ within daylit spaces, and enclosed by ceiling height 
partitions. 


e. For occupant-sensing devices with lumen maintenance controls, 

energy savings of thirty-seven percent shall be allowed for any single 
2 E ж, ... 

space up to four hundred ft“ and enclosed by ceiling height partitions. 


505.3.2.1: Lighting for the following applications shall be exempted 
from inclusion in the calculation of lighting power budgets: 


A. Stage lighting, entertainment, or audiovisual presentations where 
the lighting is an essential technical element for the function 
performed. 


B. Lighting for medical and dental tasks. 


C. Lighting in areas specifically designed for visually handicapped 
people. 


D. For restaurant occupancies, lighting for kitchens and food prepa- 
ration areas. 


505.3.4 Building Exteriors: The exterior lighting budget shall be 
calculated by multiplying the building perimeter in feet by 7.5 watts 
per foot. Lighting for parking structures shall be calculated at 0.3 
watts per gross square foot of parking area. An allowance for outdoor 
surface parking and circulation lighting may be added at 0.05 watts 
per ft^ of area. Lighting for signs that are not an integral part of the 
building shall be exempted from inclusion in these calculations. 
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TABLE 5-1 TARGET COMPONENT VALUES FOR GROUP R OCCUPANCY 


Climate Zone» 


Component 

Glazing % FJoor Area 
Glazing U-Factor 
Doors 


Ceilings: 
Attic 


Single Rafter/ 
Joist Vaulted 


Walls 
Floors 
Slab on Grade 


Slab R-Value 


Below Grade Interior 


Wall R-Value 


2' Depth: Walls 
Slab 


3.5! Depth: Walls; 
Slab 


7' Depth: Walls 
Slab / 
/ 
Below Grade EXterior 


F 


Wall/R-Value 


Depth: Walls 
Slab 


3.5! / Depth: Walls 
Slab 


D Depth: Walls 
e Slab 


Electric Resistance 


U = 0.600 

= 0.400 
(R = 2.5) 
U = 0.031 
(R = 38) 
U = 0.034 
(R = 30) 
U = 0.062 
(R= 1945) 
U = 0.029 
(R = 30) 
F = 0.54 
(В = 10) 
(R = 19) 
U = 0.043 
F = .69 
U = 0.041 
F = 0.64 
U = 0.037 
F = 0.57 
(R = 12) 
U = 0.061 
F = 0.60 
U = 0.057 
F = 0.57 
U = 0.050 
F = 0.42 
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TABLE 5-2 COMPONENT REQUIREMENTS FOR OTHER 
THAN GROUP R OCCUPANCIES 


BUILDINGS OF THREE CONDITIONED STORIES OR/LESS 


Ceilings Walls Floors 81 
(Includes 
Glazing) 


Installed Installed 


U, U, U, R-Value F-Value 
I. 0.035 0.25 0.05 7 0.56 
II. 0.035 0.20 0.0 10 0.54 


! Insulation shall be water-resistant material manufactured for 
this use. 


BUILDINGS OVER THREE CONDITIONED STORIES 


Zone Ceilings Walls Floors ` 51аЬ on 
(Includes Grade! 
Glazing) 


Installed Installed 


U, 5, 5, R-Value F-Value 
I. 0.08 0.30 0.08 7 0.56 
II. 0.06 0.25 0.08 10 0.54 


! Insálation shall be water-resistant material manufactured for 
this use. 
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TABLE 5-3 OTHER THAN GROUP R OCCUPANCY HVAC SYSTEM 
HEATING EQUIPMENT - GAS- AND OIL-FIRE 
MINIMUM STEADY STATE COMBUSTION EFFICIENCY 


Furnaces of Capacity о A11 Other 
225,000 Btu/h and les Commercial/ 
Boilers of Capacitie of Industrial Furnace 


300,000 Btu/h and 2n and Boilers 


Types of Equipment ҒАТ Percent? 


Forced-air furnaces and 
low-pressure steam or 


hot-water boilers 74 75 
Gravity 
central furnaces 69 - 


A11 other vented 
heating equipment 


1 combustion efficYency for furnaces of capacities of 225,000 Btu/h and 
less and boileré of capacities of 300,000 Btu/h and less shall be 
tested in accotdance with the applicable U.S. Department of Energy 
furnace test procedures. 


fficiency of commercial/industrial furnaces and boilers 


? Combustion 
i as 100 percent minus stack losses in percent of heat 


Stack losses are: 

Loss due to sensible heat in dry flue gas. 

Loss due to incomplete combustion. 

Loss due to sensible and latent heat in moisture formed by 
combustion of hydrogen in the fuel. 
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TABLE 5-4 HVAC SYSTEM HEATING EQUIPMENT (HEAT PUMPS) ^ 
ELECTRICALLY OPERATED STANDARD RATING CONDIT ONS 


TYPE 


CONDITIONS AIR SOURCE WATER SOURCE 


Air entering equipment*F 70*F(dry bulb) 70*Ffary bulb) 70*F(dry bulb) 


Outdoor unit ambient °F 47°F(dry bulb) 1 *F(dry bulb) -------------- 
/43'F(wet bulb)/ /15°F(wet bulb) 


Entering water temp. °F ------------ Dg tee emo 60°F 


Water flow rate ---------J9£--- ---.. NL nnn 0—— As used in 


cooling 
Standard ratings are at sea leyel. 
TABLE 5-5 HVAC SYSTEM EQUIPMENT, ELECTRICALLY DRIVEN 
STXNDARD RATING CONDITIONS--COOLING 
TEMPERATURES 
DRY WET INLET OUTLET 
BULB BULB 
Air entering/equipment °F 80° 6° Дҙә---  ----- 
Condenser Ambient 
(air coóled) °F 95° 75:  —--- б ----- 
Condensér water 
(water cooled) °F --- --- 85° 95° 


Standard ratings are at sea level. 


M 


[171] 


WSR 91-16-111 Washington State Register, Issue 91-16 


1991 EDITION ^ 


TABLE 5-6 APPLIED HVAC 8Y8TEM COMPONENTS ELECTRICALLY DRIV 
STANDARD RATING CONDITIONS -- COOLING 


CENTRIFUGAL OR 


SELF-CONTAINED CONDENSERLESS 
RECIPROCATING RECIPROCATING 
ITEM 4 WATER CHILLER WATER-CHILLER 


Water Temperature, °F 


Leaving chilled 44* 44* 
Entering chilled 5 54° 
Leaving condenser 95* -- 
Entering 85* -- 
Fouling Factor, Water 
Nonferrous tubes 0.0005* 0.0005 
Steel tubes 0.0010" 0.0010 
Refrigerant 0.0000* 0.0000 


Condenser Ambient 95*F (dry bulb) 
(air/evap. coolód) °F /75*F (wet bulb) -- 
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TABLE 5-7 MINIMUM HEAT PUMP EFFICIENCIES, HEATING MODE! 


SOURCE MINIMUM COP MINIMUM HSPF 


Air Source: 
Split System 3.0? 


Single Package System 3.0? 


Water Source 3.83 


Ground Water Source 


7 
! When tested at the Standard rating specified in Table 5-4. 


? When tested 8 47*F(dry bulb)/43 F(wet bulb) 
3 8 70°F entering 


4 8 50*F entering 


TABLE 5-8 MINIMUM ЕРРТСТЕМСУ FOR ELECTRIC HVAC EQUIPMENT, COOLING 


AIR COOLED EVAP/WATER COOLED 
STANDARD RATING CAPACITY SEER EER EER 
Under 65,000 Btu/hr. 
( 19,050 watts ) 
A. Split System 10.0 --- --- 
B. Single Package 9.7 --- 9.3! 
65,000/ Btu/hr. and over ---- 8.92 10.5! 


1 €/80*F dry bulb / 67°F wet bulb 


?/8 95°Е dry bulb 


e 


[173] 


WSR 91-16-111 Washington State Register, Issue 91-16 


1991 EDITION 


TABLE 5-9 MINIMUM EFFICIENCY FOR ELECTRIC HVAC COMPONENTS? 


WATER CHILLING PACKAGES 


CONDENSING MEANS 


AIR EVAPORATIVE 


TYPE OF COMPRESSOR ` EER COP EE 
COMPONENT TYPE 


COP EER СОР 


Condenser Centrifugal 
Included or rotary 8.00 2.34 

Reciprocating 8.40 2. .00 3.51 -- -- 
Condenserless Reciproc. 9.90 7.90 .12.00 3.51 -- -- 


Сошргеззог апа 

condenser units 

65,000 Btu/hr 

(19,000 watts) Positive 

and over? displacement 9.50 2.78 12.50 3.66 12.50 3.66 


HYDRONIC HEAT PUMPS 


Water source unde 
65,000 Btu/hr Centrifugal 
(19,000 watts) or rotary 9.00 2.64 


Water source 
65,000 Btu/hr 

(19,000 watts) Centrifugal 

and over or rotary 9.40 2.75 


! wheń tested at the standard rating conditions specified in Table 5-6. 
2 


N 


Ratings in accordance with Standard RS-14 as applicable. 
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TABLE 5-10 НУАС-БҮБТЕМ HEAT OPERATED COOLING EQU PMENT 


HEAT SOURCE MINIMUM COP 
Direct Fired ( gas, oil) 0.48 


Indirect Fired ( steam, hot water ) 0.68 


Net Cooling Output 
Minimum COP - 3 


Total heat input! 


! electrica auxiliary inputs excluded 


\- 
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TABLE 5-11 INSULATION OF DUCTS М 
CLIMATE INSULATION TYPES INSULATION TYPES GROUP R OCCUPANCY 
DUCT LOCATION ZONE MECHANICALLY HEATING ONLY HEATING OR 
COOLED COOLING DUCTS 


On roof or on 
exterior of I C, V? and W C and W E and W 
building II D, V? and W D and W D and W 


Attic, garage, 
crawl space, 


in walls!, in I B and V? B E 
floor/ceiling! II C and V? C E 
Within the 

conditioned 

Space or in 

heated None None None 
basements Required Required Required 


In cement slab 
or in ground А B B 


Note: Where ducts are used for bo heating and cooling, the minimum 
insulation shall be as required fof the most restrictive condition. 

I Insulation may be omitted or’ that portion of a duct which is located 
within a wall or floor-cei ing space where both sides of this Space are 
exposed to conditioned aix and where this Space is not ventilated or 
otherwise exposed to uncónditioned air. 

Vapor barriers shall be/installed on conditioned air supply ducts in 
geographic areas where/ the average of the July, August, and September 
mean dewpoint temperature exceeds 60°F. 


INSULATION TYPES: Minipfum densities and out-of-package thickness. 

A. 0.5-inch 1.5 to 2/lb/cu. ft. duct liner, mineral or glass fiber blanket 
or equivalent to/provide an installed total thermal resistance of at 
least R-2. 

B. 2-inch 0.60 lb/cu. ft. mineral or glass fiber blanket 1.5-inch 1.5 to 2 
lb/cu. ft. dyct liner, mineral or glass fiber blanket. 1.5-inch 3 to 7 
lb/cu. ft. mineral or glass fiber board or equivalent to provide an 
installed Xotal thermal resistance of at least R-5. 

C. 3-inch 0.60 lb/cu. ft. mineral or glass fiber blanket 2-inch 1.5 to 2 
lb/cu. . duct liner, mineral or glass fiber blanket. 2-inch 3 to 7 
lb/cu. /ft. mineral or glass fiber board or equivalent to provide an 
instayled total thermal resistance of at least R-7. 

D. 4-ingh 0.60 lb/cu. ft. mineral or glass fiber blanket 3-inch 1.5 to 2 
lb/gu. ft. duct liner, mineral or glass fiber blanket.  3-inch 3 to 7 
lb/cu. ft. mineral or glass fiber board or equivalent to provide an 

stalled total thermal resistance of at least R-10. 

E. 8.5 inch 0.60.1b/cu.ft. mineral or glass fiber blanket, 2.5 inch 1.5 to 
2 lb/cu. ft. duct liner, mineral or glass fiber board or equivalent to 
provide an installed total thermal resistance of at least R-8. 

V. Vapor barrier, with perm rating not greater than 0.5 perm, all joints 
Sealed. 

и. Approved weatherproof barrier. 
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Gare MINIMUM PIPE INSULATION REQUIREMENTS” 


INSULATION ‘THICKNESS FOR GIVEN PIPE DIAMETERS! 


M LESS THAN GREATER 
PS 12 FOOT 1" GREATER GREATER GREATER ‘THAN 6" 
=: FLUID TEMP PIPE RUN? AND THAN 1" THAN 2" ‘THAN 4" AND 
PIPING SYSTEM RK. RANGE (*F) UP To 2" LESS To 2" TO 4" TO 6" LARGER 
HEATING & HOT 
WATER SYSTEMS 
Steam & Hot Water E 
Pressure/temperature 
High 306°F = eor ue 2.5" 2.5" 3.0" 3.5" 3.5" 
N 
Medium 251'F © 305°F 1.5" 2.5" 3.0" 3.0" 
Low 201°F * 250*F 1.0" 2.0" 2.0" 2.0" 
All Other 100°F « 200°F 0.5" 1.5" 1.5" 1.5" 
7 ' 
Steam Condensate | 
(for feed water) Any 1.0" 2.0" 2.0" 2.0" 
COOLING SYSTEMS 
Chilled Water 40*F » 55*F 0.5" 0.5" 0.75" 1.0" 1.0" 1.0" 


Refrigerant/brine Below 40°Е 


1.5" 


! For piping exposed to ambient air, increase thickness by 0.5". 


e Pipe runouts not exceeding 12 feet in length to individual units, with a pipe diameter of less 
than2 inches. 


" Column headings for pipe diameters amended 5/30/90. 
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LIGHTING POWER BUDGET! 


GROUP 
OCCUPANCY 


A 


DESCRIPTION 


Assembly w/stage 
Stage lighting 


Assembly w/o stage; other than B and 
E К 


Gasoline service station 
Storage garages 
Office buildings 
Wholesale stores 
Police and fire stations 
Retail stores: 
less than 6000 ft? 
6000 to 20,000 ft? 
over 20,000 ft? 
Drinking and dining estáblishments 
Food preparation task/light 
Aircraft hangars - orage 
Process plants^ 
Factories and wor, 
Storage structures 


shops* 


Schools and ycare centers 


Ingtitutions 

Administrative support areas 

iagnostic, treatment, food 
service task lighting 


Dwelling units 
Food preparation task lighting 


LIGHTING 
POWER BU 


t 


PNEOH 
момо м 


P ` Q > 
ES 38 
vooo 
(л 


т] 
Dd 
@ 
3 
© 
ct 


овыо 
. 4... 
умо ч 


Exempt 


Exempt 
Exempt 


Watts/fy' of room may be increased by two percent per foot of 
height/above 20 feet. 


Emergency exit lighting is exempt from interior lighting 


РА 
budget. 


/ 
Lighting that is part of machines or equipment is exempt from 


"this budget. 
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NEW SECTION 
WAC 51-11-0525 EQUATION 1—GROUP R OCCUPANCY. 


EQUATION 1 -- GROUP R OCCUPANCY 


TARGET UA 

UA, = ЧАА Ugg Ago t UGA tU Ap EU, A КО А CRUS A + FsPs 

Where: 

UA, = the target combined thermal transmittance of the 
gross exterior wall, floor, and roof/ceiling 
assembly area. 

U, = the thermal transmittance value of the opaque 
above grade wall area found in Table 5-1. 

А, ш opaque above grade wall area. 

Us, = the thermal transmittance value of the below grade 
opaque wall area found in Table 5-1. 

Ақы = opaque below grade wall area. 

9; - the thermal transmittance value of the glazing 
area found in Table 5-1. 

A, = -15 (total floor area of the conditioned space). 

U, = the thermal transmittance value of the floor area 
found in Table 5-1. 

А, = floor area over unconditioned space. 

Uc = the thermal transmittance value of the roof/ 
ceiling area found in Table 5-1. 

А. = roof/ceiling area. 

Ucc = the thermal transmittance value of the cathedral 
ceiling area found in Table 5-1. 

Ac = cathedral ceiling area. 

U = the thermal transmittance value of the opaque door 
area found in table 5-1. 

Ay = opaque door area. 

Е. = concrete slab component F-value found in Table 5-1. 


P. - Lineal ft. of concrete slab perimeter. 
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NEW SECTION 
WAC 51-11-0526 EQUATION 2—ALL OCCUPANCIES. 


EQUATION 2 -- ALL OCCUPANCIES 


U = 1. 


r, + R, + В,...г, 


Where: 


U = the thermal transmittance of the assembly. 


r, = outside air film resistance. 
r, = .17 for all exterior surfaces. 
r, = inside air film resistance. 
r; — 0.61 for interior horizontal surfaces, heat 
flow up. 
r, = 0.92 for interior horizontal surfaces, heat flow down. 
r, = 0.68 for interior vertical surfaces. 
R = 1 = X = measure of the resistance to the passage 
с K of heat for each element. 
С = conductance, the heat flow through a specific material 
ei specific thickness. 
К = insulation value of a material per inch. 
X = the thickness of the material in inches. 
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NEW SECTION 5 
WAC 51-11-0527 EQUATION 3—GROUP R OCCUPANCY. 


EQUATION 3 -- GROUP R OCCUPANCY 


PROPOSED UA 


UA = UA, + UggAgg + UGAG + ОАР + ЧА + ОА FU) AS *F,P, 
Where: 
UA = the combined thermal transmittance of the 


gross exterior wall, floor, and roof/ceiling 
assembly area. 


U, = the thermal transmittance of the opaque wall area. 

Usu = the thermal transmittance value of the below grade 
opaque wall area. 

Agu = opaque below grade wall area. 

A, = opaque wall area. 

9; - the thermal transmittance of the glazing (window ` 
or skylight) area. 

А, = glazing area, including vindows in exterior doors. 

U, = the thermal transmittance of the floor area. 

А, = floor area over unconditioned space. 

Ur = the thermal transmittance of the roof/ceiling 
area. 

Ac = roof/ceiling area. 

Ue = the thermal transmittance of the cathedral ceiling 
area. 

Ас = cathedral ceiling area. 

U, = the thermal transmittance value of the opaque door 
area. 

А, = opaque door area. 


- concrete slab component f-factor. 


v 


F 
Р. = lineal ft. of concrete slab perimeter. 
NOTE: Where more than one type of wall, window, roof/ceiling, 


door, and skylight is used, the U and A terms for those items 
shall be expanded into sub-elements as: 


Uj AQ + US AS + ОА + ...etc. 
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NEW SECTION 
WAC 51-11-0528. EQUATION 4—OTHER THAN GROUP R OCCUPANCY. 


EQUATION 4 -- OTHER THAN GROUP R OCCUPANCY 
TARGET U, 
UA, + U,A, + ЗА, + Е.Р. 
U = 
А, + А; + A, + Р, 

Where: 

UA = the target combined thermal transmittance of the 
gross exterior wall, floor, and roof/ceiling 
assembly area. 

9, - the thermal transmittance value of the opaque 
above grade wall area found in Table 5-2. 

- opaque above grade wall area. 

U; = the thermal transmittance value of the floor area 
found in Table 5-2. 

A, = floor area over unconditioned space. 

U = the thermal transmittance value of the ceiling 
area found in Table 5-2. 

Ac = ceiling area. 

F, = concrete slab component F-value found in 
Table 5-2. 

R = lineal ft. of concrete slab perimeter 
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NEW SECTION 
WAC 51-11-0529 EQUATION 5—OTHER THAN GROUP R OCCUPANCY. 


EQUATION 5 -- OTHER THAN GROUP R OCCUPANCY 
PROPOSED U, 


UA, TUgc Agg FU A FU, ATU, А ЕС АЕО A +F,P; 


U, = 
+ Aggy + Aç + А, + A. + Aç AQ + Py 

Where: 

u, - the combined thermal transmittance of the gross 
exterior wall, floor, and roof/ceiling assembly 
area. 

U = the thermal transmittance of the opaque wall area. 

Us = the thermal transmittance value of the below grade 
opaque wall area. 

Agu = opaque below grade wall area. 

А, - opaque wall area. 

U = the thermal transmittance of the glazing (window 
or skylight) area. 

Ac - glazing area, including windows in exterior doors. 

U; = the thermal transmittance of the floor area. 

А, = floor area over unconditioned space. 

Uc = the thermal transmittance of the roof/ceiling 
area. 

Ac = roof/ceiling area. 

U = the thermal transmittance of the cathedral ceiling 
area. 

Ac = cathedral ceiling area. 

U, = thermal transmittance value of opaque door area. 

Ay = opaque door area. 

F, = concrete slab component F-factor. 

P, = lineal ft. of concrete slab perimeter. 


NOTE: Where more than one type of wall, window, roof/ceiling, 
door, and skylight is used, the U and А terms for those items 
shall be expanded into sub-elements as: 


Uy Ay, + ЧА» + UsA + ...екс. 
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NEW SECTION 
WAC 51-11-0530 TABLE 5-1. 


SECTION 530 TABLE 5-1 


TARGET COMPONENT VALUES FOR GROUP R OCCUPANCY 
Electric Resistance Other Fuels 
Climate Zone- 1 2 1 2 


Component. 


Glazing % Floor Area 15% 15% 15% 15% 
Glazing U-Factor U = 0.400 U = 0.400 U = 0.650 U = 0.600 
Doors Ц = 0.200 U = 0.200 U = 0.400 U = 0.400 
(R = 5) (R = 5) (R = 2.5) (R = 2.5) 
Ceilings: 
Attic U = 0.031 U = 0.031 U = 0.036 U = 0.031 
(R = 38) (R = 38) (R = 30) (R = 38) 
Single Rafter/ Ц = 0.034 U = 0.034 U = 0.034 U = 0.034 
Joist Vaulted (R = 30) (R = 30) (R = 30) (R = 30) 
Walls U = 0.058 U = 0.044 U = 0.062 U = 0.062 
(R = 19A) (R= 19+5A) (R = 19) (R= 19) 
Floors = 0.029 U = 0.029 U = 0.041 U = 0.029 
(R = 30) (R = 30) (R = 19) (R = 30) 
Slab on Grade F = 0.54 F = 0.54 F = 0.54 F = 0.54 
Slab R-Value (R = 10) (R = 10) (R = 10) (R = 10) 
Below Grade Interior 
Wall R-Value (R = 19) (R = 19) (R = 13) (R = 19) 
2' Depth: Walls U = 0.043 U = 0.043 U = 0.043 U = 0.043 
Slab F = .69 Е = .69 F = .69 F = .69 
3.5! Depth: Walls U = 0.041 U = 0.041 U = 0.041 U = 0.041 
Slab F = 0.64 F = 0.64 F = 0.64 F = 0.64 
7! Depth: Walls U = 0.037 U = 0.037 U = 0.037 U = 0.037 
` Slab Е = 0.57 Е = 0.57 Е = 0.57 Е = 0.57 
Below Grade Exterior 
Wall R-Value (В = 10) (В = 12) (В = 15) (R = 12) 
2' Depth: Walls U = 0.070 = 0.061 U = 0.070 U = 0.061 
Slab F = 0.60 ТЕ = 0.60 F = 0.60 F = 0.60 
34,5: Depth: Walls U = 0.064 U = 0.057 U = 0.064 U = 0.057 
Slab Е = 0.57 Е = 0.57 Е = 0.57 Е = 0.57 
7! Depth: Walls О = 0.056 U = 0.050 U = 0.056 U = 0.050 
Slab F = 0.42 F = 0.42 F = 0.42 F = 0.42 
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NEW SECTION 
WAC 51-11-0531 TABLE 5-2. 


SECTION 531 TABLE 5-2 
COMPONENT REQUIREMENTS FOR OTHER 
THAN GROUP R OCCUPANCIES 


а oc. — —sasrrPaaaF 


BUILDINGS OF THREE CONDITIONED STORIES OR LESS 


ZA aa ZZ A W O n 


Zone Ceilings Walls Floors Blab on 
(Includes Grade! 
Glazing) 


A O c p 


Installed Installed 


U, u U, R-Value F-Value 
I. 0.035 0.25 0.05 7 0.56 
II. | 0.035 0.20 0.05 10 0.54 


иле 


1 Insulation shall be water-resistant material manufactured for 


this use. 
ete Z PZ л = — DA o ллы eL — == => Np D ЕЕ 
BUILDINGS OVER THREE CONDITIONED STORIES 

ЗА кш амым сиы Dae HV a h E ROTE лак; 

Zone Ceilings Walls Floors Blab on 
(Includes Grade! 
Glazing) 

алас! KZ = É, DN CE u Z = = 

Installed Installed 
u, u, U R-Value F-Valuo 
I. 0.08 0.30 0.08 7 0.56 
ІІ. 0.06 0.25 0.08 10 0.54 


! Insulation shall be water-resistant material manufactured for 
this use. 
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NEW SECTION 
WAC 51-11-0532 TABLE 5-3. 


SECTION 532 TABLE 5-3 
OTHER THAN GROUP R OCCUPANCY HVAC SYSTEM 
HEATING EQUIPMENT - GAs- AND OIL-FIRED 
MINIMUM STEADY STATE COMBUSTION EFFICIENCY 


EM LR RR 


Furnaces of Capacity of All Other 
225,000 Btu/h and less Commercial/ 
Boilers of Capacities of Industrial Furnace 
300,000 Btu/h and less and Boilers 
- 
Types of Equipment Percent! Percent? 


Forced-air furnaces and 
low-pressure steam or 


hot-water boilers 74 75 
Gravity 
central furnaces 69 - 


All other vented 
heating equipment 69 = 


Combustion efficiency for furnaces of capacities of 225,000 Btu/h and 
less and boilers of capacities of 300,000 Btu/h and less shall be. 
tested in accordance with the applicable U.s. Department of Energy 
furnace test procedures. 


Combustion efficiency of commercial/industrial furnaces and boilers 
is defined as 100 percent minus stack losses in percent of heat 
input. 


Stack losses are: 
Loss due to sensible heat in dry flue gas. 
Loss due to incomplete combustion. 
Loss due to sensible and latent heat in moisture Zormed by 
combustion of hydrogen in the fuel. 


— s 
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NEW SECTION 
WAC 51-11-0533 TABLE 5-4. 


SECTION 533 TABLE 5-4 
HVAC SYSTEM HEATING EQUIPMENT (HEAT PUMPS) 
ELECTRICALLY OPERATED STANDARD RATING CONDITIONS 


—————— —————— HMM Z, 
‚ TYPE А 
CONDITIONS AIR SOURCE WATER SOURCE 


ee eaaa a 


Air entering equipment’ F 70*F(dry bulb) 70°F(dry bulb) 70*F(dry bulb) 


Outdoor unit ambient °Р 47*F(dry bulb) 17°F(dry bulb) -------------- 
/43°F(wet bulb) /15°F(wet bulb) 


Entering water temp. °F -------------- ---~---- 2. 60°F 
Water flow rate  -------------- ------------—— As used in 
cooling 


SS ee ee ee | 


Standard ratings are at sea level. 
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NEW SECTION 
WAC 51-11-0534 TABLE 5-5. 


SECTION 534 TABLE 5-5 
HVAC SYSTEM EQUIPMENT, ELECTRICALLY DRIVEN 
STANDARD RATING CONDITIONS--COOLING 


S T rT U a as 


TEMPERATURES 
TM — ——EMPERATURES — = oO 


DRY WET INLET OUTLET 
BULB . BULB 
Air entering equipment °F 80° 67° -----  -—---- | 
Condenser ambient 
(air cooled) °F 95° 75 Бае _ Lon 


Condenser water 
(water cooled) sp жеш CS 85* 95* 


Standard ratings are at sea level. ' 


Washington State Register, Issue 91-16 WSR 91-16-111 


NEW SECTION 
WAC 51-11-0535 TABLE 5-6. 


SECTION 535 TABLE 5-6 
APPLIED HVAC SYSTEM COMPONENTS ELECTRICALLY DRIVEN 
STANDARD RATING CONDITIONS -- COOLING 


>. Т a‘ 


CENTRIFUGAL OR 


SELF-CONTAINED CCNDENSERLESS 
RECIPROCATING RECIPROCATING 
ITEM WATER CHILLER WATER-CHILLER 


Water Temperature, °F 


Leaving chilled 44* 44* 
Entering chilled 54* 54* 
Leaving condenser 95* -- 
Entering 85* -- 


Fouling Factor, Water 


Nonferrous tubes 0.0005" 0.0005 

Steel tubes 0.0010" 0.0010 

Refrigerant 0.0000* 0.0000 
Condenser Ambient 95°Е (dry bulb) 

(air/evap. cooled) *F /75°Е (wet bulb) -- 


Compressor saturated 
discharge temperature 


` Water cooled 
(evap. cooled) M == 105° 


Air cooled °F -- 120° 


Standard ratings at sea level. 


* hr*ft?. *F/Btu 
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NEW SECTION 
WAC 51-11-0536 TABLE 5-7. 


SECTION 536 TABLE 5-7 
MINIMUM HEAT PUMP EFFICIENCIES, HEATING MODE! 


. M INC c MN а 


SOURCE MINIMUM COP MINIMUM HSPF 


eee 


Air Source: 


Split System 3.02 6.8 
Single Package system 3.0? 6.6 
Water Source 3.85 ec 
Ground Water—Source | 3.04 Ssa 


— ra e aie e tL B. 


When tested at the »tandard rating specified in Table 5-4. 
? When tested Q 47*F(dry bulb)/43*F(wet bulb) 
@ 70*F entering 


8 50*F entering 


eee 


Washington State Register, Issue 91—16 WSR 91-16-111 


NEW SECTION 
WAC 51-11-0537 TABLE 5-8. 


SECTION 537 TABLE 5-8 
MINIMUM EFFICIENCY FOR ELECTRIC HVAC EQUIPMENT, CCOLING 


— Y Ш ты 


AIR COOLED EVAP/WATER COOLED 
STANDARD RATING CAPACITY SEER EER EER 


UT s as a = us 
Under 65,000 Btu/hr. 
( 19,050 watts ) 


A. Split System 10.0 --- --- 
В. Single Package 9.7 --- 9.3! 
65,000 Btu/hr. and over ---- 8.92 10.5! 


! @ 80°F dry bulb / 67°F wet bulb 


? 8 95°F dry bulb 
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NEW SECTION 
WAC 51-11-0538 TABLE 5-9. 


SECTION 538 TABLE 5-9 
MINIMUM EFFICIENCY FOR ELECTRIC HVAC COMPONENTS!,2 


ДМ 
WATER CHILLING PACKAGES 


CONDENSING MEANS 
es 
AIR WATER EVAPORATIVE 


TYPE OF COMPRESSOR EER COP EER COP EER COP 
COMPONENT TYPE 


eee 


Condenser Centrifugal 


Included or rotary 8.00 2.34 13.80 4.04 m m 
Reciprocating 8.40 2.36 12.00 23.51 == == 
Condenserless Reciproc. 9.90 2.90 12.00 3.51 == -- 


Сопргеззог апа 

condenser units 

65,000 Btu/hr 

(19,000 watts) Positive 

and over? displacement 9.50 2.78 12.50 23.66 22.50 3.66 


HYDRONIC HEAT PUMPS 


eee 


Water source under 
65,000 Btu/hr Centrifugal 
(19,000 watts) or rotary 9.00 2.64 


Water source 

65,000 Btu/hr 

(19,000 watts) Centrifugal 

and over or rotary 9.40 2.75 


! When tested at the standard rating conditions specified in Table 5-6. 


2 Ratings in accordance with Standard RS-14 as applicable. 
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NEW SECTION 
WAC 51-11-0539 TABLE 5-10. 


SECTION 539 TABLE 5-10 
HVAC-SYSTEM HEAT OPERATED COOLING EQUIPMENT 


—- O 


HEAT SOURCE MINIMUM COP 
Direct Fired ( gas, oil ) 0.48 
Indirect Fired ( steam, hot water ) 0.68 


Net Cooling Output 


Minimum COP = 
ми 


Total heat input" 


кырен ны cc E a з р 


1 electrical auxiliary inputs excluded 
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NEW SECTION 
WAC 51-11-0540 TABLE 5-11. 


SECTION 540 TABLE 5-11 
INSULATION OF DUCTS 


"CLIMATE INSULATION TYPES INSULATION TYPES GROUP R OCCUPANCY 
DUCT LOCATION ZONE MECHANICALLY HEATING ONLY HEATING OR 
COOLED COOLING DUCTS 


eee 
On roof or on 


exterior of I C, у? and W C and W E and W 
building II D, V° and W D and W D and W 


Attic, garage, 
crawl space, 


in walls', in I . B and V? B E 
floor/ceiling! II C and V? c E 
Within the 

conditioned 

Space or in 

heated None None None 
basements Required Required Required 


In cement slab 
or in ground A B B 


Note: Where ducts are used for both heating and cooling, the minimum 
insulation shall be as required for the most restrictive condition. 

1 Insulation may be omitted on that portion of a duct which is located 
within a wall or floor-ceiling space where both sides c£ this Space are 
exposed to conditioned air and where this space is not ventilated or 
otherwise exposed to unconditioned air. 

Vapor barriers shall be installed on conditioned air Supply ducts in 
geographic areas where the average of the July, August, and September 
mean dewpoint temperature exceeds 60°F. 

INSULATION TYPES: Minimum densities and out-of-package thickness. 


A. 0.5-inch 1.5 to 2 lb/cu. ft. duct liner, mineral or glass fiber blanket 
or equivalent to provide an installed total thermal resistance of at 
least R-2. | 

В. 2-inch 0.60 lb/cu. ft. mineral or glass fiber blanket 1.5-inch 1.5 to 2 


lb/cu. ft. duct liner, mineral or glass fiber blanket.  1.5-inch 3 to 7 
lb/cu. ft. mineral or glass fiber board or equivalent to provide an 
installed total thermal resistance of at least R-5. 

с. 3-іпсһ 0.60 lb/cu. ft. mineral or glass fiber blanket 2-inch 1.5 to 2 
lb/cu. ft. duct liner, mineral or glass fiber blanket. 2-inch >to 7 
lb/cu. ft. mineral or glass fiber board or equivalent to provide an 
installed total thermal resistance of at least R-7. 

D. 4-inch 0.60 lb/cu. ft. mineral or glass fiber blanket 3-inch 1.5 to 2 
lb/cu. ft. duct liner, mineral or glass fiber blanket. 3-inch 3 to 7 
lb/cu. ft. mineral or glass fiber board or equivalent to provide an 
installed total thermal resistance of at least R-10. 

E. 3.5 inch 0.60 lb/cu.ft. mineral or glass fiber blanket, 2.5 inch 1.5 to 
2 lb/cu. ft. duct liner, mineral or glass fiber board or equivalent to 
provide an installed total thermal resistance of at least R-8. 

V. Vapor barrier, with perm rating not greater than 0.5 perm, а11 joints 
Sealed. 

w. Approved weatherproof barrier. 
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SECTION 541. ТАВГЕ 5-12 


MINIMUM PIPE INSULATION REQUIREMENTS" 


xcd dM ЛЫ MM 


INSULATION THICKNESS FOR GIVEN PIPE DIAMETERS! 
ЕК GIVEN PIPE DIAMETERS —— — 


LESS THAN GREATER 
12 FOOT 1" GREATER GREATER GREATER THAN 6" 
FIUID TEMP PIPE RUN? AND THAN 1" THAN 2" THAN 4" AND 
PIPING SYSTEM RANGE (°F) UP To 2" LESS To 2" TO 4" TO 6" IARGER 
HEATING & HOT 
WATER SYSTEMS 
Steam & Hot Water 
Pressure/temperature 
High 306°F * 450*F 1.5" 2.5" 2.5" 3.0" 3.5" 3.5" 
Medium 251°F = 305*P 1.5" 2.0" 2.5" 2.5" 3.0" 3.0" 
Low 201'F * 250*F 1.0" 1.5" 1.5" 2.0" 2.0" 2.0" 
All Other 100°F * 200°F 0.5" 1.0" 1.0" 1.5" . 1.58 1.5" 
(for feed water) Any " 1.0" 1.0" 1.5" 2.0" 2.0" 2.0" 
COOLING SYSTEMS 
Chilled Water 40°F # 55°F | 0.5" | 0.5" 0.75" 1.0" 1.0" 1.0" 
Refrigerant/brine Below 40°F 1.0" 1.0" 1.5" 1.5" 1.5" 1.5" 


| 


For piping exposed to ambient air, increase thickness by 0.5", 


" Column headings for pipe diameters amended 5/30/90. 


1760-11-15 OVA 


“і-5 ATEVL 


NOILOAS MAN 
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NEW SECTION 
WAC 51-11-0542 TABLE 5-13. 


SECTION 542 TABLE 5-13 
LIGHTING POWER BUDGET! 


LIGHTING 
GROUP | POWER BUDGET? 
OCCUPANCY DESCRIPTION (W/sq. ft.) 
A Assembly w/stage 1.1 
Stage lighting Exempt 
Assembly w/o stage; other than B & E 1.1 
B Gasoline service station 1.7 
Storage garages 0.3 
Office buildings 1.7 
Wholesale stores 2.0 
Police and fire stations 1.7 
Retail stores: 
less than 6000 sq. ft. 4.0 
6000 to 20,000 sq. ft. 3.0 
over 20,000 sq. ft. 2.0 
Drinking and dining establishments 1.85 
Food preparation task light Exempt 
Aircraft hangars - storage 0.7 
Process plants? 1.0 
Factories and work shops?! 1.7 
Storage structures 0.7 
E Schools and daycare centers 1.7 
Audio-visual presentation lighting Exempt 
H Storage structures 0.7 
Handling areas 1.7 
Paint shops 2.5 
Auto repair shops 1.7 
Aircraft repair hangars 1.7 
I Institutions 1.7 
Administrative support areas 1.7 
Diagnostic, treatment, food 
service task lighting Exempt 
R Dwelling units Exempt 
Food preparation task lighting Exempt 


Watts/ft? of room may be increased by two percent per foot of 
height above 20 feet. 


Emergency exit lighting is exempt from-interior lighting 
budget. 


Lighting that is part of machines or equipment is exempt from 
this budget. 
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OPTION EWIE odas | GOSS, CEILING’ VAU ММ | WAULint WALlnext* toon’ Stam 


AREA 
I. 10$ 0.46 0:40 R-38 
п. 12% 0.43 0.20 R-38 
II. 12$ 0.40 0.40 R- 

Iv." 15% 0.40 0.20 R-38 
v. 18% 0.39 0.20 R-38 
VI. 21$ 0.36 0.20 R-38 
vit.” 25$ : 0.35 0.20 R-38 
vo.’ 30% 0.32 0.20 R-38 


Reference Case е (highlighted in redline) 


Minimum requirements for each option Listed. For example, if a proposed 
design has a glazing ratio to the conditioned floor area of 19%, it shall 
comply with all of the requirements of the 21% glazing option(or higher). 
Proposed designs which cannot meet the specific requirements of a listed 
option above, may calculate compliance by Chapters 4 or 5 of this Code. 


Requirement applies to all ceilings except single rafter or joist vaulted 
ceilings. "Афу! denotes Advanced Framed Ceiling. 


Requirement applicable only to single rafter or joist vaulted ceilings. 


© 


ABOVE BELOW BELOW ON 
GRADE GRADE GRADE GRADE 
R-21 R-21 R-10 R-30 — R-10 
R-19 R-19 R-10 R-30 — R-10 
R-21 R-21 R-10 R-30 — R-10 
R-19 R-19 R-10 R-30 — R-10 
R-21 R-21 R-10 R-30 Е-10 
R-21 R-21 R-10 R-30 — R-10 

В-19 8558 R-21 R-10 R-30 — R-10 

R-194R-5° R-21 R-10 R-30 — R-10 


Below grade walls shall be insüteted either on the exterior to a minimum 
level of 8-10, or on the interior tq the same level 8s walls above grade. 
Exterior insulation installed оп bel0w grade walls shall be a water 
resistant material, manufactured for it2«jntended use, and instalted 
according to the manufacturer's specificathans. See section 602.2. 


Floors over crawl spaces or exposed to ambient B conditions. 
Required slab perimeter insulation shall be a uater resistant material, 
manufactured for its intended use, and installed accodrihg to 
manufacturer's specifications. See section 602.4. 

These options shall be applicable to buildings less then three stories. 


This well insulation requirement denotes R-19 wall cavity insulation p 
R-5 foam sheathing. 
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C TABLE 6-2 + PRESCRIPTIVE REQUIREMENTS! FOR GROUP R OCCUPANCY 
С CLIMATE ZONE 1 * HEATING BY OTHER FUELS 
OPTION “HVAC”  GIAZING  GIAZING DOORS CEILING VAULTED ` WALL WALL.int  — WALI«ext^ FLOOR? — SIABÓ 
POUIP. $ FLOOR  U-VAIJE U-VAWE CEILING ABOVE BEIOW BELOW ON 
EFFIC. AREA i GRADE GRADE GRADE GRADE 
I. Med. 10% 0.70 :0.40 R-30 R-30 R-15 R-15 R-10 R-19 R-10 
II. Med. 12% 065 0.40 R-30 = R-30 R-15 ` ` R-15 R-10 R-19 R-10 
III. High 21% 0.75 0.40 , R-30 R-30 R-19 R-19 . R-10 R-19 R-10 
Iv." Med. 21% 0.65 0.40 R-30 R-30 R-19 R-19 | R-10 R-19 R-10 
V. Low 21% "0.60 0.40 6-30 R-30 R-19 R-19 R-10 R-19 R-10 
vi." Med. 25% 0.50 0.40 R-38 R-30 R-19 R-19 R-10 R-25 R-10 
vir.” Med. 30%; 0.45 0.40 R-30 R<30 R-19 R-19 R-10 R-25 R-10 
: Reference Case ® (highlighted in redline) 5 Floors over crawl spaces or exposed to ambient air conditions. 
1 Minimum requirements for each option listed. For example, if a proposed $ Required slab berimeter insulation shall be a water resistant material; 
design has а glazing ratio to the conditioned floor area of 19X, it shall manufactured for intended use, and installed accodring to 
comply with all of the requirements of the 21X glazing option(or higher). manufacturer's specifications. See section 602.4. ; 
Proposed designs which cannot meet the specific requirements of a listed 7 р 
option above, may calculate compliance by Chapters 4 ог 5 of this Code. These options shall be appi feeble to buildings less than three stories. 
2 Requirement applies to all ceilings except single rafter or joist vaulted 8 This wall insulation requirement dénates R-19 wall cavity insulation plus 
ceilings. 'Adv' denotes Advanced Framed Ceiling. R-5 foam sheathing. 
3 9 


Requirement appliceble only to single rafter or joist vaulted ceilings. Minimum HVAC Equipment efficiency requirement. Low! denotes an AFUE of 


4 0.74. 'Med.' denotes ап AFUE of 0.78. 'High' denotes an AFUE of 0.88. 
Below grade walls shall be insulated either on the exterior to a minimum 
level of R-10, or on the interior to the same level as walls above grade. I 


Exterior insulation installed on below grade walls shall be & water x 
resistant material, manufactured for its intended use, and installed 
according to the manufacturer's specifications. See section 602.2. 
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OPTION GIAZD GLAZING DOORS) CEILING VAULTED WALL, WALI*int*  WAllnext* Froor ЄТАВӰ 
€ FLOOR U<VALUE U-VALUE . ABOVE BELOW BELOW ON 
AREA GRADE GRADE GRADE GRADE 

I. 10% 0.38 O20 R-38 R-30 R-21 R-21 R-12 R-30 R-10 
II. 12% 0.40 0.20 R-38 R-30 R-19+R-58 R-21 R-12 R-25 R-10 
пт." 15% 0.40 0.20 R-38 R-30 R-194R-55 R-21 + R-12 R-30 R-10 
IV. 18€ 0.38 0.20 . R-38 R-30 R-19+R-5° R-21 R-12 R-30 R-10 
у. 4 21% 0.35 0.20 R-38Adv R-38 R-194R-5? R-21 R-12 R-30 R-10 
vr.” 25% 0.33 0.20 R-49Adv R-38 ROLG+R-5* R-21 R-12 R-30 R-10 
vir." 30$ : 0.31 0.20 R-60Adv R-38 R21+R7 5? R-21 R-12 R-30 В-10 
. Reference Case • (highlighted in redline) 5 Floors over crawl spaces bc exposed to ambient air conditions. 
1 Minimum requirements for each option Listed. For exemple, if a proposed 6 Required slab perimeter insulation shall be a water resistant material, 

design has a glazing ratio to the conditioned floor area of 19X, it shall manufactured for its intended us® end installed accodring to 

comply with atl of the requirements of the 21% glazing option(or higher). manufacturer's specifications. See*«ection 602.4, 

Proposed designs which cannot meet the specific requirements of a listed 7 

option above, may calculate compliance by Chapters 4 or 5 of this Code. These options shall be applicable to bul dings less than three stories. 

. : ` 

2 Requirement applies to all ceilings except single rafter or joist vaulted 8 This wall insulation requirement denotes R-19* all cavity insulation plus 

ceilings. ‘Adv! denotes Advanced Framed Ceiling. R-5 foam sheathing. 
3 Requirement epplicable only to single rafter or joist vaulted ceilings. 9 This wall insulation requirement denotes R-21 wall cavity insulation plus 
A R-7.5 foam sheathing. ^ 


Below grade walls shall be insulated either on the exterior to a minimum 
level of R-10, or on the interior to the same level as walls above grade. 
Exterior insulation installed on below grade walls shall be a water 
resistant material, manufactured for its intended use, and installed 
according to the manufacturer's Specifications. See section 602.2. 
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vir." : 0.45 


vor.” 0.40 


Reference Case * (highlighted in redline) 


Minimum requirements for each option listed. For example, if a proposed 
design has a glazing ratio to the conditioned floor area of 19X, it shall 
comply with all of the requirements of the 21% glazing option(or hígher). 
Proposed designs which cannot meet the specific requirements of a Listed 
option above, may calculate compliance by Chapters 4 or 5 of this Code. 


Requirement applies to all ceilings except single rafter or joist vaulted 
ceilings. 'Adv' denotes Advanced Framed Ceiling. 


Requirement applicable only to single rafter ог Joist vaulted ceilings. 


Below grade walls shall be fnsulated either on the exterior to a minimum 
level of R-10, or on the interior to the same Level as wells above grade. 
Exterior insulation installed on below grade walls shall be a water 
resistant material, manufactured for its intended use, and installed 
according to the manufacturer's specifications. Seesection 602.2. 


Floors over crawl spaces or exposed to ambient air conditions. 


6 Required slab a NO ation shall be a water resistant material, 
manufactured for its intended e, and installed accodring to 
manufacturer's specifications. kaa 602.4. 


These options shall > appliceble to buildings less than three stories. 


0.74, 


Thfs wall insulation requirement denotes R-19 (l cavity insulation plus 
R-5 foam sheathing. RA 
Minimum HVAC Equipment efficiency requirement. ‘Low! tes an AFUE of 


'Med.' denotes an AFUE of 0.78. 'High' denotes en AFUE of 0.88. 
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ТАНГЕ 6-5 LOG HOMES PRESCRIPTIVE REQUIREMENTS! 


I.” 5.5" 15% 0.31 0.14 R-66 Adv R-38 R-38 R-10 
ТІ.” 7.5" 15% 0.40 0.20 6-60 Adv R-38 R-30 Рр-10 
ти.“ 9.6" 15$ 0.40 0.20 R-38 R-30 R-30 Б-10 


Iv.’ 6.7" 15% 0.31 0.14 R-60 Adv R-38 R-38 | R-10 
у.” 8.7" 15% 0.40 0.14 R-60 Adv R-38 R-38 | R-10 
vi.’ 9.8" 15% 0/40 0.20 R-60 Adv R-38 R-30 R10 
vit.’ 10.5" 15% 0.40 0.20 R-49 Adv R-38 R-30 В-10 
Vr." 13.5" 15% 0.40 0.20 R-38 R-30 R-30 В-10 


Reference Case е (highlighted/in redline) 

For Group R Occupancy use fable 6-5 for only the portion of floor area using log/solid timber walls. Use Tables 6-1 to 
6-4 for all other portioy$ of the floor area. Minimum requirements are for each option listed. Interpolations between 
options is not permitted. Proposed designs which cannot meet the specific requirements of a listed option above, may 
calculate compliance My Chapters 4 or 5 of this Code. 

Required miminum g¥erage log thickness. 

3 'Adv' denotes Advanced Framing. Requirement applies to all ceilings except single rafter Joist vaulted ceilings. 
Requirement Applicable only to single rafter joist vaulted ceilings. 


Floors oyer crawl spaces or exposed to ambient air conditions. 


Required slab perimeter insulation shall be water-resistant material, manufactured for its intended use, and installed 
accofding to manufacturer's specifications. 


i 


ese options shall be applicable to buildings Less than three stories. 
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I. 3.5" 21$ *0.40 0.39 R49 Adv R-38 R-30 R10 
I. 4.4" 21% 0.40 0.40 R-3 R-30 R-19 R10 
пт. 5.2" 21% 0.50 0.40 -38 R-30 R-19 R10 
IV. 6.5" 21% 0.60 0.40 R-38 R-30 R-19  R-10 
V. 7.0" 21$ 0.60 0.4 R-38 R-30 R-19  R-10 
VI." 8.2" 21% 0.65 (40 R-38 R-30 R-19 — R-10 


vir." 3.5" 17% 0.з 0.14 R-60 Adv R-38 R-38 R-10 
упт? 3.5" 17% 0/40 0.40 R-60 Adv R-38 R-30 | R-10 
Ix.” 4.6" 17% 0.40 0.40 R-60 Adv R-38 .  R-30 R-10 
X. 5.4" 17% 0.40 0.40 R-38 R-30 R-30 R-10 
XI. 6.8" 17 0.50 0.40 R-38 R-30 R-30 R-10 
хп.“ 9.0" 7% 0.60 0.40 R-38 R-30 R-30 R-10 


Reference Case * (highligh in redline) 


For Group R Occupancy usé Table 6-6 for only the portion of floor area using log/solid timber walls. Use Tables 6-1 to 
6-4 for all other portions of the floor area. Minimum requirements are for each option listed. Interpolations between 
options is not регті ей. Proposed designs which cannot meet the specific requirements of a listed option above, may 
calculate compliancé by Chapters 4 or 5 of this Code. 


2 Required miminum/average log thickness. 

3 адам denote Advanced Framing. Requirement applies to all ceilings except single rafter joist vaulted ceilings. 

4 Requirement applicable only to single rafter joist vaulted ceilings. 

5 Floors Aver crawl spaces or exposed to ambient air conditions. 

$ Required slab perimeter insulation shall be water-resistant material, manufactured for its intended use, and installed 
acgórding to manufacturer's specifications. 

7 ese options shall be applicable to buildings less than three stories. 

8 
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1991 EDITION 


Y 
TABLE 677 OTHER THAN GROUP R OCCUPANCIES PRESCRIPTIVE REQUIREMENTS 4 


Insulation shall be a water-resistant material, manufactured for its 
intended use, and installed to manufacturer's specifications. 


'Double' denotes a minimum air space between glazings of 1/2 inch. 
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SECTION 625. 
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OPTION GLAZING GIAZING DOORS ë CEILING VAULTED WALL WALIeint*  WALL-ext* FLOOR? SLAB’ 
ON 


% FLOOR  U-VAILJE = U-VAIUE CEILING! ABOVE BELOW BELOW 

AREA GRADE GRADE GRADE GRADE 
I. 10% 0.46 0.40 R-38 R-30 R-21 R-21 R-10 "R-30 R10 
II. 12$ 0.43 0.20 R-38 R-30 R-19 R-19 R-10 R-30 — R-10 
ш. 12% 0.40 0.40 R-38 R-30 R-21 R-21 R-10 R-30 R10 
iv." 15$ 0.40 0.20 R-38 · R-30 R-19 R-19 R-10 R-30 R-10 
у. 18% 0.39 0.20 R-38 R-30 R-21 R-21 R-10 R-30 В-10 
vi. 21$ 0.36 0.20 R-38 R-30 R-21 R-21 R-10 R-30 R10 
уп. 25% 0.327 0.20 R-38 R-30 R-19+R-5° R-21 R-10 R-30 | R10 
vor .! 30% 0..297 0.20 R-38 R-30 R-19«R-5? R-21 R-10 R-30 В-10 
* 5 
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Reference Case 


Minimum requirements for each option listed. For example, if а proposed 
design has a glazing ratio to the conditioned floor area of 19X, it shall 
comply with all of the requirements of the 21% glazing option(or higher). 
Proposed designs which cannot meet the specific requirements of a listed 
option above, may calculate compliance by Chapters 4 or 5 of this Code. 


Requirement applies to ell ceilings except single rafter or joist vaulted 
ceilings. 'Adv' denotes Advanced Framed Ceiling. 


Requirement applicable only to single rafter or joist waulted ceilings. 


Below grade walls shall be insulated either on the exterior or on the 
interior. Exterior insulation installed on below grade walls shall be a 
water resistant material, manufactured for its intended use, and installed 
according to the manufacturer's specifications. See section 602.2. 


Floors over crawl spaces or exposed to ambient air conditions. 


Required slab perimeter insulation shall be a water resistant material, 
manufactured for its intended use, and installed according to 
manufacturer's specifications, See section 602.4. 


The following options shall be applicable to buildings less than three 
stories: 0.35 maximum for glazing areas of 25X or less; 0.32 maximum for 
glazing areas of 30X or less. 


This wall insulation requirement denotes R-19 wall cavity insulation plus 
R-5 foam sheathing. 
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SECTION 626 : TABIE 6-2 


EQUIP. € FLOOR U-VAWE — U-VAIUE ABOVE BELOW BELOW ON 

EFFIC. | AREA GRADE GRADE GRADE GRADE 
I. Med. 10$ 0.70 0.40 R-30 R-30 R-15 R-15 R-10 R-19  R-10 
п. Med. 12% 0.65 0.40 R-30 R-30 R-15 R-15 R-10 R-19  R-10 
III. High 21% 0.75 0.40 R-30 R-30 R-19 R-19 R-10 R-19  R-10 
IV.' Med. 21$ 0.65 0.40 R-30 R-30 R-19 R-19 R-10 R-19  R-10 
у. Low 21$ 0.60 0.40 R-30 R-30 R-19 R-19 R-10 R-19  R-10 

1 Med; 25% 0.457 0.40 R-38 R-30 R-19 R-19 R-10 R-25 — R-10 

VII. меа. 30$ 0.407 0.40 R-30 R-30 R-19 R-19 R-10 R-25 — R-10 


" 5 
Reference Case 


Floors over crawl spaces or exposed to ambient air conditions. 


Minimum requirements for each option listed. For example, if a proposed $ Required slab perimeter insulation Shall be a water resistant material, 
design has a glazing ratio to the conditioned floor area of 19%, it shall manufactured for its intended use, and installed according to 
comply with all of the requirements of the 21% glazing option(or higher). manufacturer's specifications. See section 602.4, 
Proposed designs which cannot meet the specific requirements of a listed 7 
option above, may calculate compliance by Chapters 4 or 5 of this Code. The following options shall be applicable to buildings less than three 

2 Storíes: 0.50 maximum for glazing areas of 25% or less; 0.45 maximum for 
Requirement applies to all ceilings except single rafter or joist vaulted glazing areas of 30X or less. 
ceilings. "Аду! denotes Advanced Framed Ceiling. 8 

3 This wall insulation requirement denotes R-19 wall cavity insulation plus 
Requirement applicable only to single rafter or joist vaulted ceilings. R-5 foam sheathing. 

^ веом grade walls shall be insulated either on the exterior or on the ? Minimum HVAC Equipment efficiency requirement for combustion 
interior. Exterior insulation installed on belou grade walls shall be a appliances.'Low' denotes an AFUE of 0.74. 'Med.' denotes an AFUE of 0.78. 
water resistant material, manufactured for its intended use, and installed ‘High’ denotes an AFUE of 0.88 or greater. 
according to the manufacturer's specifications. See section 602.2. Minimum HVAC Equipment efficiency requirement for heat pumps. 'Low! 


denotes an HSPF of 6.35. “Ме! demotes and HSPF of 6.8. 'Wigh' denotes 
and HSPF of 7.7. Water and ground source heat pumps shall be considered 
ав medium efficiency and have a minimum COP as required in Table 5-7. 
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SECTION 627 TARTE 6—3 


: ass 4 
OPTION GLAZING GLAZING DOORS CEILING VAULTED WALL WALL int ЖАП ехе FLOOR SLABÉ 
€ FLOOR U-VALUE U-VALUE ABOVE BELOW BELOW ON 
AREA GRADE GRADE GRADE GRADE 
I. 10% 0.38 0.20 R-38 R-30 R-21 R-21 R-12 R-30 R-10 
II. 12% 0.40 0.20 R-38 R-30 R-194R-5? R-21 R-12 R-25 R-10 
è 
III. 15% 0.40 0.20 R-38 R-30 R-19+R-58 R-21 R-12 R-30 R-10 
IV. 18% 0.38 0.20 R-38 R-30 В-19+8-58 R-21 R-12 R-30 R-10 
у.7 21% 0.35 0.20 R-38Adv R-38 R-194R-5 R-21 R-12 R-30 R-10 
ут. 25% 7 0.307 0.20 R-49Adv R-38 R-194R-5? R-21 R-12 R-30  R-10 
NE 
утт.? 30% 0.287 0.20 R-60Adv R-38 R214R7.5? R-21 R-12 R-30 R-10 
ee M € a €: 
№ 
Reference Case manufactured for its intended use, and installed according to 
1 manufacturer's specifications. See section 602.4. 
Hinimum requirements for each option listed. For example, if a proposed 7 
design has a glazing ratio to the conditioned floor area of 19X, it shall The followin options shall be applicable to buildings less than three 
comply with all of the requirements of the 21X glazing option(or higher). stories: 0.33 maximum for glazing areas of 25X or less; 0.31 maximum for 
Proposed designs which cannot meet the specific requirements of a listed glazing areas of 30% or less. 
option above, may calculate compliance by Chapters 4 or 5 of this Code. 8 
2 This wall insulation requirement denotes R-19 wall cavity insulation plus 
Requirement applies to all ceilings except single rafter or joist vaulted R-5 foam sheathing. 
ceilings. 'Adv' denotes Advanced Framed Ceiling. d 9 
3 This wall insulation requirement denotes R-21 wall cavity insulation plus 
Requirement applicable only to single rafter or joist vaulted ceilings. R-7.5 foam sheathing. 
M Below grade walls shall be insulated either on the exterior or on the 
interior. Exterior insulation installed on below grade walls shall be a 
water resistant material, manufactured for its intended use, and installed 
according to the manufacturer's specifications. See section 602.2. 
5 Floors over crawl spaces or exposed to ambient air conditions. 
6 


Required slab perimeter insulation shall be a water resistant material, 
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SECTION 628 TABLE 6-4 


OPTION HVAC’ GLAZING  GIAZING | DOORS | CEILING VAULTED WALI, WALL-int® WALLeext FLOOR? — SrAPÓ 
EQUIP. $ FLOOR U-VALUE U-VALUE CEILING! ABOVE BELOW BELOW ON 
EFFIC. AREA GRADE GRADE GRADE GRADE 
I. Med. 10% 0.70 0.40 R-38 R-30 R-19 R-19 R-12 R-25 R-10 
п. Меа. 12% 0.65 0.40 R-38 R-30 R-19 R-19 R-12 R-25 R-10 
пт. High 17% 0.65 0.40 R-38 R-30 ' R-19 R-19 R-12 R-25 R-10 
IV. Med. 17% 0.60 0.40 R-38 R-30 R-19 R-19 R-12 R-30 — R-10 
v. Low 17$ 0.50 0.40 R-38 R-30 R-19 R-19 R-12 R-30 R-10 
VI. Med. 21% 0.50 0.40 R-38 R-30 R-19 R-19 R-12 R-30 R-10 
* 
VII. Med. 25$ 0.4 o? 0.40 R-38 R-30 R-19 R-19 R-12 R-30) . R-10 
VIII. Med. 30% 0. 357 0.40 R-38 R-30 R-19 R-19 R-12 R-30 R-10 
i Reference Case P Required slab perimeter insulation shall be a water resistant material, 
1 manufactured for its intended use, and installed according to 
Minimum requirements for each option listed. For example, if a proposed manufacturer's specifications, See section 602.4. 


design has a glazing ratio to the conditioned floor area of 19X, it shall 


comply with all of the requirements of the 21% glazing option(or higher). е The following options shall be applicable to buildings less than three 
Proposed designs which cannot meet the Specific requirements of a listed stories: 0.45 maximum for glazing areas of 25% or less; 0.40 maximum for 
option above, may calculate compliance by Chapters 4 or 5 of this Code. glazing areas of 30% or less. 
Requirement applies to all ceilings except Single rafter or joist vaulted 8 This wall insulation requirement denotes R-19 wall cavity insulation plus 
ceilings. ‘Adv! denotes Advanced Framed Ceiling. R-5 foam sheathing. 
3 Requirement applicable only to single rafter or joist vaulted ceilings. 9 Minimum HVAC Equipment efficiency requirement for combustion 
К y ç appliances.'Low! denotes an AFUE of 0.74. 'Med.' denotes an AFUE of 0.78. 
4 Below grade walls shall be insulated either on the exterior or on the High» denotes an AFUE of 0.88 Sb greater, s 
interior. Exterior insulation installed on below grade walls shall be a Minimum HVAC Equipment efficiency requirement for heat pumps. ‘Low! 
water resistant material, manufactured for its intended use, and installed denotes an HSPF of 6.35. Med: demotes and HSPF of 6.8. 'High' denotes 
according to the manufacturer's specifications. Seesection 602.2. and HSPF of 7.7, Water and ground source heat pumps shall be considered 
n Н ы medium efficie nd h ini P ired in Table 5-7. 
5 Floors over crawl spaces ог exposed to ambient air conditions. Ж За ӘНЕ ыс M LM xL 
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NEW SECTION 
WAC 51-11-0629 TABLE 6-5. 


SECTION 629 TABIE 6—5 . 
IOG HOMES PRESCRIPTIVE REQUIREMENTS! 
HEATING BY ELECTRIC RESISTANCE 


eee 


AVERAGE! GLAZING GIAZING DOORS CEILING! VAULTED’ FIOR?  SIAB* 
OPTION LOG % FLOOR  U-VAIDE U-VAIIJE CEILING сы 
THICKNESS AREA GRADE: 


I. 5.5" 15% 0.31 0.14 R-60 Adv R-38 R-38 R-10 
Yr.” 7.5" 15$ 0.40 0.20 R-60 Adv R-38 R-30 R-10 
пт." 9.6" 15% 0.40 0.20 R-38 R-30 R-30 R-10 


Iv.’ 6.7" 15% 0.31 0.14 R-60 Adv R-38 R-38 R-10 
ve 8.7" 15% 0.40 0.14 R-60 Adv R-38 R-38 R-10 
vi.” 9.8" 15% 0.40 0.20 R-60 Adv R-38 R-30 R-10 
vir." 10.5" 15$ 0.40 0.20 R-49 Adv R-38 R-30 R-10 
VIII." 13.5" 15$ 0.40 0.20 R-38 R-30 R-30 R-10 


Reference Case 


For Group R Occupancy use Table 6-5 for only the portion of floor area using log/solid timber walls. Use Tables 6-1 to 
6-4 for all other portions of the floor area. Minimum requirements are for each option listed. Interpolations between 
options is not permitted. Proposed designs which cannot meet the specific requirements of a Listed option above, may 
calculate compliance by Chapters 4 or 5 of this Code. 


2 Required minimum average log thickness. 

3 'Adv! denotes Advanced Framing. Requirement applies to all ceilings except single rafter joist vaulted ceilings. 

4 Requirement applicable only to single rafter joist vaulted ceilings. 

5 Floors over crawl spaces or exposed to ambient air conditions. 

6 Required slab perimeter insulation shall be water-resistant material, manufactured for its intended use, and installed 
according to manufacturer's specifications. 

7 


These options shall be applicable to buildings less than three stories. 
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NEW SECTION 
WAC 51-11-0630 TABLE 6-6. 


SECTION 630 ТАНГЕ 6-6 


IOG HOMES PRESCRIPTIVE REQUIREMENTS! 
HEATING BY OTHER FUEIS 


м—М M ———— 


OPTION | AVERAGE! GLAZING  GIAZING | DOORS | | CEILING! VAULTED’ FLOOR? stan® 
LOG $ FIOOR U-VAWE  U-VAIUE . CEILING ON 
THICKNESS АРҒА GRADE 


RR 9 O 


CLIMATE ZONE 1 


X. 3.5" 21% 0.40 0.39 R-49 Adv R-38 ` R-30 R-10 
п. 4.4" 21% 0.40 0.40 | R-38 R-30 R-19 R-10 
тт. 5.2" 21% .0.50 0.40 R-38 R-30 R-19 R-10 
IV. 6.5" 21% 0.60 0.40 R-38 R-30 R-19 R-10 
V. 7.0" 21% 0.60 0.40 R-38 R-30 R-19 | R-10 
vi." 8.2" 21% 0.65 0.40 R-38 R-30 R-19 . R-10 


CLIMATE ZONE 2 


vir." 3.5" 17% 0.31 0.14 R-60 Adv R-38 R38 R10 
vini? 3.5" 17$ 0.40 0.40 R-60 Adv ^ R38 .  R-30 R10 
rx.” 4.6" 17% 0.40 0.40 R60 Adv R-38 R-30 R10 
x. 5.4" 17% 0.40 0.40 R-38 R-30 R-30 R10 
xr. 6.8" 17% 0.50 | 0.40 R-38 | R-30 R30 R10 
xm.' 9.0" 17% 0.60 0.40 R-38 R-30 R-30 R10 


Reference Case 


1 For Group R Occupancy use Table 6-6 for only the portion of floor area using log/solid timber walls. Use Tables 6-1 to 


6-4 for all other portions of the floor area. Minimum requirements are for each option Listed. Interpolations between 
options is not permitted. Proposed designs which cannot meet the specific requirements of a listed option above, may 
calculate compliance by Chapters 4 or 5 of this Code. 

Required minimum average log thickness. 

'Adv' denotes Advanced Framing. Requirement applies to all ceilings except single rafter joist vaulted ceilings. 
Requirement applicable only to single rafter joist vaulted ceilings. 


Floors over crawl spaces or exposed to ambient air conditions. 


Required slab perimeter insulation shall be water-resistant materiel, manufactured for its intended use, and installed 
according to manufacturer's specifications. ae 


These options shall be applicable to buildings less than three stories. 


For this option, minimum HVAC system efficiency is an AFUE of 0.88. 
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NEW SECTION 
WAC 51-11-0631 TABLE 6-7. 


SECTION 631 : TABLE 6-7  _ | 

OTHER THAN GROUP R OCCUPANCTES PRESCRIPTIVE REQUIREMENTS 
eee 
COMPONENT ZONE I ZONE II 


SYSTEM TYPE ANY ANY 
ROOF/CEILINGS R-30 R-30 
EXTERIOR WALLS R-11 R-11 
FLOORS OVER 

UNCONDITIONED SPACE | R-11 R-11 
BELOW GRADE WALLS R-4 R-5 
SLAB ON GRADE FIOORS! R-7 R-10 
GLAZING TYPE Double” Double” 


MAXIMUM TOTAL GLAŻING AREA 
(* of Gross Exterior Wall Area) 32% 22% 


! Insulation shall be a water-resistant material, manufactured for its 


intended use, and installed to manufacturer's Specifications. 


^ Double! denotes a minimum air Space between glazings of 1/2 inch. 
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AMENDATORY SECTION (Amending WSR 91-01-112, filed 
12/19/90, effective 7/1/91) 


WAC 51-11-1000 CHAPTER 10. 
Section 1000 Default heat-loss coefficients ((for-site-built-single-and 
mruritifamity-homres) ). 


WSR 91-16-112 
PROPOSED RULES 
BUILDING CODE COUNCIL 
[Filed August 7, 1991, 4:14 p.m.] 


Original Notice. 

Title of Rule: Chapter 51-16 WAC, Washington 
State Building Code. 

Purpose: Repeal chapter 51-16 WAC, Washington 
State Building Code. 

Statutory Authority for Adoption: RCW 19.27.074. 

Statute Being Implemented: Chapter 19.27 RCW. 

Summary: The Washington State Building Code, 
chapter 51-16 WAC, is to be repealed. The adoption of 
the Uniform Building Code, Uniform Mechanical Code, 
Uniform Fire Code, and the Uniform Plumbing Code 
will be through separate WAC chapters. 

Reasons Supporting Proposal: The four uniform codes 
with amendments will be adopted into separate chapters 
of the Washington Administrative Code, i.e., chapters 
51-20, 51-22, 51-24, and 51-26 WAC. 

Name of Agency Personnel Responsible for Drafting 
and Implementation: Donna Voss, Ninth and Columbia 
Building, GH-51, Olympia, Washington 98504-4151, 
(206) 586-8999; and Enforcement: Local governments. 

Name of Proponent: State Building Code Council, 
governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: Repeal of chapter 51-16 WAC for the purpose of 
adopting separately each of the uniform codes and stan- 
dards. Each of the uniform codes and standards, with 
their respective amendments will be adopted as follows: 
Chapter 51-20 WAC, Uniform Building Code; chapter 
51-21 WAC, Uniform Building Code Standards; chap- 
ter 51-22 WAC, Uniform Mechanical Code; chapter 
51-24 WAC, Uniform Fire Code; chapter 51-25 WAC, 
Uniform Fire Code Standards; chapter 51-26 WAC, 
Uniform Plumbing Code; and chapter 51-27 WAC, 
Uniform Plumbing code Standards. The effective date of 
the repeal of chapter 51-16 WAC will be simultaneous 
with the effective date for each of the new WAC chap- 
ters. No effect should occur with the repeal of this 
chapter. 

Proposal does not change existing rules. 

Proposal relocates existing rules into RCW chapters 
of the WAC. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

The council has reconsidered whether this rule is sub- 
ject to the Regulatory Fairness Act and has determined 
that it is not, since the repeal of chapter 51-16 WAC 
will have no economic impact. The Uniform Building 
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Code and Standards, Uniform Mechanical Code, Uni- 
form Fire Code and Standards, and the Uniform 
Plumbing Code and Standards will be adopted under 
chapters 51—20, 51—22, 51—24, and 51-26 WAC respec- 
tively, with their associated amendments. The effective 
date of the repeal will be simultaneous with the effective 
date for each of the new chapters. 

Hearing Location: City Council Chambers, Spokane 
City Hall, West 808 Spokane Falls Boulevard, Spokane, 
WA 99201, on Friday, September 13, 1991, at 9:00 
a.m.; and at the Alpine Ballroom, Seattle Airport 
Hilton, 17620 Pacific Highway South, SeaTac, WA 
98188, on Friday, September 20, 1991, at 9:00 a.m. 

Submit Written Comments to: Gene Colin, Chair, 
State Building Code Council, Ninth and Columbia 
Building, GH-51, Olympia, Washington 98504-4151, 
by September 25, 1991. 

Date of Intended Adoption: November 8, 1991. 

| July 12, 1991 
Gene J. Colin 
Chair 


REPEALER 


The following sections of the Washington Administrative Code are 
repealed: 


WAC 51-16-010 AUTHORITY. 

WAC 51-16-020 PURPOSE. 

WAC 51-16-030 UNIFORM BUILDING CODE AND UNI- 
FORM BUILDING CODE STANDARDS. 

WAC 51-16-040 UNIFORM MECHANICAL CODE. 3 

WAC 51-16-050 UNIFORM FIRE CODE AND UNIFORM 
FIRE CODE STANDARDS. 

WAC 51-16-060 UNIFORM PLUMBING CODE AND UNI- 
FORM PLUMBING CODE STANDARDS. 

WAC 51-16-070 EXCEPTIONS. 

WAC 51-16-080 PERMIT EXEMPTIONS GUIDELINE. 

WAC 51-16-100 REVIEW OF CITY AND COUNTY 
AMENDMENTS PREVIOUSLY APPROVED BY THE 
COUNCIL. NE 


WSR 91-16-113 
PROPOSED RULES 
BUILDING CODE COUNCIL 
[Filed August 7, 1991, 4:17 p.m.] 


Original Notice. 

Title of Rule: Chapter 51-20 WAC, adoption and 
amendment of the 1991 edition of the Uniform Building 
Code, and chapter 51-21 WAC, adoption and amend- 
ment of the 1991 edition of the Uniform Building Code 
Standards. 

Purpose: To consider whether to adopt, or amend and 
adopt the 1991 Uniform Building Code and Uniform 
Building Code Standards, which includes incorporation 
of the State Regulations for Barrier-Free. Facilities, , 
chapter 51-10 WAC, into chapter 31 of the code. Also 
under consideration will be adoption of code require- 
ments mandated by legislation that was passed and en- 
acted during the 1991 legislative session. Amendments 
include use of solid fuel burning appliances as a primary 
heat source in new buildings, emission standards for sol- 
id fuel burning appliances, fire suppression systems in 
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new school buildings, and space allocation standards for 
recyclable materials storage in new multi-family and 
commercial buildings. 

Other Identifying Information: Copies of the 1991 
Uniform Building Code and Uniform Building Code 
Standards are available from: The International Confer- 
ence of Building Officials, 5360 South Workman Mill 
Road, Whittier, California 90601. 

Statutory Authority for Adoption: RCW 19.27.074 
and 70.92.140. 

Statute Being Implemented: Chapters 19.27 and 70.92 
RCW, and chapters 170, 199 and 298, Laws of 1991. _ 

Summary: The proposed rule includes adoption of the 
1991 Uniform Building Code and Uniform Building 
Code Standards, with amendments. The rule incorpo- 
rates the state regulations for barrier-free facilities with 
substantial amendments, into chapter 31. The substan- 
tial amendments include adopting the requirements of 
the Federal Fair Housing Act Amendments of 1988, 24 
CFR, Chapter I, Subchapter A, Appendix IIT, and the 
Americans with Disabilities Act of 1990, 28 CFR, Part 
35. Additional amendments address construction re- 
quirements for long term residential care, retaining 1988 
UBC ramp slope requirements for aisles, fire suppression 
equipment for new schools, space allocation require- 
ments for storage of recyclable materials, and exclusion 
of woodstoves as a primary source of heat in new resi- 
dential buildings in certain counties. 

Reasons Supporting Proposal: Chapters 19.27 and 70- 
92 RCW; Federal Fair Housing Act Amendments of 
1988; Americans with Disabilities Act of 1990; chapters 
170, 199 and 298, Laws of 1991. 

Name of Agency Personnel Responsible for Drafting 
and Implementation: Donna Voss and Willy O'Neil, 9th 
and Columbia Building, Mailstop GH-51, Olympia, 
Washington, (206) 586—8999, (206) 586-0486: апа Еп- 
forcement: Local governments. 

Name of Proponent: State Building Code Council, 
governmental. 

Agency Comments or Recommendations, if any, as to 
Statutory Language, Implementation, Enforcement, and 
Fiscal Matters: The council especially seeks comments 
on the following issues and options that are proposed in 
the rule: WAC 51-20-0104(b), Option: Add an excep- 
tion to the section on additions, alterations or repairs 
which allows structural alterations to not meet the full 
code requirements, dependent on certain conditions; 
WAC 51-20-0307, Option: Addresses when structural 
observations will be required to be made by an engineer 
or architect and to whom deficiencies will be reported to; 
WAC 51-20-0417, adds a definition for portable school 
classroom; WAC ‘51-20-0419, adds a definition for re- 
cycled materials; WAC 51-20-0420, Option: Revise the 
definition for structural observation; WAC 51-20—0420, 
Option: Revise the definition for surgical area; WAC 
51-20-0503(а), Option: Add an exception for occupancy 
separation requirements for certain Group B, Division 2 
Оссирапсіеѕ; WAC 51-20-0504(b), Option: Retains 
wording from 1988 UBC for projections beyond the ex- 
terior walls; WAC 51-20-0514, limits woodstove instal- 
lations as primary heat sources in areas with poor out- 
door air quality; WAC 51-20-0515, provides solid fuel 
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burning device standards for air emissions; WAC 51- 
20-0516, provides space allocation standards for all oc- 
cupancies, except Group R and Group M Occupancies; 
WAC 51-20-0551, Option: Table No. 5-В. Delete foot- 
note 2 from table as well as the footnote reference 2 to 
B-3. This would allow open parking garages next to area 
separation walls; WAC 51—20—0554, Option: Table No. 
5-E. Minimum Plumbing Facilities. This table is pro- 
posed to be placed either in the Uniform Building Code 
or in the Uniform Plumbing Code; WAC 51-20-0555, 
Table No. 5-F. Minimum Size Requirements for Exte- 
rior Solid Waste and Recycling Storage Areas; WAC 
51-20—0605, Option: Clarification that the point of dis- 
charge for an exhaust system is required to be 3 feet 
from operable openings; WAC 51-20-0610, Option: De- 
lete reference to "confusing" sounds to be stopped in 
amusement buildings with the activation of a smoke- 
detection system; WAC 51-20-0702(с), Option: Include 
suites of laboratories as one space for the purpose of oc- 
cupancy separation walls. Also revise the occupant load 
requirements for exiting purposes; WAC 51-20-1011, 
add a section on the construction requirements for hos- 
pital suites; WAC 51-20-1216, add space allocation 
standards for recycled materials in Group R, Division 1 
buildings; WAC 51-20-1223 through 51-20-1234, 
should construction standards for long-term residential 
care facilities be adopted as a statewide minimum code 
requirement, or as an optional appendix chapter (see 
WAC 51-20-91223 through 51-20-91234); WAC 51- 
20-1223, shall long-term residential care facilities be 
required to meet the State Regulations for Barrier-Free 
Facilities; WAC 51-20-1224, shall an approved sprin- 
kler system meeting UBC Standard No. 38-1 or 38-3 be 
required for increases in square footage in Group R, Di- 
vision 4 Occupancies; WAC 51-20-1226(с), shall the: 
required corridor width for Group R, Division 4 and 5 
Occupancies be 36 inches ог 44 inches; WAC 51-20- 
1226(d), shall the required stairway width for Group R, 
Division 5 Occupancies be 36 inches or 44 inches; WAC 
51-20-1251, Table No. 12-A. Minimum Size Require- 
ments for Exterior Solid Waste and Recycling Storage 
Areas; WAC 51-20-1807(f), Option: Dimensional re- 
quirements in central control station rooms in B-2 and 
R-1 Occupancies; WAC 51-20-2312, Option: Revise 
the basic wind speed for Exposure D to more than 80 
miles per hour; WAC 51-20-2710, Option: Delete 
exception for columns in single story buildings of special 
moment-resisting [motion-resisting] frame construction; 
WAC 51-20-3007, Option: Adds an additional excep- 
tion to the area and separation requirements for veneers 
of approved plastic materials; and WAC 51-20-3100, 
chapter 31, Accessibility. 

Note: The State Regulations for Barrier-Free Facili- 
ties, chapter 51-10 WAC, are proposed for incorpora- 
tion with substantive amendments, into WAC 51-20- 
3100. Key Issues: Final U.S. Department of Justice 
Americans with Disabilities Act guidelines. The pro- 
posed rule may be substantively modified to incorporate 
changes adopted in the final Americans with Disabilities 
Act (ADA) guidelines, which are scheduled for publica- 
tion July 26, 1991. The council seeks comment on which 
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ADA requirements are appropriate as building code re- 
quirements: Wheelchair space dimensions. The standard 
dimension for single wheelchair spaces is 30 inches by 48 
inches. The council seeks comment on whether this di- 
mension should be increased to 30 inches by 51 inches in 
order to accommodate motorized wheelchairs. The fol- 
lowing sections include requirements for wheelchair 
space dimensions: WAC 51—20—3104 (b) 2., 51-20-3106 
(b) 3., 51-20-3106 (k) 4. and 5., 51-20-3106 (m) 1., 
51-20-3106 (n) 1., 51-20-3106 (r) 1., 51-20-3106 (s) 
1., and 51-20-3106 (u) 1. В. 

Options: WAC 51-20-3103 (a) 1. Exception 2. 
Should the elevator exemption for floors above or below 
fully accessible levels be based on occupant load, or 
square footage? WAC 51-20-3103 (a) 1. Exception 3. 
.Should construction site offices be specifically exempted 
from compliance with the access requirements? WAC 
51-20-3103 (a) 6. E. Should accessible jail and prison 
rooms or cells be required for 1 in every 100 or 1 in ev- 
егу 50 rooms? WAC 51-20-3103 (a) 8. B., Exception 4. 
Should a site terrain exemption be adopted for Group R, 
Division 1 apartment buildings (Note: This also includes 
adoption of revised Appendix Chapter 31, Division 1,)? 
WAC 51-20-3104 (b) 1. C. Shall a portion of a опе- 
hour fire—resistive corridor complying: with 51-20-3305 
(g) and .(h) located immediately next to an exit enclo- 
sure be considered an area of rescue assistance? WAC 
51-20-3104 (b) 3. What should be the minimum clear 
width of stairways adjacent to areas of rescue assistance 
(3 options are provided)? WAC 51-20-3104(4). Shall 
areas adjacent to an elevator where no lobby is provided 
be allowed as areas of rescue assistance? WAC 51-20- 
3105 (d) 5. Shall accessible fixed tables be provided at a 
rate of 5% or 10% of the total number of fixed tables? 
WAC 51-20-3106 (d) 1. Shall the minimum width for 
exterior accessible routes of travel be increased to 44 
inches? WAC 51-20-3106 (p) 3. B. Shall all interior 
signs with the International Symbol of Access be re- 
quired to be white with a blue background? WAC 51- 
20-3152, Table 31-В. Shall accessible Type A units be 
required at a rate of 3% or 5% in Group К, Division 1 
apartment buildings? WAC :51-20-3207(с), . Option: 
Add an exception to allow storm drain overflow leaders 
to be connected. to the vertical riser to the roof drain. 
WAC 51-20-3305 (h) 2. Option: Retain language from 
1988 UBC for openings other than doors in corridors. 
WAC 51-20-3315(e), Option: Add exception for ramp 
slope of aisles in theaters. Ramp slope exception from 
1988 UBC. WAC 51-20-3315(f), Option: Reference 
added for exception as noted in WAC 51-20-3315(е). 
WAC 51-20-3350, Option: Table No. 33-A. Adds min- 
imum egress requirements for laboratories. WAC 51- 
20-3802(e), requires automatic fire-extinguishing sys- 
tems in Group E, Division 1 Occupancies. WAC 51-20- 
3901(b), Option: Clarify the definition of legitimate 
stage. WAC 51-20-3903(с), Option: Revise the degree 
of the travel arc from 115 to 90 for a vent when the ap- 
propriate counterforce is applied. WAC 51-20-3903(е), 
Option: Clarification that gridirons are not considered 
flooring. WAC 51-20-5401 (a) 1. Option: Revise excep- 
tion for Group R and M Occupancies exterior glass and 
glazing. Revision changes minimum basic wind speed to 
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more than 80 miles per hour. WAC 51-20-91223 
through 51-20-91234, Option: Provide construction 
standards for long-term residential care facilities for 
semi- and nonambulatory occupants as an appendix. 
Alternatively, these statements may be adopted in 
Chapter 12 as minimum construction standards in WAC 
51-20-1223 through 51-20-1234. 

Rule is necessary because of federal law: Citation: 
Federal Fair Housing Act Amendments of 1988 (24 
CFR Chapter 1, Subchapter A, Appendix III) and the 
Americans with Disabilities Act of 1990 (28 CFR, Part 
35). : 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: The purpose is to amend and adopt the 1991 Uni- 
form Building Code and the 1991 Uniform Building 
Code Standards, which incorporate the State Regula- 
tions for Barrier-Free Facilities (currently chapter 51— 
10 WAC) into chapter 31 of the code. As proposed, the 
barrier-free regulations in chapter 31 have been greatly 
expanded to conform to the Federal Fair Housing Act 
Guidelines as adopted by the U.S. Department of Hous- 
ing and Urban Development, and the Americans with 
Disabilities Act guidelines as adopted by the U.S. De- 
partment of Justice. The rule proposes changes that 
would allow residential buildings to be used for the 
long-term care of up to 16 ambulatory, semi- and non- 
ambulatory occupants without meeting the strict code 
requirements for Group I, Division 1.1 Occupancies. The 
rule also proposes the adoption of requirements that 
were passed and enacted by the 1991 legislature that in- 
clude: Adoption of space requirements for the storage of 
recyclable materials in multi-family residential and 
commercial buildings; and adoption of requirements for 
fire suppression equipment in all new school buildings 
classed as Group E, Division 1 Occupancies, except 
portable classrooms; and, exclusion of solid fuel burning 
appliances as the primary source of heat.in new and 
substantially remodeled buildings in areas with existing 


„air quality problems; and adoption of emission standards 


for solid fuel burning appliances in new buildings. 
Proposal, Changes the Following Existing Rules: The 
proposal updates the state's Uniform Building Code 
from the 1988 to the 1991 version. The proposal also 
expands the scope of the. State Regulations for Barrier- 


‘Free Facilities which are proposed for incorporation into 


chapter 31 of the UBC. In addition, the proposal adopts 
new requirements mandated by legislation passed and 
enacted during the 1991 legislature including require- 
ments for use of solid fuel burning appliances as.a pri- 
mary heat source in new buildings, emission standards 
for solid fuel burning appliances in new buildings, fire 
suppression systems in new school buildings, and space 
allocation standards for recyclable materials storage in 
new multi-family buildings. | 
Small Business Economic Impact Statement: The 
small business economic impacts have been analyzed for 
the proposed statewide amendments to the 1991 Uni- 
form Building Code that have not been previously 
adopted by the council. The following is a section by 
section analysis of the changes and possible small busi- 
ness economic impacts. WAC 51-20-0001 - 51-20- 
02999, administrative chapters amended, no economic 
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impacts on small business anticipated; WAC 51-20- 
0307, the proposed changes to the 1991 UBC would re- 
duce requirements that structural engineers or architects 
‘be required to make structural observations in Seismic 
Zones 3 and 4. Costs associated with bonding and insur- 
ance for structural engineers or architects may also be 
reduced; WAC 51-20-0404 - 51-20-0499, definitions 
adopted and amended, no economic impacts on small 
business anticipated; WAC 51-20-0503(а), additional 
exception from occupancy separation requirements for 
some Group B, Division 2 Occupancies, would reduce 
construction costs for those occupancies and therefore 
economic impacts on small businesses in those occupan- 
cy classifications; WAC 51—20—0514, may have a small 
impact on small businesses that plan to utilize 
woodstoves as a primary source of heat in a new building 
although many local governments currently do not allow 
the use of woodstoves for a primary source of heat; 
WAC 51-20-0515, adopts EPA emission standards for 
woodstoves, which could add from $20 to $50 to the 
manufacturing price of a new woodstove. This would be 
an impact on small woodstove manufacturers in the 
state; WAC 51-20-0516, would require additional space 
‘outside multi-family and commercial buildings for the 
storage of recyclable materials. The costs for the addi- 
tional space are difficult to quantify but may include 
minimal costs of labor and materials for construction of 
the exterior space; WAC 51-20-0551, Table No. 5-B. 
No economic impacts on small business are anticipated; 
WAC 51-20-0554, Table No. 5-Е proposes adoption of 
Appendix Chapter C of the Uniform Plumbing Code 
into the Uniform Building Code. The table requires that 
in some cases additional plumbing fixtures, including 
water closets and urinals be installed in assembly areas, 
institutional buildings, office buildings and other occu- 
pancies. Small businesses constructing new buildings 
may be impacted by the costs of additional water closets. 
The cost of an additional water closet or urinal is esti- 
mated at $500 to $1500 for labor and materials depend- 
ing on the type of fixture and the occupancy in which it 
is installed. The costs of the additional space required 
аге difficult to quantify; WAC 51-20-0555, see WAC 
51-20-0516 above; WAC 51-20-0605, editorial amend- 
ment, no economic impacts on small business are antici- 
pated; WAC 51-20-0610, editorial amendment, no есо- 
nomic impact an small business are anticipated; WAC 
51-20-0702(с), occupancy separation requirements for 
suites of laboratories that are not in schools are reduced 
which would reduce the costs to small businesses build- 
ing new suites of laboratories; WAC 51—20-1011, occu- 
pancy separation requirements for certain hospital suites 
are reduced which would reduce the costs of construct- 
ing those suites. This would provide a positive economic 
impact for small hospitals utilizing the suite concept; 
WAC 51-20-1216, see WAC 51-20-0516 above; WAC 
51-20-1223 — 51-20-1234, provides alternative con- 
struction standards for conversion of residential build- 
ings into long-term residential care facilities. The pro- 
posal would reduce the costs of conversion for long-term 
residential care facilities with over 5 occupants and in- 
crease costs for long-term residential care facilities with 
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5 or less occupants. The increase in cost would be de- 
pendent on the type of residence being converted; WAC 
51-20-1251, see WAC 51-20-0516 above; WAC 51- 
20-1807(f), no economic impacts on small business are 
anticipated; WAC 51-20-2312, would reduce building 
structural requirements for basic wind speeds and there- 
fore reduce costs for small businesses constructing new 
buildings; WAC 51—20—2710, would delete the exception 
for columns in special moment-resisting [motion-resist- 
ing] frame construction for single story buildings. Small 
businesses constructing single story buildings may incur 
additional costs meeting the requirement in wood frame 
buildings; WAC 51-20-3007, would add an exception 
from area and separation requirements for veneers of 
approved plastic materials. No economic impacts on 
small business are anticipated; WAC 51-20-3100, 
amendments related to chapter 31 of the Uniform 
Building Code, either maintain existing rule found in 
chapter 51-10 WAC or are adopted solely for the pur- 
pose of conformity with federal law and regulations and 
are therefore exempt from compliance with the require- 
ments of the Regulatory Fairness Act; WAC 51—20— 
3207, allows storm drains to be connected to the vertical 
riser to the roof drain. May slightly decrease construc- 
tion costs since an independent drain line would not be 
required; WAC 51-20-3350, clarifies minimum egress 
requirements for laboratories, no economic impacts on 
small business are anticipated; WAC 51-20-3802(е), 
requires installation of fire-extinguishing system in all 
new Group E, Division 1 Occupancies. Small private 
schools constructing new facilities for more than 50 stu- 
dents, may incur costs of $1.50 to $2.50 per square foot 
for installation of a fire extinguishing system. These 
costs could be offset by savings from reduced insurance 
rates due to improved protection of property; WAC 51- 
20-3901(b), clarifies definition of legitimate stage. No 
economic impacts on small business are anticipated; 
WAC 51—20—3903(c), editorial amendment, no econom- 
ic impacts on small business are anticipated; WAC 51— 
20-3903(e), editorial amendment, no economic impacts 
on small business are anticipated; and WAC 51-20- 
5401 (a) 1, would reduce structural requirements for 
glazing for basic wind speeds in residential and agricul- 
tural buildings, and therefore reduce costs for construct- 
ing those buildings. 

Hearing Location: City Council Chambers, Spokane 
City Hall, West 808 Spokane Falls Boulevard, Spokane, 
WA 99201, on September 13, 1991, at 9:00 a.m.; and at 
the Alpine Ballroom, Seattle Airport Hilton, 17620 Pa- 
cific Highway South, Sea Тас, WA 98188, on September 
20, 1991, at 9:00 a.m. 

Submit Written Comments to: Gene Colin, State 
Building Code Council, Ninth and Columbia Building, 
Mailstop GH-51, Olympia, WA 98504—4151, by Sep- 
tember 20, 1991. 

Date of Intended Adoption: November 8, 1991. 

July 12, 1991 
Gene Colin 
Chair 


Chapter 51-20 WAC 
STATE BUILDING CODE ADOPTION AND AMENDMENT 
OF THE 1991 EDITION OF THE UNIFORM BUILDING CODE 
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NEW SECTION 


WAC 51-20-001 AUTHORITY. These rules are adopted under 
the authority of chapter 19.27 RCW. 


NEW SECTION 


WAC 51-20-002 PURPOSE. The purpose of these rules is to im- 
plement the provisions of chapter 19.27 RCW, which provides that the 
state building code council shall maintain the State Building Code in a 
status which is consistent with the purpose as set forth in RCW 19.27- 
.020. In maintaining the codes the council shall regularly review up- 
dated versions of the codes adopted under the act, and other pertinent 
information, and shall amend the codes as deemed appropriate by the 
council. 


NEW SECTION 


WAC 51-20-003 UNIFORM BUILDING CODE. The 1991 
edition of the Uniform Building Code as published by the International 
Conference of Building Officials is hereby adopted by reference with 
the following additions, deletions, and exceptions. 


NEW SECTION 


WAC 51-20-004 CONFLICTS WITH WASHINGTON 
STATE VENTILATION AND INDOOR AIR QUALITY CODE. 
In the case of conflict between the ventilation requirements of section 
605, section 705, section 905, and section 1205 of this code and the 
ventilation requirements of chapter 51-13 WAC, the Washington 
State Ventilation and Indoor Air Quality Code, the provisions of the 
ventilation and indoor air quality code shall govern. 


NEW SECTION 


WAC 51-20-005 UNIFORM BUILDING CODE REQUIRE- 
MENTS FOR BARRIER-FREE ACCESSIBILITY. Chapter 31 and 
other Uniform Building Code requirements for barrier-free access are 
adopted pursuant to chapters 70.92 and 19.27 RCW. 

Pursuant to RCW 19.27.040, Chapter 31 and other UBC related 
requirements affecting barrier-free access shall not be amended by lo- 
cal governments. 


NEW SECTION 


WAC 51-20-007 EXCEPTIONS. The exceptions and amend- 
ments to the Uniform Building Code contained in the provisions of 
chapter 19.27 RCW shall apply in case of conflict with any of the pro- 
visions of these rules. 


NEW SECTION 


WAC 51-20-008 IMPLEMENTATION. The Uniform Building 
Code adopted under chapter 51-20 WAC shall become effective in all 
counties and cities of this state on July 1, 1989, unless local amend- 
ments have been approved by the state building code council. 


NEW SECTION 


WAC 51-20-009 PERMIT EXEMPTIONS GUIDELINE. Cites 
and counties are permitted the option of adopting a one thousand five 
hundred dollar building permit exemption for certain construction and 
alteration activities for Group К, Division 3 and Group M, Division 1 
Occupancies. To adopt the permit exemption guideline, the following 
section of the 1991 Uniform Building Code shall be amended as 
follows: 

(1) Section 301 (b) of the Uniform Building Code shall be amended 
to read as follows: 

(b) Work Exempted from Permit. A building permit shall not be re- 
quired for the following: 

1. One-story detached accessory buildings used as tool and storage 
sheds, playhouses and similar uses, provided the projected roof area 
does not exceed 120 square feet. 

2. Fences not over 6 feet high. 

3. Ой derricks. 

4. Movable cases, counters and partitions not over 5 feet 9 inches 
high. ` 

5. Retaining walls which are not over 4 feet in height measured 
from the bottom of the footing to the top of the wall, unless supporting 
a surcharge or impounding Class I, II or III-A liquids. 
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6. Water tanks supported directly upon grade if the capacity does 
not exceed 5,000 gallons and the ratio of height to diameter or width 
does not exceed two to one. 

7. Platforms, walks and driveways not more than 30 inches above 
grade and not over any basement or story below. 

8. Painting, papering and similar finish work. 

9. Temporary motion picture, television and theater stage sets and 
scenery. 

10. Window awnings supported by an exterior wall of Group R, Di- 
vision 3, and Group M Occupancies when projecting not more than 54 
inches. 

11. Prefabricated swimming pools accessory to a Group R, Division 
3 Occupancy in which the pool walls are entirely above the adjacent 
grade and if the capacity does not exceed 5,000 gallons. 

12. Minor construction and alteration activities to Group R, Division 
3 and Group M, Division 1 Occupancies, as determined by the build- 
ing official, which the total valuation, as determined in Section 304 (b) 
or as documented by the applicant to the satisfaction of the building 
official, does not exceed one thousand five hundred dollars in any 
twelve-month period: PROVIDED, That the construction and/or al- 
teration activity does not affect any structural components, or reduce 
existing egress, light, air, and ventilation conditions. This exemption 
does not include electrical, plumbing, or mechanical activities. The 
permit exemption shall not otherwise exempt the construction or alter- 
ation from the substantive standards of the codes enumerated in RCW 
19.27.031, as amended and maintained by the State Building Code 
Council under RCW 19.27.070. 

Unless otherwise exempted, separate plumbing, electrical, and me- 
chanical permits will be required for the above-exempted items. 

Exemption from the permit requirements of this code shall not be 
deemed to grant authorization for any work to be done in any manner 
in violation of the provisions of this code or any other laws or ordi- 
nances of this jurisdiction. 

(2) The adoption of an ordinance or resolution by cities and counties 
for the purpose to provide for a permit exemption as outlined in this 
section, shall not be considered a local government residential amend- 
ment requiring approval by the State Building Code Council. 


NEW SECTION 
WAC 51-20-0100 CHAPTER 1. Title, scope and general. 


NEW SECTION 


WAC 51-20-0104 APPLICATION TO EXISTING BUILD- 
INGS AND STRUCTURES. Section 104. (a) General. Buildings and 
structures to which additions, alterations or repairs are made shall 
comply with all the requirements of this code for new facilities except 
as specifically provided in this section. See Section 1210 for provisions 
requiring installation of smoke detectors in existing Group R, Division 
3 Occupancies. 

(b) Additions, Alterations or Repairs. Additions, alterations or re- 
pairs may be made to any building or structure without requiring the 
existing building or structure to comply with all the requirements of 
this code, provided the addition, alteration or repair conforms to that 
required for a new building or structure. Additions or alterations shall 
not be made to an existing building or structure which will cause the 
existing building or structure to be in violation of any of the provisions 
of this code nor shall such additions or alterations cause the existing 
building or structure to become unsafe. An unsafe condition shall be 
deemed to have been created if an addition or alteration will cause the 
existing building or structure to become structurally unsafe or over- 
loaded; will not provide adequate egress in compliance with the provi- 
sions of this code or will obstruct existing exits; will create a fire haz- 
ard; will reduce required fire resistance or will otherwise create condi- 
tions dangerous to human life. Any building so altered, which involves 
a change in use or occupancy, shall not exceed the height, number of 
stories and area permitted for new buildings. Any building plus new 
additions shall not exceed the height, number of stories and area spec- 
ified for new buildings. Additions or alterations shall not be made to an 
existing building or structure when such existing building or structure 
is not in full compliance with the provisions of this code except when 
such addition or alteration will result in the existing building or struc- 
ture being no more hazardous based on life-safety, fire-safety and 
sanitation, than before such additions or alterations are undertaken. 
[See also Section 911 (c) for Group H, Division 6 Occupancies.] 

Alterations or repairs to an existing building or structure which are 
nonstructural and do not adversely affect any structural member or 
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any part of the building or structure having required fire resistance 
may be made with the.same materials of which the building or struc- 
ture is constructed. The installation or replacement of glass shall be as 
required for new installations. 


` OPTIONAL 


EXCEPTION: Alterations of existing structural elements or additions of new 
structural elements which are initiated for the purpose of in- 
creasing the vertical or lateral load-carrying strength or stiff- 
ness of an existing structure need not be designed for forces 
conforming to these regulations provided that: 

A. The capacity of existing structural elements to resist forces 
is not reduced, and; 

B. The loading to existing structural elements is not increased, 
and; 

C. АП new structural elements are detailed and connected to 
the existing structural elements as required by these regula- 
tions, and; 

р. АП new ог relocated nonstructural elements are detailed and 
connected to existing or new structural elements as required by 
these regulations, and; 

: E. An unsafe condition is not created. 


.(c) Existing Installations. Buildings in existence at the time of the 
adoption of this code may have their existing use or occupancy contin- 
ued, if such use or occupancy was legal at the time of the adoption of 
this code,. provided .such continued use is not dangerous to life. 

; Any change in the use or occupancy of any existing building or 
structure shall comply with the provisions of Sections 308 and 502 of 
this code. 

For existing buildings, see Appendix Chapter 1. 

(d) Maintenance. All buildings and structures, both existing and 
new, and all parts thereof, shall be maintained in a safe and sanitary 
condition. All devices or safeguards which are required by this code 
shall be maintained in conformance with the code edition under which 
installed. The owner or the owner's designated agent shall be responsi- 

.ble for the maintenance of buildings and structures. To determine 
compliance with this subsection, the building official may cause a 
structure to be reinspected. 
(e) Moved Buildings and Temporary Buildings. Buildings or struc- 
tures moved into or within the jurisdiction shall comply with the pro- 
visions of this code for new buildings or structures. 
Temporary structures such as reviewing stands and other miscella- 
neous structures, sheds, canopies or fences used for the protection of 
the public around and in conjunction with construction work may be 
erected by special permit from the building official for a limited period 
of time. Such buildings or structures need not comply with the type of 
construction or fire—resistive time periods required by this code. Tem- 
porary buildings or structures shall be completely removed upon the 
expiration of the time limit stated in the permit. 
'(f) Historic Buildings. Repairs, alterations and additions necessary 
for the preservation, restoration, rehabilitation or continued use of a 
building or structure may be made without conformance to all the re- 
"quirements of this code when authorized by the balding спев; 
provided: · 

` 1. The building or structure has been designated by official action of 
the legally constituted authority of this jurisdiction г as having special 
historical or architectural significance. 

2. Any unsafe conditions as described in this code are corrected. 

3. The restored building or structure will be no more hazardous 

"based on life safety, fire safety and sanitation than the existing 
building. 


NEW SECTION | : 
WAC 51-20-0300 CHAPTER 3. Permits and Inspections. 


NEW' SECTION . 
WAC 51-20-0307 STRUCTURAL OBSERVATION. 
OPTION 1 


Section 307. Structural observation shall be provided in Seismic 
Zone Мо. 3 or 4 when one of the following conditions exists: . 


. 1. The structure is defined in Table No. 23-K as Occupancy Cate- 
‘gory I, II or III, or 
2. The structure is required to comply with Section 1807, or 
3. Construction inspection as defined in Section 302(c), Item 2, is 
required, ог” 
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4. When such observation is specifically required by the building 
official. 


The owner shall employ the engineer or architect responsible for the 
structural design, or another engineer or architect designated by the 
engineer or architect responsible for the structural design to perform 
structural observation as defined in Section 420. The engineer or ar- 
chitect shall submit a statement in writing to the building official stat- 
ing that the site visits have been made and whether or not any ob- 
served deficiencies have been corrected to conform to the approved 
plans and specifications, or to revised details approved by the building 
official. š 


‘OPTION 2 


Section 307. Structural observation shall be provided in Seismic 
Zone No. 3 or 4 when one of the following conditions exists: 


1. The structure is defined in Table No. 23—K as Occupancy Cate- 
gory I, II or 1H, or 

2. The structure is required to comply with Section 1807, or 

3. Construction inspection as defined in Section 302(c), Item 2, is 
required, or 

4. When such observation is specifically required by the building of- 
ficial for unusual lateral force-resisting structures or irregular struc- 
tures as defined in Section 2333. 


The owner shall employ the engineer or architect responsible for the 
structural design, or another engineer or architect designated by the 
engineer or architect responsible for the structural design to perform 
structural observation as defined in Section 420. Any observed defi- 
ciencies, that do not generally conform.to the approved plans and 
specifications or to revised details approved by the building official, 
shall be submitted in writing to the owner's representative, who in turn 
shall notify the contractor and the building official. The engineer or 
architect shall submit a statement in writing to thé building official 
stating that the site visits have been made. 


NEW SECTION | 
. WAC 51-20-0400 CHAPTER 4. Definitions and Abbreviations. 


NEW SECTION 


WAC 51-20-0404 SECTION 404. CAST STONE is a precast 
building stone manufactured from portland cement concrete and used 
as a trim, veneer or facing on or in buildings or structures. 

CENTRAL HEATING PLANT is environmental heating equip- 
ment which directly utilizes fuel to generate heat in a medium for dis- 
tribution by means of ducts or pipes to areas other than the room or 
space in which the equipment is located. 

C.F.R. is the Code of Federal Regulations, a regulation of the Unit- 
ed States of America available from the Superintendent of Documents, 
United States Government Printing Office, Washington, D.C. 20402. 

CHIEF OF THE FIRE DEPARTMENT is the head of the fire de- 
partment or a regularly authorized deputy. 

CHILD DAY CARE, shall, for the purposes of these regulations, 
mean the care of children during any period of a 24 hour day. 

CHILD DAY CARE HOME, FAMILY is a child day care facility, 
licensed by the state, located in the family abode of the person or per- 
sons under whose direct care and supervision the child is placed, for 
the care of twelve or fewer children, including children who reside at 
the home. 

COMBUSTIBLE LIQUID. See the Fire Code. 

CONGREGATE RESIDENCE is any building or portion thereof 
which contains facilities for living, sleeping and sanitation, as required 
by this code, and may include facilities for eating and cooking, for oc- 
cupancy by other than a family. A congregate residence may be а 
shelter, convent, monastery, dormitory, fraternity or sorority house but 
does not include jails, hospitals, nursing homes, hotels or lodging 
houses. | | 

CONDOMINIUM, RESIDENTIAL. See "apartment house." 

CONTROL AREA is a space bounded by not less than a one-hour 
fire-resistive occupancy separation within which the exempted amounts 
of hazardous materials may be stored, dispensed, handled or used. 

CORROSIVE is a chemical that causes visible destruction of, or ir- 
reversible alterations in, living tissue by chemical action at the site of 
contact. A chemical is considered to be corrosive if, when tested on the 
intact skin of albino rabbits by the method described in the United 
States Department of Transportation in Appendix A to C.F.R. 49 Part 
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173, it destroys or changes irreversibly the structure of the tissue at the 
site of contact following an exposure period of four hours. This term 
shall not refer to action on inanimate surfaces. 

COURT is a space, open and unobstructed to the sky, located at or 
above grade level on a lot and bounded on three or more sides by walls 
of a building. 


NEW SECTION 


WAC 51-20-0407 SECTION 407. FABRICATION AREA (fab 
area) is an area within a Group H, Division 6 Occupancy in which 
there are processes involving hazardous production materials and may 
include ancillary rooms or areas such as dressing rooms and offices that 
are directly related to the fab area processes. 

FAMILY is an individual or two or more persons related by blood 
or marriage or a group of not more than five persons (excluding ser- 
vants) who need not be related by blood or marriage living together in 
a dwelling unit. 

FAMILY ABODE means a single dwelling unit and accessory 
buildings occupied for living purposes by a family which provides per- 
manent provisions for living, sleeping, eating, cooking, and sanitation. 

FIRE ASSEMBLY. See Section 4306 (b). 

FIRE CODE is the Uniform Fire Code promulgated jointly by the 
Western Fire Chiefs Association and the International Conference of 
Building Officials, as adopted by this jurisdiction. 

FIRE RESISTANCE or FIRE-RESISTIVE CONSTRUCTION is 
construction to resist the spread of fire, details of which are specified in 

.this code. 

FIRE-RETARDANT-TREATED WOOD is any wood product 
impregnated with chemicals by a pressure process or other means dur- 
ing manufacture, and which, when tested in accordance with U.B.C. 
Standard No. 42-1 for a period of 30 minutes, shall have a flame 
spread of not over 25 and show no-evidence of progressive combustion. 
In addition, the flame front shall not progress more than 10 1/2 feet 
beyond the center line of the burner at any time during the test. Ma- 
terials which may be exposed to the weather shall pass the accelerated 
weathering test and be identified as Exterior type, in accordance with 
U.B.C. Standard No. 25-28. Where material is not directly exposed to 
rainfall but exposed to high humidity conditions, it shall be subjected 
to the hygroscopic test and identified as Interior Type A in accordance 
with U.B.C. Standard No. 25-28. 

All materials shall bear identification showing the fire performance 
rating thereof. Such identifications shall be issued by an approved 
agency having a service for inspection of materials at the factory. 

FLAMMABLE LIQUID. See Fire Code. . 

FLOOR AREA is the area included within the surrounding exterior 
walls of a building or portion thereof, exclusive of vent shafts and 
courts. The floor area of a building, or portion thereof, not provided 
with surrounding exterior walls shall be the usable area under the hor- 
izontal projection of the roof or floor above. 

FM is Factory Mutual Engineering and Research, 1151 Boston- 
Providence Turnpike, Norwood, Massachusetts 02062. 

FOAM PLASTIC INSULATION is a plastic which is intentionally 
expanded by the use of a foaming agent to produce a reduced density 
plastic containing voids consisting of hollow spheres or interconnected 
cells. distributed throughout the plastic for thermal insulating or 
acoustical purposes and which has a density less than 20 pounds per 
cubic foot. 

FOOTING is that portion of the foundation of a structure which 
spreads and transmits loads directly to the soil or the piles. 

FRONT OF LOT is the front boundary line of a lot bordering on 
the street and, in the case of a corner lot, may be either frontage. - · 


NEW SECTION 


WAC 51-20-0409 SECTION 409. HABITABLE SPACE 
(ROOM ) is space in a structure for living, sleeping, eating or cooking. 
Bathrooms, toilet compartments, closets, halls, storage or utility space, 
and similar areas, are not considered habitable space. 

HANDLING is the deliberate transport of materials by any means 
to-a point of storage or use. 

, HANDRAIL is a railing provided for grasping with the hand for 
support. See also Section 408, definition of "guardrail." 

HAZARDOUS PRODUCTION MATERIAL (HPM) is a solid, 
liquid or gas that has a degree of hazard rating in ‘health, flammability 
or reactivity of 3 or 4 and which is used directly in research, laboratory 
or production processes which have, as their end product, materials 
which are not hazardous. 
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HEALTH HAZARD is a classification of a chemical for which 
there is statistically significant evidence based on at least one repro- 
ducible study conducted in accordance with established scientific prin- 
ciples that acute health effects may occur in exposed persons. The term 
"health hazard” includes chemicals which are toxic or highly toxic 
agents, irritants, corrosives, hepatotoxins, nephrotoxins, neurotoxins, 
agents which can have an acute effect on the hematopoietic system, 
and agents that have acute effects on the lungs, skin, eyes or mucous 
membrane. 

HEIGHT OF BUILDING is the vertical distance above a reference 
datum measured to the highest point of the coping of a flat roof or to 
the deck line of a mansard roof or to the average height of the highest 
gable of a pitched or hipped roof. The reference datum shall be select- 
ed by either of the following, whichever yields a greater height of 
building: 

1. The elevation of the highest adjoining sidewalk or ground surface 
within a 5-foot horizontal distance of the exterior wall of the building 
when such sidewalk or ground surface is not more than 10 feet above 
lowest grade.’ 

2. An elevation 10 feet higher than the lowest grade when the side- 
walk or ground surface described іп Пет I above is more than 10 feet 
above lowest grade. 

The height of a stepped or terraced building is the maximum height 
of any segment of the building. 

HELIPORT is an area of land or water or a structural surface 
which is used, or intended for use, for the landing and take-off of heli- 
copters, and any appurtenant areas which are used, or intended for 
use, for heliport buildings and other heliport facilities. 

HELISTOP is the same as a heliport, except that no refueling, 
maintenance, repairs or storage of helicopters is permitted. 

HIGHLY TOXIC MATERIAL is a material which produces a le- 
thal dose or a lethal concentration which falls within any of the foi- 
lowing categories: 

1. A chemical that has a median lethal dose (LDso) of 50 milli- 
grams or less per kilogram of body weight when administered orally to 


'albino rats weighing between 200 and 300 grams each. 


2. A chemical that has a median lethal dose (050) of 200 milli- 
grams or less per kilogram of body weight when administered by con- 
tinuous contact for 24 hours (or less if death occurs within 24 hours) 
with the bare skin of albino rabbits weighing between 2 and 3 kilo- 
grams each. 

3. A chemical that has a median lethal concentration (LCso) in air 
of 200 parts per million by volume or less of gas or vapor, or 2 milli- 
grams per liter or less of mist, fume or dust, when administered by 
continuous inhalation for one hour (or less if death occurs within one 
hour) to albino rats weighing between 200 and :300 grams each. 

Mixtures of these materials with ordinary materials, such as water, 
may not warrant a classification of highly toxic. While this system is 
basically simple in application, any hazard evaluation which is re- 
quired for the precise categorization of this type of material shall be 
performed by experienced, technically competent persons. 

HORIZONTAL EXIT. See Section 3301 (b). 

HOTEL is any building containing six or more guest rooms intended 
or designed to be used, or which are used, rented or hired out to be 

occupied, or which are occupied for sleeping purposes by guests. 

HOT-WATER HEATING BOILER is a boiler having a volume 
exceeding 120 gallons, or a heat input exceeding 200,000 Btu/h, or an 
operating temperature exceeding 210°F. that provides hot water to be 
used externally to itself. 

HPM STORAGE ROOM is a room used for the storage or dis- 
pensing of hazardous production material (HPM) and which is classi- 
fied as a Group H, Division 2, 3 or 7 Occupancy. 


NEW SECTION 


WAC 51-20-0414 SECTION 414. MARQUEE is a permanent 
roofed structure attached to and supported by the building and pro- 
jecting over public property. Marquees are regulated in Chapter 45. 

MASONRY is that form of construction composed of stone, brick, 
concrete, gypsum, hollow-clay tile, concrete block or tile, glass block 
or other similar building units or materials or combination of these 
materials laid, up unit by unit and set in mortar. 

MASONRY, SOLID, is masonry of solid units built without hollow 
spaces. : 

MECHANICAL CODE is the Uniform Mechanical Code promul- 
gated jointly by the International Conference of Building Officials and 
the International Association of Plumbing and Mechanical Officials, as 
adopted by this jurisdiction. 


[217] 


WSR 91-16-113 


MEMBRANE PENETRATION FIRE STOP is a material, device 
or construction installed to resist, for a prescribed time period, the 
passage of flame, heat and hot gases through openings in a protective 
membrane in order to accommodate cables, cable trays, conduit, tub- 
ing, pipes or similar items. 

MEZZANINE or MEZZANINE FLOOR is an intermediate floor 
placed within a room. 

MOTEL shall mean hotel as defined in this code. 

MOTOR VEHICLE FUEL-DISPENSING STATION is that por- 
tion of a building where flammable or combustible liquids or gases 
used as motor fuels are stored and dispensed from fixed equipment into 
the fuel tanks of motor vehicles. 

MULTIFAMILY RESIDENTIAL BUILDING is a common wall 
dwelling or apartment house that consists of four or fewer dwelling 
units that do not exceed two stories in height and that are less than five 
thousand square feet in total area. 


NEW SECTION 


WAC 51-20-0417 SECTION 417. PANIC HARDWARE. See 
Section 3301 (b). 

PEDESTRIAN WALKWAY is a walkway used exclusively as a 
pedestrian trafficway. 

PENETRATION FIRE STOP is a through-penetration fire stop or 
a membrane-penetration fire stop. 

PERMIT is an official document or certificate issued by the building 
official authorizing performance of a specified activity. 

PERSON is a natural person, heirs, executors, administrators or as- 
signs, and also includes a firm, partnership or corporation, its or their 
successors or assigns, or the agent of any of the aforesaid. 

PLASTIC MATERIALS, APPROVED, other than foam plastics 
regulated under Sections 1705(e) and 1713, are those having a self— 
ignition temperature of 650°F. or greater and a smoke-density rating 
not greater than 450 when tested in accordance with U.B.C. Standard 
No. 42-1, in the way intended for use, or a smoke-density rating no 
greater than 75 when tested in the thickness intended for use by 
U.B.C. Standard No. 52-2. Approved plastics shall be classified and 
shall meet the requirements for either ССІ or CC2 plastic. 

PLATFORM. See Chapter 39. 

PLUMBING CODE is the Uniform Plumbing Code promulgated 
by the International Association of Plumbing and Mechanical Officials 
as adopted by this jurisdiction. 

PORTABLE SCHOOL CLASSROOM is a structure, transportable 
in one or more sections, which requires a chassis to be transported, and 
is designed to be used as an educational space with or without a per- 
manent foundation. The structure shall be trailerable and capable of 
being demounted and relocated to other locations as needs arise. 

PROTECTIVE MEMBRANE is a surface material which forms 
the required outer layer or layers of a fire—resistive assembly contain- 
ing concealed spaces. 

PUBLIC WAY. See Section 3301(b). 


NEW SECTION 


WAC 51-20-0419 SECTION 419. RECYCLED MATERIALS 
means those solid wastes that are separated for recycling or reuse, such 
as papers, metals, and glass. 

REPAIR is the reconstruction or renewal of any part of an existing 
building for the purpose of its maintenance. 


NEW SECTION 


WAC 51-20-0420 SECTION 420. SENSITIZER is a chemical 
that causes a substantial proportion of exposed people or animals to 
develop an allergic reaction in normal tissue after repeated exposure to 
the chemical. 

SERVICE CORRIDOR is a fully enclosed passage used for trans- 
porting hazardous production materials and for purposes other than 
required exiting. 

SHAFT is an interior space, enclosed by walls or construction, ex- 
tending through one or more stories or basements which connects 
openings in successive floors, or floors and roof, to accommodate eleva- 
tors, dumbwaiters, mechanical equipment or similar devices or to 
transmit light or ventilation air. 

SHAFT ENCLOSURE is the walls or construction forming the 
boundaries of a shaft. 

SHALL, as used in this code, is mandatory. 


Washington State Register, Issue 91-16 


SINGLE FAMILY RESIDENTIAL BUILDING is a dwelling 
containing only one dwelling unit. 

SMOKE DETECTOR is an approved device that senses visible or 
invisible particles of combustion. 

STAGE. See Chapter 39. 

STORY is that portion of a building included between the upper 
surface of any floor and the upper surface of the floor next above, ex- 
cept that the topmost story shall be that portion of a building included 
between the upper surface of the topmost floor and the ceiling or roof 
above. If the finished floor level directly above a usable or unused un- 
der-floor space is more than 6 feet above grade as defined herein for 
more than 50 percent of the total perimeter or is more than 12 feet 
above grade as defined herein at any point, such usable or unused un- 
der-floor space shall be considered as a story. 

STORY, FIRST, is the lowest story in a building which qualifies as 
a story, as defined herein, except that a floor level in a building having 
only one floor level shall be classified as a first story, provided such 
floor level is not more than 4 feet below grade, as defined herein, for 
more than 50 percent of the total perimeter, or not more than 8 feet 
below grade, as defined herein, at any point. 

STREET is any thoroughfare or public way not less than 16 feet in 
width which has been dedicated or deeded to the public for public use. 

STRUCTURAL OBSERVATION 


OPTION 1 


means the visual observation of the structural system, including but 
not limited to, the elements and connections at significant construction 
stages, and the completed structure for general conformance to the ap- 
proved plans and specifications. Structural observation does not include 
or waive the responsibility for the inspections required by Sections 305 
and 306. 


OPTION 2 


means the visual observation of the structural system for general 
conformance to the approved plans and specifications. Structural ob- 
servation does not include or waive the responsibility for the inspec- 
tions required by Section 305 and 306. 


STRUCTURE is that which is built or constructed, an edifice or 
building of any kind, or any piece of work artificially built up o or com- 
posed of parts joined together in some definite manner. 

SURGICAL AREA 


OPTION ! 


is the preoperating, operating, recovery and similar rooms within an 
outpatient health-care center. 


OPTION 2 


is the preoperating, operating, recovery and similar rooms within an 
out-patient health-care center where the patients are incapable of un- 
assisted self—preservation. 


NEW SECTION 


WAC 51-20-0500 CHAPTER 5. Classification of all Buildings 
by Use or Occupancy and General Requirements for all Occupancies. 


NEW SECTION 


WAC 51-20-0503 MIXED OCCUPANCY. Section 503. (a) 
General. When a building is used for more than one occupancy pur- 
pose, each part of the building comprising a distinct "occupancy," as 
described in Chapters 5 through 12, shall be separated from any other 
occupancy as specified in Section 503(d). 


EXCEPTIONS: 1. Where an approved spray booth constructed in accordance 
with the Fire Code is installed, such booth need not be sepa- 
rated from other Group H Occupancies or from Group B Oc- 
cupancies. 

2. The following occupancies need not be separated from the 
uses to which they are accessory: 

A. Assembly rooms having a floor area of not over 750 square 
feet. 

B. Administrative and clerical offices and similar rooms which 
do not exceed 25 percent of the floor area of the major use 
when not related to Group H, Division 2 and Group H, Divi- 
sion 3 Occupancies. 

C. Gift shops, administrative offices and similar rooms in 
Group R, Division 1 Occupancies not exceeding 10 percent of 
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the floor area of the major use. 
D. The kitchen serving the dining area of which it is part. 


OPTIONAL 


E. Offices, retail, food preparation establishments for off-site 
consumption, personal care salons or similar Group B, Division 2 
Occupancies conducted primarily by the occupants of the dwell- 
ing, which are secondary to the use of the unit for dwelling pur- 
poses, and which do not exceed 500 square feet. 


3. An occupancy separation need not be provided between a 
Group R, Division 3 Occupancy and a carport having no enclosed 
uses above, provided the carport is entirely open on two or more 
sides. 

4. A Group B, Division 1 Occupancy used exclusively for the 
parking or storage of private or pleasure-type motor vehicles 
need not be separated from a Group B, Division 3 Occupancy 
open parking garage as defined in Section 709. 

5. A one-hour occupancy separation need not be provided be- 
tween fuel-dispensing pumps covered with a canopy that is open 
on three or more sides, and a Group B, Division 2 Occupancy 
retail store having an area of less than 2,500 square feet when 
the following conditions exist: 

A. The Group B, Division 2 Occupancy is provided with two exits 
separated as required by Section 3303(c) and not located in the 
same exterior wall. 

B. Pump islands are not located within 20 feet of the Group B, 
Division 2 Occupancy retail store. 


When a building houses more than one occupancy, each portion of 
the building shall conform to the requirements for the occupancy 
housed therein. 

An occupancy shall not be located above the story or height set forth 
in Table No. 5-D, except as provided in Section 507. When a mixed 
occupancy building contains a Group H, Division 6 Occupancy, the 
portion containing the Group H, Division 6 Occupancy shall not ex- 
ceed three stories or 55 feet in height. 

(b) Forms of Occupancy Separations. Occupancy separations shall 
be vertical or horizontal or both or, when necessary, of such other form 
as may be required to afford a complete separation between the various 
occupancy divisions in the building. 

Where the occupancy separation is horizontal, structural members 
supporting the separation shall be protected by equivalent fire—resistive 
construction. 

(c) Types of Occupancy Separations. Occupancy separations shall 
be classed as "four-hour fire-resistive," "three-hour fire-—resistive," 
"two-hour fire-resistive," and "one-hour fire-resistive." 

1. А four-hour fire-resistive occupancy separation shall have no 
openings therein and shall not be of less than four-hour fire—resistive 
construction. 

2. А three-hour fire-resistive occupancy separation shall not be of 
less than three-hour fire-resistive construction. All openings in walls 
forming such separation shall be protected by a fire assembly having a 
three-hour fire-protection rating. The total width of all openings in 
any three-hour fire-resistive occupancy separation wall in any one sto- 
ry shall not exceed 25 percent of the length of the wall in that story 
and no single opening shall have an area greater than 120 square feet. 

All openings in floors forming a three-hour fire—resistive occupancy 
separation shall be protected by vertical enclosures extending above 
and below such openings. The walls of such vertical enclosures shall 
not be of less than two-hour fire-resistive construction and all open- 
ings therein shall be protected by a fire assembly having a one- and 
one-half-hour fire-protection rating. 

3. A two-hour fire-resistive occupancy separation shall not be of less 
than two-hour fire-resistive construction. All openings in such separa- 
tion shall be protected by a fire assembly having a one- and one-half- 
hour fire-protection rating. 

4. A one-hour fire-resistive occupancy separation shall not be of less 
than one-hour fire-resistive construction. All openings in such separa- 
tion shall be protected by a fire assembly having a one-hour fire-pro- 
tection rating. 

(d) Fire Ratings for Occupancy Separations. Occupancy separations 
shall be provided between the various groups and divisions of occupan- 
cies as set forth in Table No. 5- B. 


EXCEPTIONS: 1. A three-hour occupancy separation may be used between a 
Group A, Division 1 and a Group B, Division 1 Occupancy 
used exclusively for the parking or storage of private or plea- 
sure-type motor vehicles and provided no repair or fueling is 
done. А two-hour occupancy separation may be used between 
a Group A, Division 2, 2.1, 3 or 4 or E or 1 Occupancy and a 
Group B, Division 1 Occupancy that is used exclusively for 
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the parking or storage of private or pleasure-type motor vehi- 
cles and provided no repair or fueling is done. 

2. Unless required by Section 702(b)1, the three-hour occu- 
pancy separation between a Group R, Division 1 Occupancy 
and a Group B, Division 1 Occupancy used only for the park- 
ing or storage of private or pleasure-type motor vehicles with 
no repair or fueling may be reduced to two hours. Such occu- 
рапсу separation may be further reduced to one hour where 
the area of such Group B, Division 1 Occupancy does not ex- 
ceed 3,000 square feet. 

3. In the one-hour occupancy separation between Group R, 
Division 3 and Group M Occupancies, the separation may be 
limited to the installation of materials approved for one-hour 
fire-resistive construction on the garage side and a self-clos- 
ing, tight-fitting solid wood door 1 3/8 inches in thickness, or 
a self-closing tight-fitting door having a fire-protection rating 
of not less than 20 minutes when tested in accordance with 
Part H of U.B.C. Standard No. 43-2, which is a part of this 
code, is permitted in lieu of a one-hour fire assembly. Fire 
dampers need not be installed in air ducts passing through the 
wall, floor or ceiling separating a Group R, Division 3 Occu- 
pancy from a Group M Occupancy, provided such ducts with- 
in the Group M Occupancy are constructed of steel having a 
thickness not less than 0.019 inch (No. 26 galvanized sheet 
gage) and have no openings into the Group M Occupancy. 

4. Group H, Division 2 and Group H, Division 3 Occupancies 
need not be separated from Group H, Division 7 Occupancies 
when such occupancies also comply with the requirements for 
a Group H, Division 7 Occupancy. 


NEW SECTION 


WAC 51-20-0504 LOCATION ON PROPERTY. Section 504. 
(a) General. Buildings shall adjoin or have access to a public way or 
yard on not less than one side. Required yards shall be permanently 
maintained. 

For the purpose of this section, the center line of an adjoining public 
way shall be considered an adjacent property line. 

Eaves over required windows shall not be less than 30 inches from 
the side and rear property lines. For eaves, see Section 1711. 


OPTION 1 


(b) Fire Resistance of Walls. Exterior walls shall have fire resistance 
and opening protection as set forth in Table No. 5-А, Part ІП, and in 
accordance with such additional provisions as are set forth in Part IV 
and Part УП. Distance shall be measured at right angles from the 
property line. The above provisions shall not apply to walls at right 
angles to the property line. | 

Projections beyond the exterior wall shall not extend beyond: 

1. А point one third the distance to the property line from an as- 
sumed vertical plane located where fire-resistive protection of openings 
is first required due to location on property; or 

2. More than 12 inches into areas where openings are prohibited. 

When openings in exterior walls are required to be protected due to 
distance from property line, the sum of the area of such openings shall 
not exceed 50 percent of the total area of the wall in each story. 


OPTION 2 


(b) Fire Resistance of Walls. Exterior walls shall have fire resistance 
and opening protection as set forth in Table No. 5-A, Part III, and in 
accordance with such additional provisions as are set forth in Part IV 
and Part УП. Distance shall be measured at right angles from the 
property line. The above provisions shall not apply to walls at right 
angles to the property line. 

Projections beyond the exterior wall shall not extend beyond: 

l. A point one third the distance to the property line from an as- 
sumed vertical plane located where fire-resistive protection of openings 
is first required due to location on property; or 

2. More than 12 inches into areas where openings are prohibited, 
whichever is the least restrictive. 

When openings in exterior walls are required to be protected due to 
distance from property line, the sum of the area of such openings shall 
not exceed 50 percent of the total area of the wall in each story. 


(c) Buildings on Same Property and Buildings Containing Courts. 
For the purposes of determining the required wall and opening protec- 
tion and roof-covering requirements, buildings on the same property 
and court walls of buildings over one story in height shall be assumed 
to have a property line between them. 


EXCEPTION: In court walls where opening protection is required such pro- 


tection may be omitted, provided (1) not more than two levels 
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open into the court, (2) the aggregate area of the building in- 
cluding the court is within the allowable area and (3) the 
building is not classified as a Group I Occupancy. 


When a new building is to be erected on the same property as an 
existing building, the location of the assumed property line with rela- 
tion to the existing building shall be such that the exterior wall and 
opening protection of the existing building meet the criteria as set 
forth in Table No. 5-A and Part IV. 


EXCEPTION: Two or more buildings on the same property may be considered 
as portions of one building if the aggregate area of such build- 
ings is within the limits specified in Section 505 for a single 

' building. 
When the buildings so considered house different occupancies 
or are of different types of construction, the area shall be that 
allowed for the most restricted occupancy or construction. 


NEW SECTION 


WAC 51-20-0514 HEATING. Section 514. (a) For the purposes 
of this section only, the following definitions apply. 

DESIGNATED AREAS are those areas designated by a county to 
be an urban growth area in Chapter 36.70А RCW and those areas 
designated by the United States Environmental Protection Agency as 
being in nonattainment for particulate matter. 

SUBSTANTIALLY REMODELLED means any alteration or res- 
toration of a building exceeding sixty percent of the appraised value of 
such building within a twelve-month period. 

(b) Primary heating sources in all new and substantially remodelled 
buildings in designated areas, shall not be dependent upon woodstoves. 


„NEW SECTION ` 


WAC 51-20-0515 SOLID FUEL BURNING DEVICES. Sec- 
tion 515. After January 1, 1992, no used solid fuel burning device shall 
be installed in new or existing buildings unless such device is either 
Oregon Department of Environmental Quality Phase П or United 
States Environmental Protection Agency certified or a pellet stove ei- 
ther certified or exempt from certification by the United States Envi- 
ronmental Protection Agency. 


NEW SECTION 


WAC 51-20-0516 RECYCLABLE MATERIALS AND SOLID 
WASTE STORAGE. Section 516. (a) General. All occupancies, ex- 
cept Group R and Group M Occupancies, shall be provided with ex- 
ternal space for the storage of recycled materials and solid waste. 

(b) Storage Space. 1. Exterior solid waste and recycling storage ar- 

. eas shall have a. minimum size as indicated in Table No. 5-Е. The di- 
mensions of the storage area shall accommodate containers consistent 
with current methods of collection. 

2. The storage area shall be accessible to all occupants and haulers 
in order to assure efficient and safe collection. The exterior solid waste 
and recycling storage areas may be located on the outside, the exterior 
of a structure or building, or in a designated interior area with access. 

3. If the exterior storage area is located outside or on the exterior of 
any structure, it shall be contained on a concrete or equivalent pad and 
shall be enclosed with a six (6) foot high solid fence. 

4. One sign identifying each exterior solid waste and recycling stor- 
age area is required. Each sign shall not exceed one-square-foot and 
shall be posted on the exterior of the storage area adjacent to the ac- 
cess point. 

See Chapter 12 for recyclable materials and solid waste storage 
provisions for Group R, Division 1 Occupancies. 
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NEW SECTION 
WAC 51-20-0551 TABLE МО. 5-B—REQUIRED SEPARATION IN BUILDINGS OF MIXED OCCUPANCY! 


ee Chapter 9. 


Permitted in Mixed Occupancies. S 


OPTION 1 
TABLE NO. 5-B—REQUIRED SEPARATION ІМ BUILDINGS OF MIXED OCCUPANCY! 
(In Hours) 


?Open parking garages are excluded, except as provided in Section 702 (а). 


3For special provisions on highly toxic materials, sce Fire Code. 


'For detailed requirements and exceptions, see Section 503. 
*For agricultural buildings, sce also Appendix Chapter 11. 
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TABLE NO. 5-B—REQUIRED SEPARATION IN BUILDINGS OF MIXED OCCUPANCY! 
(in Hours) 
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Not Permitted in Mixed Occupancies. See Chapter 9. 


"Бог detailed requirements and exceptions, sce Section 503. 


3For special provisions on highly toxic materials, sce Fire Code. 
“Бог agricultural buildings, see also Appendix Chapter 11, 
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NEW SECTION 
WAC 51-20-0554 TABLE NO. 5-E. 


OPTIONAL 


TABLE No. S-E 


Minimum Plumbing Facilities 


__————_———————-—-—-——_-——-—-—.— 


Each building shall be provided with sanitary facilities, including provisions for the physically handicapped as prescribed 
by the Department having jurisdiction. In the absence of such requirements, this Appendix--which provides a guideline for 
the minimum facilities for the various types of occupancies (see Section 910, Plumbing Fixtures Required, of the Uniform 
Plumbing Code) may be used. Рог handicapped requirements ANSI A117.1-1961 (R1971), Specifications for Making Buildings and 
facilities Accessible to, and Usable by, the Physically Handicapped, may be used. 


The number of occupants shall be that determined by minimum exiting requirements. 


A 


Type of Building Mater Closets Urinals’? Lavatories Bathtubs or Showers Drinking 
or Occupanc (Fixtures per (Fixtures per (Fixtures per (Fixtures per Fountains??? 
Person) Person) Person) Person) (Fixtures per 
Person) 
ОАО i = Ár'  ------- 
Assembly Places- Male Female" * Male Female 
Theaters, 1:1-15 1:1-15 0:1-9 1 рег 40 1 рег 40 
Auditoriums, 2:16-35 3:16-35 1:10-50 
Convention Halls, 3:36-55 4:36-55 
etc.--for permanent 
employee use Over 55, add 1 Add one fixture for 
fixture for each each additional 50 
additional 40 males. 
persons. 
ЕЛЕНЕ a DISENO KE SEEN RE Ыш EN ERI 
Assembly Places- Male Female'^ Male Female 1 per 7512 
Theatres, 1:1-100 3:1-50 1:1-100 1:1-200 1:1-200 
Auditoriums, 2:101-200 4:51-100 2:101-200 2:201-400 2:201-400 
Convention Halls, 3:201-400 8:101-200 3:201-400 3:401-750 3:401-750 
etc.--for public 11:201-400 4:401-600 
use 
Over 400, add one Over 600, add 1 Over 750, add one 
fixture for each fixture for each fixture for each 
additional 500 additional 500 additional 500 
males and 2 for males. persons. 
each 300 females. 
a — — mn 
Dormitories? Male female 14 Male Female 1 per 7512 
School or Labor 1 per 10 1 per 8 1 per 25 1 per 12 ! per 12 1 per 8 


Add 1 fixture for 
each additional 25 
males (over 10) and 
1 for each 
additional 20 
females (over 8). 


Over 150, add 1 
fixture for each 
additional 50 
males. 


Over 12 add one 
fixture for each bathtub per 30. 
additional 20 males Over 150, add 1 per 
and 1 for each 15 20. 

additional females. 


For females, add 1 


a 


Dormitories 
for staff use 


Male Female '* 
1:1-15 1:1-15 

2:16-35 3:16-35 
3:36-55 4:36-55 


Over 55, add 1 
fixture for each 
additional 40 
persons. 


1 per 50 


Male Female 
1 per 40 1 per 40 


1 per 8 


oo LN MM —————————— 


Dwellings? 
Single Dwelling 
Multiple Dwelling 
or Apartment 
House 


1 per dwelling 
1 per dwelling or 
apartment unit 


1 per dwelling 
1 per dwelting or 
apartment unit 


1 per dwelling 
1 per dwelting or 
apartment unit 


___ e ооо MM 
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Type of Building Vater Closcts Urinals’? Lavatories Bathtubs or Showers Drinking 
or рагу" (Fixtures per (Fixtures per (Fixtures per (Fixtures per Fountains? !? 
Person) Person) Person) Person) (Fixtures per 
Person) 
Hospital Maiting 1 per room 1 per room 1 рег 7512 
rooms 
Hospital for Mate Female Male Female 
employee use 1:1-15 1:1-15 0:1-9 1 per 40 1 per 40 
2:16-35 3:16-35 1:10-50 
3:36-55 4:36-55 
Over 55, add 1 Add one fixture for 
fixture for each each additional 50 
additional 40 males. 
persons. 
Hospitals 
Individual Room 1 per room 1 per room 1 per room 
Ward Room 1 per 8 patients 1 per 10 patients 1 per 20 patients 1 per 751? 
Industrial? Male Female Up to 100, 1 per 10 1 shower for each 1 per 7512 
Warehouses 1:1-10 1:1-10 persons 15 persons exposed 
Workshops, 2:11-25 2:11-25 to excessive heat 
foundries and 3:26-50 3:26-50 Over 100, 1 рег 15 or to skin 
similar 4:51-75 4:51-75 persons” contamination with 
establishments 5:76-100 5:76-100 poisonous, 
(for employee use) infectious, or 
Over 100, add 1 irritating material 
fixture for each 
additional 30 
persons 
Institutional- Male Female'* — 0:1-9 Male Female 1 рег 8 1 рег 7512 
Other than 1 per 25 1 per 20 1:10-50 1 per 10 1 per 10 
Hospitals or Penal 
Institutions (on Add one fixture for 
each occupied each additional 50 
floor) males. 
Institutional- Male  Female!^ 0:1-9 Male Female 1 рег 8 1 рег 7512 
Other than 1:1-15 1:1-15 1:10-50 1 per 40 1 per 40 


Hospitals or Penal 
Institutions (on 
each occupied 
floor) 

For employee use 


2:16-35 3:16-35 
3:36-55 4:36-55 


Over 55, add 1 
fixture for each 
additional 40 
persons 


Add one fixture for 
each additional 50 
males. 


Office or Public 
Buildings 


Mate Female!4 
1:1-100 3:1-50 
2:101-200 4:51-100 
3:201-400 8:101-200 
11:201-400 


Over 400, add one 
fixture for each 
additional 500 
males and 2 for 
each 300 females. 


1:1-100 Male Female 1 per 7512 
2:101-200 1:1-200  1:1-200 

3:201-400 2:201-400 2:201-400 

4:401-600 3:401-750 3:401-750 


Over 600, add 1 
fixture for each 
additional 300 
males. 


Over 750, add one 
fixture fore each 
additional 500 
persons. 


Office or Public 
buildings- For 
employee use 


Male Female! 
1:1-15 1:1-15 
2:16-35 3:16-35 
3:36-55 4:36-55 


Over 55, add 1 Add one fixture for Male Female 
fixture for each 0:1-9 each additional 50 1 per 40 1 per 40 
additional 40 1:10-50 males. 


persons. 


[224] 


Washington State Register, Issue 91-16 


WSR 91-16-113 


мФ—— LLL 


Mater Closets 
(Fixtures per 
Person) 


Type of Building 
or Occupanc 


Male Female 
1:1-15 1:1-15 


Penal Institutions- 
For employee use 


Urinals’? Lavatories Bathtubs or Showers Drinking 

(Fixtures per (Fixtures per (Fixtures per Fountains?'!? 

Person) Person) Person) (Fixtures per 
Person) 

——————————————————————————M——ÀM—— ÀÀ 
Male Female 1 per 7512 
0:1-9 1 рег 40 1 per 40 
1:10-50 


2:16-35 3:16-35 
3:36-55 4:36-55 


Over 55, add 1 
fixture for each 
additional 40 
persons. 


Add one fixture for 
each additional 50 
males. 


OSs eee 


Penal Institutions- 
For prison use 
Cell 
Exercise room 


1 per cell 
1 per exercise room 


1 per cell block 
floor 
1 per exercise room 


1 per cell 


1 per exercise room 1 per exercise room 


OC MÀ 


Pubs Male Female 
1:1-50 1:1-50 
2:51-150 2:51-150 
3:151-300 4:151-300 


Restaurants, 
and Lounges 


Over 300, add 1 
fixture for each 
additional 200 

persons 


Male Female 
1:1-150 1:1-150 
2:151-200 2:151-200 
3:201-400 3:201-400 


121-150 


Over 150, add 1 
fixture for each 
additional 150 
males 


Over 400, add 1 
fixture for each 
additional 400 
persons 


— Y  — Zn 


Schools-For staff Male Female 

use 1:1-15 1:1-15 
ALL schools 2:16-35 2:16-35 
3:36-55 3:36-55 


Over 55, add 1 
fixture for each 
additional 40 
persons 


Female 
1 per 40 


Male 
1 per 40 


Tee sss G. LAL 


Schools-For student Male Female 
use 1:1-20 1:1-20 
Nursery 2:21-50 2:21-50 
Over 50, add 1 
fixture for each 
additional 50 
persons 
Elementary Male Female 
1 per 30 1 per 25 
Secondary Male Female 


1 per 40 1 per 30 


Male Female 
1 per 40 1 per 30 


Others (Colleges, 
Universities, 
Adult Centers, 
etc.) 


Male Female 1 per 7512 
1:1-25 1:1-25 
2:26-50 2:26-50 
Qver 50, add 1 
fixture for each 
additional 50 
persons 

1 per 75 Male Female 1 per 7512 
1 per 35 1 per 35 

1 per 35 Male Female 1 per 7512 
1 per 40 1 per 40 

1 per 35 Male Female 1 per 7512 


1 рег 40 1 рег 40 


мМ— Ш 


Male Femate'4 
1 per 125 1 per 75 
2:126-250 2:76-125 

3:126-250 


Worship Places 
Educational and 
Activities Unit 


1 per 125 1 per 2 water 1 per 7512 


closets 


——————————————————————M—MMM LS 


Male Female"* 
1 per 150 1 per 75 
2:151-300 2:76-150 

3:151-300 


Worship Places 
Principal 
Assembly Place 


1 per 150 1 per 2 water 


closets 


—————————————————————————————————————————À M _ 
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Whenever urinals are provided, one (1) water closet less than the number specified may be provided for each urinal installed, 
except the number of water closets in such cases Shall not be reduced to less than two-thirds (2/3) of the minimum specified. 


1. The figures shown are based upon one (1) fixture being the minimum required for the number of persons indicated or 
any fraction thereof. 

2. Building categories not shown on this table shall be considered separately by the Administrative Authority. 

3. Drinking fountains shall not be installed in toilet rooms. 

4. Laundry trays. One (1) Laundry tray or one (1) automatic washer standpipe for each dwelling unit or two (2) laundry 


trays or two (2) automatic washer standpipes, or combination thereof, for each ten (10) apartments. Kitchen sinks, 
one (1) for each dwelling or apartment unit. 


5. Deleted. 
6. As required by ANSI 24.1-1968, Sanitation in Places of Employment. 
7. Where there is exposure to skin contamination with poisonous, infectious, or irritating materials, provide one (1) 


lavatory for each five (5) persons. 


8. Twenty-four (24) lineal inches (609.6 mm) of wash sink or eighteen (18) inches (457.2 mm) of a circular basin, when 
provided with water outlets for such space, Shall be considered equivalent to one (1) lavatory. 

9. Laundry trays, one (1) for each fifty (50) persons. Slop sinks, one (1) for each hundred (100) persons. 

10. General. In applying this schedule of facilities, consideration must be given to the accessibility of fixtures. 


Conformity purely on a numerical basis may not result in an installation suited to the need of the individual 
establishment. For example, schools should be provided with toilet facilities on each floor having classrooms. 
Temporary workingmen facilities, one (1) water closet and one (1) urinal for each thirty (30) workmen. 


a. Surrounding materials, wall and floor space to a point two (2) feet (0.6 m) in front of urinal lip and four 
(4) feet (1.2 m) above the floor, and at least two (2) feet (0.6 m) to each side of the urinal shall be 
lined with non-absorbent materials. 


b. Trough urinals are prohibited. 
11. A restaurant is defined as a business which sells food to be consumed on the premises. 
a. The number of occupants for a drive-in restaurant shall be considered as equal to the number of parking 
stalls. 
b. Employee toilet facilities are not to be included in the above restaurant requirements. Hand washing 


facilities must be available in the kitchen for employees. 


12. Where food is consumed indoors, water stations may be substituted for drinking fountains. Theatres, auditoriums, 
dormitories, offices, or public buildings for use by more than six (6) persons shall have one (1) drinking fountain 
for the first seventy-five (75) persons and one (1) additional fountain for each one hundred and fifty (150) persons 
thereafter. 


13. There shall be a minimum of one (1) drinking fountain per occupied floor ir schools, theatres, auditoriums, 
dormitories, offices or public building. 


14. The total number of water closets for females shall be at least equal to the total number of water closets and 
urinals required for males. 
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NEW SECTION 
WAC 51-20-0555 TABLE МО. 5-F. 


TABLE NO. 5-F 
Minimum Size Requirements for Exterior Solid Waste 
and Recycling Storage Areas 


Building Size 


(sq. ft.) Trash Recyclables Total Area 
о - 5,000 12 sq. ft. 12 sq. ft. 24 sq. ft. 
5,001 - 10,000 24 sq. ft. 24 sq. ft. 48 sq. ft. 
10,001- 25,000 48 sq. ft. 48 sq. ft. 96 sq. ft. 
25,001 - 50,000 96 sq. ft. 96 sq. ft. 192 sq. ft. 
50,001 - 75,000 144 sq. ft. 144 sq. ft. 288 sq. ft. 
75,001 - 100,000 192 sq. ft. 192 sq. ft. 384 sq. ft. 
100,001 + Every additional 25,000 square feet shall require an additional 


48 square feet for trash and 48 square feet for recyclables. 
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NEW SECTION 


WAC 51-20-0600 CHAPTER 6. Requirements for Group A 
Occupancies. 


NEW SECTION 


WAC 51-20-0605 LIGHT, VENTILATION AND SANITA- 
TION. Section 605. 


OPTION 1 


All enclosed portions of Group A Occupancies customarily used by 
human beings and all dressing rooms shall be provided with natural 
light by means of exterior glazed openings with an area not less than 
one tenth of the total floor area, and natural ventilation by means of 
openable exterior openings with an area of not less than one twentieth 
of the total floor area, or shall be provided with artificial light and a 
mechanically operated ventilating system. The mechanically operated 
ventilating system shall be capable of supplying a minimum of 5 cubic 
feet per minute of outside air per occupant with a total circulated of 
not less than 15 cubic feet per minute per occupant in all portions of 
the building during such time as the building is occupied. If the veloc- 
ity of the air at the register exceeds 10 feet per second, the register 
shall be placed more than 8 feet above the floor directly beneath. 

Toilet rooms shall be provided with a fully openable exterior window 
at least 3 square feet in area; or a vertical duct not less than 100 
square inches in area for the first toilet facility, with 50 additional 
square inches for each additional facility; or a mechanically operated 
exhaust system capable of providing a complete change of air every 15 
minutes. Such systems shall be connected directly to the outside, and 
the point of discharge shall be at least 3 feet from any opening into the 
building. 

There shall be provided in an approved location at least one lavatory 
for each two water closets for each sex, and at least one drinking 
fountain for each floor level. 


EXCEPTION: А drinking fountain need not be provided in a drinking or din- 
ing establishment. 


For other requirements on water closets, see Sections 510 and 511. 
OPTION 2 


All enclosed portions of Group A Occupancies customarily used by 
human beings and all dressing rooms shall be provided with natural 
light by means of exterior glazed openings with an area not less than 
one tenth of the total floor area, and natural ventilation by means of 
openable exterior openings with an area of not less than one twentieth 
of the total floor area, or shall be provided with artificial light and a 
mechanically operated ventilating system. The mechanically operated 
ventilating system shall be capable of supplying a minimum of 5 cubic 
feet per minute of outside air per occupant with a total circulated of 
not less than 15 cubic feet per minute per occupant in all portions of 
the building during such time as the building is occupied. If the veloc- 
ity of the air at the register exceeds IO feet per second, the register 
shall be placed more than 8 feet above the floor directly beneath. 

Toilet rooms shall be provided with a fully openable exterior window 
at least 3 square feet in area; or a vertical duct not less than 100 
square inches in area for the first toilet facility, with 50 additional 
square inches for each additional facility; or a mechanically operated 
exhaust system capable of providing a complete change of air every 15 
minutes. Such systems shall be connected directly to the outside, and 
the point of discharge shall be at least 3 feet from any operable open- 
ing into the building. 

There shall be provided in an approved location at least one lavatory 
for each two water closets for each sex, and at least one drinking 
fountain for each floor level. 


EXCEPTION: A drinking fountain need not be provided in a drinking or din- 
ing establishment. 


For other requirements on water closets, see Sections 510 and 511. 


NEW SECTION 


WAC 51-20-0610 AMUSEMENT BUILDING ALARM SYS- 
TEM. Section 610. (a) General. An approved smoke-detection system 
installed in accordance with the Fire Code shall be provided in amuse- 
ment buildings. 
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EXCEPTION: In areas where ambient conditions will cause a smoke-detector 
system to alarm, an approved alternate type of automatic de- 
tector shall be installed. 


(b) Alarm System. Activation of any single smoke detector, the au- 
tomatic sprinkler system or other automatic fire-detection device shall 
immediately sound an alarm in the building of a constantly supervised 
location from which the manual operation of systems noted in Section 
610(c), Items 1, 2 and 3, may be initiated. 


OPTION I 


(c) System Response. The activation of two or more smoke detec- 
tors, a single smoke detector monitored by an alarm verification zone, 
the automatic sprinkler system or other approved automatic fire-de- 
tection device shall automatically: 

1. Stop confusing sounds and visual effects, and 

2. Activate an approved directional exit marking, and 

3. Cause illumination of the exit path with light of not less than one 
footcandle at the walking surface. 


OPTION 2 


(c) System Response. The activation of two or more smoke detec- 
tors, a single smoke detector monitored by an alarm verification zone, 
the automatic sprinkler system or other approved automatic fire-de- 
tection device shall automatically: 

1. Stop sound and visual effects, and 

2. Activate an approved directional exit marking, and 

3. Cause illumination of the exit path with light of not less than one 
footcandle at the walking surface. 


(d) Public Address System. A public address system which is audi- 
ble throughout the amusement building shall be provided. The public 
address system may also serve as an alarm system. 


NEW SECTION 


WAC 51-20-0700 CHAPTER 7. Requirements for Group B 
Occupancies. 


NEW SECTION 


WAC 51-20-0702 CONSTRUCTION, HEIGHT AND AL- 
LOWABLE AREA. Section 702. (a) General. Buildings or parts of 
buildings classed in Group B Occupancy because of the use or charac- 
ter of the occupancy shall be limited to the types of construction set 
forth in Tables Nos. 5-C and 5-D and shall not exceed, in area or 
height, the limits specified in Sections 505, 506 and 507. 

(b) Special Provisions. 1. Group B, Division 1 with Group A, Divi- 
sion 3; Group B, Division 2; or Group R, Division 1 Occupancy above. 
Other provisions of this code notwithstanding, a basement or first story 
of a building may be considered as a separate and distinct building for 
the purposes of area limitations, limitation of number of stories and 
type of construction, when all of the following conditions are met: 

А. The basement or first story is of Type 1 construction and is sepa- 
rated from the building above with a three-hour occupancy separation. 

B. The building above the three-hour occupancy separation contains 
only Group A, Division 3; Group B, Division 2; or Group R, Division 1 
Occupancies. 

C. The building below the three-hour occupancy separation is used 
exclusively for the parking and storage of private or pleasure-type mo- 
tor vehicles. 


EXCEPTIONS: 1. Entry lobbies, laundry rooms, mechanical rooms and simi- 
lar uses incidental to the operation of the building. 
2. Group B, Division 2 office and retail occupancies in addi- 
tion to those incidental to the operation of the building (in- 
cluding storage areas) provided that the entire structure below 
the three-hour occupancy separation is protected throughout 
by an automatic sprinkler system. 


D. The maximum building height in feet shall not exceed the limits 
set forth in Table No. 5-D for the least type of construction involved. 

2. Group B, Division | with Group B, Division 3 Occupancy above. 
Other provisions of this code notwithstanding, a Group B, Division ! 
Occupancy, located in the basement or first story below a Group B, 
Division 3 open parking garage, as defined in Section 709, may be 
classified as a separate and distinct building for the purpose of deter- 
mining the type of construction when all of the following conditions 
are met: 
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A. The allowable area of the structure shall be such that the sum of 
the ratios of the actual area divided by the allowable area for each 
separate occupancy shall not exceed 1. 

B. The Group B, Division 1 Occupancy is of Type I or ІІ construc- 
tion and is at least equal to the fire resistance of the Group B, Division 
3 Occupancy. 

C. The height and the number of the tiers above the basement shall 
be limited as specified in Table No. 7-А or Section 709(е). 

D. The floor-ceiling assembly separating the Group B, Division 1 
and Group B, Division 3 Occupancies shall be protected as required for 
the floor-ceiling assembly of the Group B, Division 1 Occupancy. 
Openings between the Group B, Division 1 and Group B, Division 3 
Occupancies, except exit openings, need not be protected. 

E. The Group B, Division 1 Occupancy is used exclusively for the 
parking or storage for private or pleasure-type motor vehicles but may 
contain (a) mechanical equipment rooms incidental to the operation of 
the building and (b) an office, and waiting and toilet rooms having a 
total area of not more than 1,000 square feet. 

(c) Specific Use Provisions. 1. Group B, Divisions 1 and 3 Occupan- 
cies. Marine or motor vehicle fuel-dispensing stations including cano- 
pies and supports over pumps shall be of noncombustible, fire—retard- 
ent-treated wood or of one-hour fire-resistive construction. 


EXCEPTIONS: 1. Roofs of one-story fuel-dispensing stations may be of 
heavy-tirnber construction. 
2. Canopies conforming to Section 5213 may be erected over 


pumps. 


In areas where motor vehicles, boats or aircraft are stored, and in 
motor vehicle fuel-dispensing stations and Division 1 repair garages, 
floor surfaces shall be of noncombustible, nonabsorbent materials. 
Floors shall drain to an approved oil separator or trap discharging to 
sewers in accordance with the Plumbing Code. 


EXCEPTION: Floors тау be surfaced or waterproofed with asphaltic paving 
materials in areas where motor vehicles or airplanes are stored 
or operated. » 


Canopies under which fuels are dispensed shall have а clear, unob- 
structed height of not less than 13 feet 6 inches to the lowest projecting 
element in the vehicle drive-through area. 

2. Group B, Division 2 storage areas. Storage areas in connection 
with wholesale or retail sales in Division 2 Occupancies shall be sepa- 
rated from the public area by a one-hour fire-resistive occupancy 
separation. 


EXCEPTION: Occupancy separation need not be provided when any one of 
the following conditions exists: 
A. The storage area does not exceed 1,000 square feet, or 
B. The storage area is sprinklered and does not exceed 3,000 
square feet, or 
C. The building is provided with an approved automatic sprin- 
kler system throughout. Area increases as specified in Section 
506(c) are permitted. 


OPTION 1 


3. Laboratories and vocational shops. Laboratories and vocational 
shops in buildings used for educational purposes and similar areas 
containing hazardous materials shall be separated from each other and 
other portions of the building by not less than a one-hour fire-resistive 
occupancy separation. When the quantities of hazardous materials in 
such uses do not exceed those listed in Table No. 9-А or 9-В, the re- 
quirements of Sections 905 and 908 shall apply. When the quantities 
of hazardous materials in such uses exceed those allowed by Table No. 
9—A or 9-B, the use shall be classified as the appropriate Group H 
Occupancy. 

Occupants in laboratories having an area in excess of 200 square 
feet shall have access to at least two exits from the room and all por- 
tions of the room shall be within 75 feet of an exit. 


OPTION 2 


3. Laboratories and vocational shops. Laboratories or suites of labo- 
ratories and vocational shops in buildings used for educational purpos- 
es and similar areas containing hazardous materials shall be separated 
from each other and other portions of the building by not less than a 
one-hour fire-resistive occupancy separation. When the quantities of 
hazardous materials in such uses do not exceed those listed in Table 
No. 9-А or 9-В, the requirements of Sections 905 and 908 shall apply. 
When the quantities of hazardous materials in such uses exceed those 
allowed by Table No. 9-А or 9-B, the use shall be classified as the 
appropriate Group H Occupancy. 
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Laboratories having an occupant load in excess of 10 shall have ac- 
Cess to at least two exits from the room and all portions of the room 
shall be within 75 feet of an exit. 


4. Medical gas systems. Medical gas systems shall be installed and 
maintained in accordance with the Fire Code. When nonflammable 
supply cylinders for such systems are located inside buildings they shall 
be in a separate room or enclosure separated from the rest of the 
building by not less than one-hour fire-resistive construction. Openings 
between the room or enclosure and interior spaces shall be protected 
by self-closing smoke- and draft-control assemblies having a fire— 
protection rating of not less than one hour. Rooms shall have at least 
one exterior wall in which there are not less than two vents of not less 
than 36 square inches in area. One vent shall be within 6 inches of the 
floor and one shall be within 6 inches of the ceiling. 


EXCEPTION: When an exterior wall cannot be provided for the room, auto- 
matic sprinklers shall be installed within the room and the room 
shall be vented to the exterior through ducting contained within 
a one-hour-rated shaft enclosure. Approved mechanical venti- 
lation shall provide six air changes per hour for the room. 


5. Parking garage headroom. Parking garages shall have an unob- 
structed headroom clearance of not less than 7 feet above the finish 
floor to any ceiling, beam, pipe or similar construction, except for 
wall-mounted shelves, storage surfaces, racks or cabinets. 

6. Group B, Division 4 roof framing. In Division 4 Occupancies, fire 
protection of the underside of roof framing may be omitted in all types 
of construction. i 

7. Amusement buildings. Amusement buildings with an occupant 
load of less than 50 shall comply with Sections 610, 3314 (f) and 3802 
(c). 

EXCEPTION: Amusement buildings or portions thereof which are without 
walls or a roof and constructed to prevent the accumulation of 
smoke in assembly areas. 


For flammable decorative materials, see the Fire Code. 


NEW SECTION 


WAC 51-20-0800 CHAPTER 8. Requirements for Group E 
Occupancies. 


NEW SECTION 


WAC 51-20-0801 GROUP E OCCUPANCIES DEFINED. 
Section 801. Group E Occupancies shall be: 

Division 1. Any building used for educational purposes through the 
12th grade by 50 or more persons for more than 12 hours per week or 
four hours in any one day. 

Division 2. Any building used for educational purposes through the 
12th grade by less than 50 persons for more than 12 hours per week or 
four hours in any one day. 

Division 3. Any building or portion thereof used for day-care pur- 
poses for more than six persons. 


EXCEPTION: Family child day-care homes shall be considered Group R, Di- 
vision 3 Occupancies. 


For occupancy separations, see Table No. 5-B. 


NEW SECTION 


WAC 51-20-0802 CONSTRUCTION, HEIGHT AND AL- 
LOWABLE AREA. Section 802. (a) General. Buildings or parts of 
buildings classed in Group E because of the use or character of the 
occupancy shall be limited to the types of construction set forth т 
Tables Nos. 5-C and 5-D and shall not exceed, in area or height, the 
limits specified in Sections 505, 506 and 507, except that the area may 
be increased by 50 percent when the maximum travel distance speci- 
fied in Section 3303(d) is reduced by 50 percent. 

(b) Atmospheric Separation Requirements. 1. Definitions. For the 
purpose of this chapter and Section 3319, the following definitions are 
applicable: . : 

COMMON ATMOSPHERE. A common atmosphere exists be- 
tween rooms, spaces or areas within a building which are not separated 
by an approved smoke- and draft-stop barrier. 

SEPARATE ATMOSPHERE. A separate atmosphere exists be- 
tween rooms, spaces or areas that are separated by an approved 
smoke- and draft-stop barrier. 
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SMOKE AND DRAFT BARRIER. A smoke and draft barrier 
consists of walls, partitions, floors and openings therein of such con- 
struction as will prevent the transmission of smoke or gases through 
the construction. 

2. General provisions. The provisions of this subsection apply when a 
separate exit system is required in accordance with Section 3318. 

Walls, partitions and floors forming all of, or part of, an atmospher- 
ic separation shall be of materials consistent with the requirements for 
the type of construction, but of construction not less effective than a 
smoke— or draft-stop barrier. Glass lights of approved wired glass set 
in steel frames may be installed in such walls or partitions. 

Every door opening therein shall be protected with a fire assembly as 
required elsewhere in the code, but not less than a self-closing or au- 
tomatic-closing, tight-fitting smoke barrier and fire assembly having а 
fire-protection rating of not less than 20 minutes when tested in ac- 
cordance with U.B.C. Standard No. 43-2 which is a part of this code. 
‘(See Chapter 60, Part II.) 

Ducts penetrating atmospheric separation walls, partitions or floors 
Shall be equipped with an approved automatic-closing smoke damper 
when having openings into more than one atmosphere. 

АП automatic-closing fire assemblies installed іп the atmospheric 
separation shall be activated by approved smoke detectors. 

The specific requirements of this section are not intended to prevent 
the design or use of other systems, equipment or techniques which will 
effectively prevent the products of combustion from breaching the at- 
mospheric separation. 

(c) Special Provisions. Rooms in Divisions ! and 2 Occupancies used 
for kindergarten, first- or second-grade pupils and Division 3 Occu- 
pancies shall not be located above or below the first story. 


EXCEPTIONS: 1. Rooms on floors which have exits to the exterior of the 
building which require no more than 4 feet of vertical travel 
from the floor level to the level of the exterior finished surface 
of the ground, paving or sidewalk. 

2. In buildings equipped with an automatic sprinkler system 
throughout, rooms used for kindergarten, first- and second- 
grade children or for day-care purposes may be located on the 
second story, provided there are at least two exits directly into 
separate exiting systems as defined in Section 3318(a). 

3. Division 3 Occupancies located above the second story, 
shall be in buildings equipped with an automatic sprinkler 
system throughout and of Type I or Type II fire-resistive 
construction when: 

A. Division 3 Occupancies above the fourth floor shall not 
have more than 12 children per floor; and, 

B. The entire story on which the day-care facility is located is 
equipped with an approved fire alarm and smoke detection 
system as set forth in the Fire Code. Actuation of the system 
shall sound an alarm audible throughout the entire story; and, 
C. Тһе day-care facility is divided into not less than two areas 
of approximately the same size, separated from each other by 
not less than one-hour fire—resistive construction. Openings 
between the two areas shall be protected by an automatic- 
closing smoke and draft control assembly, having a fire-pro- 
tection rating of not less than 20 minutes, which will close 
automatically upon actuation of the fire alarm or detection 
systems; and, 

D. Each separated area is provided with air-moving equip- 
ment independent of that serving the other; and, 

E. Each separated area has not less than two exits, one of 
which is permitted to be through the adjoining separated area; 
and, 

F. The exits from the Division 3 Occupancy shall be into sep- 
arate exiting systems as defined in Section 3318. 


Stages and platforms shall be constructed in accordance with Chap- 
ter 39. For attic space partitions and draft stops, see Section 2516(f). 

(d) Special Hazards. Laboratories, vocational shops and similar ar- 
eas containing hazardous materials shall be separated from each other 
and from other portions of the building by not less than a one-hour 
fire-resistive occupancy separation. When the quantities of hazardous 
materials in such uses do not exceed those listed in Table No. 9-А or 
9-B, the requirements of Sections 905 and 908 shall apply. When the 
quantities of hazardous materials in such uses exceed those allowed by 
Table No. 9-А or 9-B, the use shall be classified as the appropriate 
Group H Occupancy. 

Occupants in laboratories having an area in excess of 200 square 
feet shall have access to at least two exits from the room and all por- 
tions of the room shall be within 75 feet of an exit. 

Equipment in rooms or groups of rooms sharing a common atmos- 
phere where flammable liquids, combustible dust or hazardous materi- 
als are used, stored, developed or handled shall conform to the re- 
quirements of the Fire Code. 
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NEW SECTION 


WAC 51-20-0900 CHAPTER 9. Requirements for Group H 
Occupancies. 


NEW SECTION 


WAC 51-20-0901 GROUP H OCCUPANCIES DEFINED. 
Section 901. (a) General. For definitions, identification and control of 
hazardous materials, display of nonflammable solid and nonflammable 
or noncombustible liquid hazardous materials in Group B, Division 2 
Occupancies, see the Fire Code. For application and use of control ar- 
eas, see Footnote No. 1 of Tables Nos. 9-A and 9-В. Group H Occu- 
pancies shall be: 

Division 1. Occupancies with a quantity of material in the building 
in excess of those listed in Table No. 9-А which present a high explo- 
sion hazard, including, but not limited to: 

1. Explosives, blasting agents, fireworks and black powder. 


EXCEPTION: Storage and the use of pyrotechnic special effect materials in 
motion picture, television, theatrical and group entertainment 
production when under permit as required in the Fire Code. 
The time period for storage shall not exceed 90 days. 


2. Unclassified detonatable organic peroxides. 

3. Class 4 oxidizers. 

4. Class 4 or Class 3 detonatable unstable (reactive) materials. 

Division 2. Occupancies with a quantity of material in the building 
in excess of those listed in Table No. 9-A, which present a moderate 
explosion hazard or a hazard from accelerated burning, including, but 
not limited to: 

1. Class І organic peroxides. 

2. Class 3 nondetonatable unstable (reactive) materials. 

3. Pyrophoric gases. ` 

4. Flammable or oxidizing gases. 

5. Class I, П or Ш-А flammable or combustible liquids which are 
used in normally open containers or systems or in closed containers 
pressurized at more than 15-pounds-per-square-inch gauge. 


EXCEPTION: Aerosols. 


6. Combustible dusts in suspension or capable of being put into sus- 
pension in the atmosphere of the room or area. 


EXCEPTIONS: 1. Rooms or areas used for woodworking where no more than 
three fixed in-place woodworking appliances are utilized may 
be classified as а Group B, Division 2 Occupancy, provided 
the appliances are equipped with dust collectors sufficient to 
remove dust generated by the appliance. 

2. Lumberyards and similar retail stores utilizing only power 
saws may be classified as Group B, Division 2 Occupancies. 


The building official may revoke the use of these exceptions for due 
cause. 

7. Class 3 oxidizers. 

Division 3. Occupancies with a quantity of material in the building 
in excess of those listed in Table No. 9-А which present a high fire or 
physical hazard, including, but not limited to: 

1. Class II, Ш or IV organic peroxides. 

2. Class 1 or 2 oxidizers. 

3. Class 1, H or Ш-А flammable liquids or combustible liquids 
which are utilized or stored in normally closed containers or systems 
and containers pressurized at 15-pounds-per-square-inch gauge or 
less and aerosols. 

4. Class III-B combustible liquids. 

5. Pyrophoric liquids or solids. 

6. Water reactives. 

7. Flammable solids, including combustible fibers or dusts, except 
for dusts included in Division 2 Occupancies. 

8. Flammable or oxidizing cryogenic fluids (other than inert). 

9. Class 1 unstable (reactive) gas or Class 2 unstable (reactive) 
materials. 

Division 4. Repair garages not classified as Group B, Division 1 
Occupancies. 

Division 5. Aircraft repair hangars and heliports not classified as 
Group B, Division 3 Occupancies. 

Division 6. Semiconductor fabrication facilities and comparable re- 
search and development areas when the facilities in which hazardous 
production materials (HPM) are used and the aggregate quantity of 
materials are in excess of those listed in Table No. 9-А or 9-B. Such 
facilities and areas shall be designed and constructed in accordance 
with Section 911. 
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Division 7. Occupancies having quantities of materials in excess of 
those listed in Table No. 9—B that are health hazards, including but 
not limited to: 

1. Corrosives. 

2. Highly toxic materials. 

3. Irritants. 

(b) Multiple Hazards. When a hazardous material has multiple 
hazards, all hazards shall be addressed and controlled in accordance 
with the provisions of this chapter. 

(c) Liquid Use, Dispensing and Mixing Rooms. Rooms in which 
Class I, Class П and Class III-A flammable or combustible liquids are 
used, dispensed or mixed in open containers shall be constructed in ac- 
cordance with the requirements for a Group H, Division 2 Occupancy 
and the following: 

1. Rooms in excess of 500 square feet shall have at least one exterior 
door approved for fire department access. 

2. Rooms shall not exceed 1,000 square feet in area. 

3. Rooms shall be separated from other areas by an occupancy sep- 
aration having a fire—resistive rating of not less than one hour for 
rooms up to 150 square feet in area and not less than two hours where 
the room is more than 150 square feet in area. Separations from other 
occupancies shall not be less than required by Chapter 5, Table No. 5- 
B. 

4. Shelving, racks and wainscoting in such areas shall be of non- 
combustible construction or wood not less than l-inch nominal 
thickness. 

5. Liquid use, dispensing and mixing rooms shall not be located in 
basements. 

(d) Liquid Storage Rooms. Rooms in which Class I, Class П and 
Class Ш-А flammable or combustible liquids are stored in closed con- 
tainers shall be constructed in accordance with the requirements for a 
Group H, Division 3 Occupancy and to the following: 

1. Rooms in excess of 500 square feet shall have at least one exterior 
door approved for fire department access. 

2. Rooms shall be separated from other areas by an occupancy sep- 
aration having a fire-resistive rating of not less than one hour for 
rooms up to 150 square feet in area and not less than two hours where 
the room is more than 150 square feet in area. Separations from other 
occupancies shall not be less than required by Chapter 5, Table No. 5— 
B. 

3. Shelving, racks and wainscoting in such areas shall be of non- 
combustible construction or wood of not less than l-inch nominal 
thickness. 

4. Rooms used for the storage of Class 1 flammable liquids shall not 
be located in a basement. 

(e) Flammable or Combustible Liquid Storage Warehouses. Liquid 
storage warehouses in which Class I, Class I] and Class III-A flam- 
mable or combustible liquids are stored in closed containers shall be 
constructed in accordance with the requirements for a Group H, Divi- 
sion 3 Occupancy and the following: 

1. Liquid storage warehouses shall be separated from all other uses 
by a four-hour area separation wall. 

2. Shelving, racks and wainscoting in such warehouses shall be of 
noncombustible construction or wood not less than l-inch nominal 
thickness. 

3. Rooms used for the storage of Class I flammable liquids shall not 
be located in a basement. 

(f) Requirement for Report. The building official may require a 
technical opinion and report to identify and develop methods of pro- 
tection from the hazards presented by the hazardous material. The 
opinion and report shall be prepared by a qualified person, firm or cor- 
poration approved by the building official and shall be provided with- 
out charge to the enforcing agency. 

The opinion and report may include, but is not limited to, the prep- 
aration of a hazardous material management plan (HMMP); chemical 
analysis; recommendations for methods of isolation, separation, con- 
tainment or protection of hazardous materials or processes, including 
appropriate engineering controls to be applied; the extent of changes in 
the hazardous behavior to be anticipated under conditions of exposure 
to fire or from hazard control procedures; and the limitations or condi- 
tions of use necessary to achieve and maintain control of the hazardous 
materials or operations. The report shall be entered into the files of the 
code enforcement agencies. Proprietary and trade secret information 
shall be protected under the laws of the state or jurisdiction having 
authority. 
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OPTIONAL 


When an НММР 15 required, the applicant may submit the 
report(s) used for compliance with requirements of 40 CFR 
"Hazardous Chemical Reporting and Community Right-to— 
Know Regulations" under Title HI of the Superfund Amend- 
ments and Reauthorization Act of 1986 (SARA). 


EXCEPTION: 


NEW SECTION 


WAC 51-20-0902 CONSTRUCTION, HEIGHT AND AL- 
LOWABLE AREA. Section 902. (a) General. Buildings or parts of 
buildings classed in Group H because of the use or character of the 
occupancy shall be limited to the types of construction set forth in 
Tables Nos. 5-C and 5-D and shall not exceed, in area or height, the 
limits specified in Sections 505, 506 and 507. 

(b) Floors. Except for surfacing, floors in areas containing hazard- 
ous materials and in areas where motor vehicles, boats, helicopters or 
airplanes are stored, repaired or operated shall be of noncombustible, 
liquid-tight construction. 


EXCEPTION: In Group H, Divisions 4 and 5 Occupancies, floors may be sur- 


faced or waterproofed with asphaltic paving materials in that 
portion of the facility where no repair work is done. 


(c) Spill Control. When required by the Fire Code, floors shall be 
recessed a minimum of 4 inches or shall be provided with a liquid— 
tight raised sill with a minimum height of 4 inches so as to prevent the 
flow of liquids to adjoining areas. When liquid-tight sills are provided, 
they may be omitted at door openings by the installation of ап open— 
grate trench which connects to the room drainage system. 

(d) Drainage. When required by the Fire Code, the room, building 
or area shall be provided with a drainage system to direct the flow of 
liquids to an approved location or, the room, building or area shall be 
designed to provide secondary containment for the hazardous materials 
and fire-protection water. 

Drains from the area shall be sized to carry the sprinkler system de- 
sign flow rate over the sprinkler system design area. The slope of 
drains shall not be less than 1 percent. Materials of construction for 
the drainage system shall be compatible with the stored materials. 

Incompatible materials shall be separated from each other in the 
drain systems. They may be combined when they have been rendered 
acceptable for discharge by an approved means into the public sewer. 
Drainage of spillage and fire-protection water directed to a neutralizer 
or treatment system shall comply with the following: 

1. The system shall be designed to handle the maximum worst—case 
spill from the single largest container plus the volume of fire-protec- 
tion water from the system over the minimum design area for a period 
of 20 minutes. 

2. Overflow from the neutralizer or treatment system shall be pro- 
vided to direct liquid leakage and fire-protection water to a safe loca- 
tion away from the building, any material or fire-protection control 
valve, means of egress, adjoining property, or fire department access 
roadway. 

(e) Containment. When required by the Fire Code, drains shall be 
directed to a containment system or other location designed as second- 
ary containment for the hazardous material liquids and fire-protection 
water, or the building, room or area shall be designed to provide sec- 


` ondary containment of hazardous material liquids and fire-protection 
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water through the use of recessed floors or liquid-tight raised sills. 

Secondary containment shall be designed to retain the spill from the 
largest single container plus the design flow rate of the sprinkler sys- 
tem for the area of the room or area in which the storage is located or 
the sprinkler system design area, whichever is smaller. The contain- 
ment capacity shall be capable of containing the flow for a period of 20 
minutes. 

Overflow from the secondary containment system shall be provided 
to direct liquid leakage and fire-protection water to a safe location 
away from the building, any material or fire-protection control valve, 
means of egress, fire access roadway, adjoining property or storm 
drains. 

If the storage area is open to rainfall, the secondary containment 
shall be designed to accommodate the volume of a 24-hour rainfall as 
determined by a 25-year storm. 

When secondary containment is required, a monitoring method ca- 
pable of detecting hazardous material leakage from the primary con- 
tainment into the secondary containment shall be provided. When vi- 
sual inspection of the primary containment is not practical, other ap- 
proved means of monitoring may be provided. When secondary con- 
tainment may be subject to the intrusion of water, a monitoring 
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method for such water shall be provided. Whenever monitoring devices 
are provided, they shall be connected to distinct visual or audible 
alarms. 

(f) Smoke and Heat Vents. Smoke and heat venting shall be provid- 
ed in areas containing hazardous materials as set forth in the Fire 
Code in addition to the provisions of this code. 

(g) Standby Power. A standby power system shall be provided for 
required mechanical exhaust ventilation, treatment, temperature con- 
trol, liquid—level limit control, pressure control, alarm, and detection or 
other required electrically operated systems in Group H, Divisions 1, 2, 
and 3 Occupancies, and in Group H, Division 7 Occupancies in which 
there is use or storage of corrosives, highly toxic solids and liquids, ir- 
ritants, sensitizers or other health hazard materials. For required sys- 
tems, see the Fire Code. The standby power system shall be designed 
and installed in accordance with the Electrical Code to automatically 
supply power to all electrical equipment required by the Fire Code 
when the normal electrical supply system is interrupted. 

(h) Emergency Power. An emergency power system shall be provid- 
ed for required mechanical exhaust ventilation, treatment, temperature 
control, liquid-level limit control, pressure control, alarm and detection 
or other required electrically operated systems in Group H, Division 6 
Occupancies, and in Group H, Division 7 Occupancies in which highly 
toxic or toxic gases are stored or used. For required systems, see the 
Fire Code. The emergency power system shall be designed and in- 
stalled in accordance with the Electrical Code to automatically supply 
power to the exhaust ventilation system when the normal electrical 
supply system is interrupted. 

(i) Special Provisions for Group H, Division 1 Occupancies. Group 
H, Division 1 Occupancies shall be in buildings used for no other pur- 
pose, without basements, crawl spaces or other under-floor spaces. 
Roofs shall be of lightweight construction with suitable thermal insu- 
lation to prevent sensitive material from reaching its decomposition 
temperature. 

Group H, Division 1 Occupancies containing materials which are in 
themselves both physical and health hazards in quantities exceeding 
the exempt amounts in Table No. 9-B shall comply with requirements 
for both Group Н, Division 1 and Group Н, Division 7 Occupancies. 

(j) Special Provisions for Group H, Divisions 2 and 3 Occupancies. 
Group H, Divisions 2 and 3 Occupancies containing quantities of haz- 
ardous materials in excess of those set forth in Table No. 9-Е shall be 
in buildings used for no other purpose, shall not exceed one story in 
height and shall be without basements, crawl spaces or other under- 
floor spaces. 

Group H, Division 3 Occupancies containing water-reactive materi- 
als shall be resistant to water penetration. Piping for conveying liquids 
shall not be over or through areas containing water reactives, unless 
isolated by approved liquid-tight construction. 


EXCEPTION:  Fire-protection piping may be installed over reactives without 
isolation. 


(k) Special Provisions for Group H, Divisions 4 and 5 Occupancies. 
A Division 4 Occupancy having a floor area not exceeding 2,500 
square feet may have exterior walls of not less than two-hour fire-re- 
sistive construction when less than 5 feet from a property line and of 
not less than one-hour fire-resistive construction when 5 feet ог more 
but less than 20 feet from a property line. 

(I) Special Provisions for Group H, Division 6 Occupancies. See 
Section 911. 


NEW SECTION 


WAC 51-20-1000 CHAPTER 10. Requirements for Group I 
Occupancies. 


NEW SECTION 


WAC 51-20-1011 SUITE CONCEPT. Section 1011. Rooms 
within hospitals and nursing homes may be considered as an adjoining 
or intervening room when the nature of the rooms is such that the en- 
tire configuration functions as a single unit. Any suite of rooms other 
than patient sleeping rooms, may be subdivided with non-combustible 
and non-fire-rated walls. Suites shall comply with all of the following: 

1. Suites shall not exceed 10,000 square feet in area. 

2. The maximum travel distance from any point in the suite to a 
corridor door is limited to 50 feet or there is unrestricted access from 
patient treatment areas to a corridor with a maximum of one interven- 
ing room. 


tv 
tv 
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3. Suites of more than 1,000 square feet shall have at least two sep- 
arate exits. 

4. The main building exiting system shall not pass through the suite. 

5. Suites shall be separated from the rest of the occupancy by at 
least a one-hour fire—resistive occupancy separation. 

6. The entire building and the suite shall be provided with an ap- 
proved automatic sprinkler system and supervised automatic smoke- 
detection system. 

7. Each patient room in the suite shall be located to permit direct 
visual supervision by the facility staff. 

8. Patient corridors (rated and non-rated) within the suite shall be 
not less than 8 feet in width. 


NEW SECTION 


WAC 51-20-1200 CHAPTER 12. Requirements for Group R 
Occupancies. Я 


NEW SECTION 


WAC 51-20-1201 GROUP К OCCUPANCIES 
Section 1201. Group R Occupancies shall be: 

Division 1. Hotels and apartment houses. 

Congregate residences (each accommodating more than 10 persons). 

Division 2. Not used. 

Division 3. Dwellings, family child day care homes and lodging 
houses. 

Congregate residences (each accommodating 10 persons or less). 

For occupancy separations, see Table No. 5-B. 

A complete code for construction of detached one- and two-family 
dwellings is in Appendix Chapter 12 of this code. When adopted, as set 
forth in Section 103, it will take precedence over the requirements set 
forth in Parts Í through X and Chapter 60 of this code. 


DEFINED. 


NEW SECTION 


WAC 51-20-1210 SMOKE DETECTORS AND SPRINKLER 
SYSTEMS. Section 1210. (a) Smoke Detectors. 1. General. Dwelling 
units, congregate residences and hotel or lodging house guest rooms 
that are used for sleeping purposes shall be provided with operable 
smoke detectors. Detectors shall be installed in accordance with the 
approved manufacturer's instructions. 

2. Additions, alterations or repairs to Group R Occupancies. When 
the valuation of an addition, alteration or repair to a Group R Occu- 
pancy exceeds $1000.00 and a permit is required, or when one or more 
sleeping rooms are added or created in existing Group R. Occupancies, 
smoke detectors shall be installed in accordance with Subsections 3, 4 
and 5 of this section. 

3. Power source. In new construction, required smoke detectors shall 
receive their primary power from the building wiring when such wiring 
is served from a commercial source and shall be equipped with a bat- 
tery backup. The detector shall emit a signal when the batteries are 
low. Wiring shall be permanent and without a disconnecting switch 
other than those required for overcurrent protection. Smoke detectors 
may be solely battery operated when installed in existing buildings, or 
in buildings without commercial power; or in buildings which undergo 
alterations, repairs or additions regulated by Subsection 2 of this 
section. 

4. Location within dwelling units. In dwelling units, a detector shall 
be mounted on the ceiling or wall at a point centrally located in the 
corridor or area giving access to each separate sleeping area. When the 
dwelling unit has more than one story and in dwellings with basements, 
a detector shall be installed on each story and in the basement. In 
dwelling units where a story or basement is split into two or more lev- 
els, the smoke detector shall be installed on the upper level, except that 
when the lower level contains a sleeping area, a detector shall be in- 
stalled on each level. When sleeping rooms are on an upper level, the 
detector shall be placed at the ceiling of the upper level in close prox- 
imity to the stairway. In dwelling units where the ceiling height of a 
room open to the hallway serving the bedrooms exceeds that of the 
hallway by 24 inches or more, smoke detectors shall be installed in the 
hallway and in the adjacent room. Detectors shall sound an alarm au- 
dible in all sleeping areas of the dwelling unit in which they are 
located. 

5. Location in efficiency dwelling units, congregate residences and 
hotels. In efficiency dwelling units, hotel suites and in hotel and con- 
gregate residence sleeping rooms, detectors shall be located on the 
ceiling or wall of the mainroom or each sleeping room. When sleeping 
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rooms within an efficiency dwelling unit or hotel suite are on an upper 
level, the detector shall be placed at the ceiling of the upper level in 
close proximity to the stairway. When actuated, the detector shall 
sound an alarm audible within the sleeping area of the dwelling unit, 
hotel suite or sleeping room in which it is located. 

6. Location within family child day care homes. [n family child day 
care homes operable detectors shall be located in all sleeping and nap- 
ping areas. When the family child day care home has more than one 
story, and in family child day care homes with basements, an operable 
detector shall be installed on each story and in the basement. In family 
child day care homes where a story or basement is split into two or 
more levels, the smoke detector shall be installed in the upper level, 
except that when the lower level contains a sleeping or napping area, 
an operable detector shall be located on each level. When sleeping 
rooms are on an upper level, the detector shall be placed at the ceiling 
of the upper level in close proximity to the stairway. In family child 
day care homes where the ceiling height of a room open to the hallway 
serving the bedrooms exceeds that of the hallway by 24 inches or more, 
smoke detectors shall be installed in the hallway and the adjacent 
room. Detectors shall sound an alarm audible in all areas of the 
building. 

(b) Sprinkler and Standpipe Systems. When required by other pro- 
visions of this code, automatic sprinkler systems and standpipes shall 
be installed as specified in Chapter 38. 


NEW SECTION 


WAC 51-20-1215 FAMILY CHILD DAY CARE HOMES. 
Section 1215. For family child day care homes with more than six 
children, each floor level used for family child day care purposes shall 
be served by two remote exits. Outside exit doors shall be operable 
from the inside without the use of keys or any special knowledge or 
effort. 

Basements located more than four feet below grade level shall not be 
used for family child day care homes unless one of the following con- 
ditions exist: 

(a) Exit stairways from the basement open directly to the exterior of 
the building without entering the first floor; or 

(b) One of the two required exits discharges directly to the exterior 
from the basement level, and a self-closing door is installed at the top 
or bottom of the interior stair leading to the floor above; or 

(c) One of the two required exits is an operable window or door, ap- 
proved for emergency escape or rescue, that opens directly to a public 
street, public alley, yard or exit court is provided; or 

(d) A residential sprinkler system is provided throughout the entire 
building in accordance with National Fire Protection Association 
Standard 13d. 

Floors located more than four feet above grade level shall not be oc- 
cupied by children in family child day care homes. 


EXCEPTIONS: 1. Use of toilet facilities while under supervision of an adult 
staff person. 

2. Family child day are homes may be allowed on the second 
story if one of the following conditions exist: 

(a) Exit stairways from the second story open directly to the 
exterior of the building without entering the first floor; or 

(b) One of the two required exits discharges directly to the 
exterior from the second story level, and a self—closing door is 
installed at the top or bottom of the interior stair leading to 
the floor below; or 

(c) A residential sprinkler system is provided throughout the 
entire building in accordance with National Fire Protection 
Association Standard 13d. 


Every sleeping or napping room in a family child day care home 
shall have at least one operable window for emergency rescue. 


EXCEPTION: Sleeping or napping rooms having doors leading to two separate 
exits ways, or a door leading directly to the exterior of the 
building. 


Rooms or spaces containing a commercial-type cooking kitchen, 
boiler, maintenance shop, janitor closet, laundry, woodworking shop, 
flammable or combustible storage, or painting operation shall be sepa- 
rated from the family child day care area by at least one-hour fire- 
resistive construction. 


EXCEPTION: А fire-resistive separation shall not be required where the food 
preparation kitchen contains only a domestic cooking range, 
and the preparation of food does not result in the production of 
smoke or grease laden vapors. 
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NEW SECTION 


WAC 51-20-1216 RECYCLABLE MATERIALS AND SOLID 
WASTE STORAGE. Section 1216. (a) General. Group R, Division 1 
Occupancies shall be provided with external space for the storage of 
recyclable materials and solid waste. 

(b) External Storage Space. 1. Exterior solid waste and recycling 
storage areas shall have a minimum size as indicated in Table No. 12- 
A. The dimensions of the storage area shall accommodate containers 
consistent with current methods of collection. 

2. The storage area shall be accessible to residents and haulers in 
order to assure efficient and safe collection. Points of collection shall be 
located within 200 feet of each dwelling unit. 

3. All solid waste and recyclable materials storage areas shall be 
contained on a concrete or equivalent pad and shall be enclosed with a 
six (6) foot high solid fence. 

4. One sign identifying each exterior solid waste and recycling stor- 
age area is required. Each sign shall not exceed one-square-foot and 
shall be posted on the exterior of the storage area adjacent to the ac- 
cess point. 


NEW SECTION 


WAC 51-20-1223 DIVISION II. REQUIREMENTS FOR 
GROUP R, DIVISION 4 AND DIVISION 5 OCCUPANCIES. Sec- 
tion 1223. General. (a) Purpose. The purpose of this division is to pro- 
vide minimum standards of safety for residential group care facilities. 

(b) Scope. 1. General. The provisions of this division shall apply to 
buildings or portions thereof that are to be used for Group R, Division 
4 and Division 5 Occupancies. 


OPTION I 


2. Applicability of other provisions. Except as specifically required 
by this division, Group R, Division 4 and Division 5 Occupancies shall 
meet all applicable provisions of this code. Group R, Division 4 and 
Division 5 Occupancies need not be accessible to people with 
disabilities. 


or OPTION 2 


2. Applicability of other provisions. Except as specifically required 
by this division, Group R, Division 4 and Division 5 Occupancies shall 
meet all applicable provisions of this code. Group R, Division 4 and 
Division 5 Occupancies shall be accessible to people with disabilities. 

(c) Definitions. For the purpose of this division, certain terms are 
defined as follows: 

GROUP R, DIVISION 4 OCCUPANCIES shall be residential 
group care facilities for ambulatory, nonrestrained persons who may 
have a mental or physical impairment (each accommodating more 
than five and not more than 16 clients or residents, excluding staff). 

GROUP R, DIVISION 5 OCCUPANCIES shall be residential 
group care facilities for semi-ambulatory and non-ambulatory, 
nonrestrained persons who have a mental or physical impairment (each 
accommodating more than five and not more than 16 clients or resi- 
dents, excluding staff). 

AMBULATORY PERSONS means persons physically and mental- 
ly capable of walking or traversing a normal path to safety, including 
the ascent and descent of stairs, without the physical assistance of an- 
other person. 

NON-AMBULATORY PERSONS means persons physically or 
mentally unable to walk or traverse a normal path to safety without 
the physical assistance of another person. 

SEMI-AMBULATORY PERSONS means persons physically and 
mentally capable of traversing a normal path to safety with the use of 
mobility aids, but unable to ascend or descend stairs without the phys- 
ical assistance of another person. 

SEPARATE EXIT SYSTEM is a path of exit travel separated in 
such a manner from other required exits as to provide an atmospheric 
separation which precludes contamination by both paths by the same 
fire. 


NEW SECTION 


WAC 51-20-1224 CONSTRUCTION, HEIGHT AND AL- 
LOWABLE AREA. Section 1224. (a) General. Unless otherwise 
specified in this chapter, buildings or portions of buildings classified as 
Group R, Division 4 or Division 5 may be constructed of any materials 
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allowed by this code, shall not exceed two stories in height nor be lo- 
cated above the second story in any building. Group R, Division 4 Oc- 
cupancies shall not exceed 3,000 square feet in floor area per story ex- 
cept as provided in Sections 505 and 507. 


OPTION I 


Where an approved automatic sprinkler system is installed in ac- 
cordance with UBC Standard No. 38-3, floor areas in a Group R, Di- 
vision 4 Occupancy may be increased to 6,000 square feet per story. 


or OPTION 2 


Where an approved automatic sprinkler system is installed in ac- 
cordance with UBC Standard No. 38-1, floor areas in a Group R, Di- 
vision 4 Occupancy may be increased to 6,000 square feet per story. 

(b) Special Provisions. (1) Residential or quick response standard 
sprinkler heads shall be used in all sprinkler systems installed in Group 
R, Division 4 and Division 5 Occupancies. 

(2) Group R, Division 4 Occupancies having more than 3,000 square 
feet of floor area above the first story shall be of not less than one-hour 
fire-resistive construction throughout. 

(3) АП buildings classed as Group R, Division S shall: 

(A) Have installed an approved fully automatic fire extinguishing 
system conforming to UBC Standard No. 38-1; and, 

(B) In buildings with individual floor areas over 6,000 square feet, 
have an approved smoke barrier dividing the floor into at least two 
compartments, provided that each compartment shall provide no less 
than 30 square feet per occupant; and, 

(C) Be a minimum Type V, One-hour construction. 


EXCEPTION: Buildings classified as Group R, Division 5 may be of Type V- 
N construction provided: 
(i) The entire building has an interior wall and ceiling covering 
consisting of 1/2 inch gypsum wall board or an approved equal 
installed in accordance with Section 4711; and, 
(ii) An approved smoke detection system, supervised by an ap- 
proved central, proprietary, or remote station service, is in- 
stalled throughout the entire structure and interconnected to 
the sprinkler system. 


(c) Mixed Occupancies. Group R, Division 4 and Division 5 Occu- 
pancies shall be separated from Group H Occupancies by a four-hour 
fire-resistive occupancy separation and shall be separated from all 
other occupancies by a one-hour fire-resistive occupancy separation. 


EXCEPTIONS: 1. An occupancy separation need not be provided between a 

Group R, Division 4 or Division 5 Occupancy and a carport 
having no enclosed uses above, provided the carport is entirely 
open on two or more sides. 
2. In the one-hour occupancy separation between a Group R, 
Division 4 or Division 5 Occupancy and a Group M, Division 
1 Occupancy, the separation may be limited to the installation 
of materials approved for one-hour fire-resistive construction 
on the garage side and a self-closing, tight-fitting solid-wood 
door 1 3/8 inch in thickness, or а self-closing tight-fitting 
door having a fire-protection rating of not less than 20 min- 
utes when tested in accordance with Part II UBC Standard 
No. 43-2, which is part of this code, is permitted in lieu of a 
one-hour fire assembly. Fire dampers need not be installed in 
air ducts passing through the wall, floor or ceiling separating a 
Group R, Division 4 or Division 5 Occupancy from a Group 
M, Division 1 Occupancy, provided such ducts within the 
Group M Occupancy are constructed of steel having a thick- 
ness not less than 0.019 inch (No. 26 galvanized sheet gauge) 
and have no openings into the Group M Occupancy. 


NEW SECTION 


WAC 51-20-1225 LOCATION ON PROPERTY. Section 1225. 
Exterior walls located less than 3 feet from property lines shall be of 
one-hour fire-resistive construction. Openings shall not be permitted in 
exterior walls located less than 3 feet from property lines. For other 
requirements, see Section 504 and Part IV. 


NEW SECTION 


WAC 51-20-1226 EXITS AND EMERGENCY ESCAPES. 
Section 1226. (a) General. 1. Group R, Division 4 and Division 5 Oc- 
cupancies shall be provided with exits as required by this section and 
Chapter 33 of this code. 

2. All Group R, Division 5 Occupancies located above the first floor 
shall have at least two exits directly to the exterior of the building, or 
into separate exit systems in accordance with Section 3309(a) and this 
chapter. 
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(b) Exits Required. 1. Number of exits. Every story, basement or 
portion thereof housing a Group R, Division 4 or Division 5 Occupan- 
cy shall have not less than two exits. 


EXCEPTIONS: 1. Basements used exclusively for the service of the building 
may have one exit. For the purpose of this exception, storage 
rooms, laundry rooms, maintenance offices and similar uses 
shall not be considered as providing service to the building. 

2. Storage rooms, laundry rooms and maintenance offices not 
exceeding 300 square feet in floor area may be provided with 
only one exit. 


2. Distance to exits. The maximum travel distance specified in 
Chapter 33 shall be reduced by 50 percent. 


OPTION ! 


(c) Corridor Width. Corridors shall be not less than 36 inches in 
width. 

(d) Stairways. Stairways shall be constructed as required by Section 
3306 of this code. 


EXCEPTION: In buildings that are converted to a Group R, Division 4 or Di- 
vision 5 Occupancy, existing stairways may have an 8-inch 
maximum rise and 9-inch minimum run. Existing stairways 
may be 30 inches in width in Group R, Division 4 Occupancies, 
and 36 inches in width in Group R, Division 5 Occupancies. 


or OPTION 2 


(c) Corridor Width. Corridors shall be not less than 44 inches in 
width. 

(d) Stairways. Stairways shall be constructed as required by Section 
3306 of this code. 


EXCEPTION: In buildings that are converted to a Group R, Division 4 or Di- 
vision 5 Occupancy, existing stairways may have an 8-inch 
maximum rise and 9-inch minimum run. Existing stairways 
may be 30 inches in width in Group В, Division 4 Occupancies, 
and 44 inches in width in Group R, Division 5 Occupancies. 


(e) Emergency Exit Illumination. In the event of power failure, exit 
illumination shall be automatically provided from an emergency sys- 
tem. Emergency systems shall be supplied from storage batteries or an 
on site generator set and the system shall be installed in accordance 
with the requirements of the Electrical Code. 

(f) Emergency Escape. Every sleeping room shall be provided with 
emergency escape or rescue facilities as required by Section 1204 of 
this code. 


NEW SECTION 


WAC 51-20-1227 LIGHT, VENTILATION AND SANITA- 
TION. Section 1227. Light, ventilation and sanitation shall be as 
specified in Section 1205. 


NEW SECTION 

WAC 51-20-1228 YARDS AND COURTS. Section 1228. 
Yards and courts shall be as specified in Section 1206. 
NEW SECTION 

WAC 51-20-1229 ROOM DIMENSIONS. Section 1229. Room 
dimensions shall be as specified in Section 1207. 
NEW SECTION 

WAC 51-20-1230 SECTION 1230. No requirements. 


NEW SECTION 


WAC 51-20-1231 SHAFT ENCLOSURES. Section 1231. Exits 
shall be enclosed as specified in Chapter 33. 

Elevator shafts, vent shafts, dumbwaiter shafts, clothes chutes and 
other vertical openings shall be enclosed and the enclosure shall be as 
specified in Section 1706. 


NEW SECTION 


WAC 51-20-1232 FIRE ALARM SYSTEMS. Section 1232. An 
approved automatic and manual fire alarm system, supervised by an 
approved central, proprietary, or remote station service, shall be pro- 
vided in Group R, Division 4 and Division 5 Occupancies in accord- 
ance with Section 14.104 (g) of the Fire Code. 
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EXCEPTION: Heat detectors need not be provided where an approved auto- 
matic sprinkler system that is interconnected to the fire alarm 
system is provided throughout the building. 


NEW SECTION 


WAC 51-20-1233 HEATING. Section 1233. All habitable rooms 
shall be provided with heating facilities capable of maintaining a room 
temperature of 70? F. at a point 3 feet above the floor. 


NEW SECTION 


WAC 51-20-1234 SPECIAL HAZARDS. Section 1234. (a) 
Heating Equipment. All heating equipment shall be permanently in- 
stalled. Chimneys and heating apparatus shall conform to the require- 
ments of Chapter 37 of this code and the Mechanical Code. 

(b) Flammable Liquids. The storage and handling of gasoline, fuel 
oil or other flammable liquids shall be in accordance with the Fire 
Code. 
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NEW SECTION 
WAC 51-20-1251 TABLE NO. 12-А. 


TABLE No. 12-A 
Minimum Size Requirements for Exterior Solid Waste 
and Recycling Storage Areas 


Dwelling Units Trash Recyclables Total Area 
2 - 6 12 sq. ft. 12 sq. ft. 24 sq. ft. 
7 - 15 24 sq. ft. 24 sq. ft. . 48 sq. ft. 
16- 25 48 sq. ft. 48 sq. ft. 96 sq. ft. 
26- 50 96 sq. ft. 96 sq. ft. 192 sq. ft. 
51- 75 144 sq. ft. 144 sq. ft. 288 sq. ft. 
76 - 100 192 sq. ft. 192 sq. ft. 384 sq. ft. 
101 - 125 240 sq. ft. 240 sq. ft. 480 sq. ft. 
126 - 150 288 sq. ft. 288 sq. ft. 576 sq. ft. 
151 - 175 336 sq. ft. 336 sq. ft. 672 sq. ft. 
176 - 200 384 sq. ft. 384 sq. ft. 768 sq. ft. 
201- Every additional 25 dwelling units shall require an 


additional 48 square feet for trash and 48 square feet 
for recyclables. 
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NEW SECTION 


МАС 51-20-1800 
Buildings. 


CHAPTER 18. Type | Fire-resistive 


NEW SECTION 


WAC 51-20-1807 SPECIAL PROVISIONS FOR GROUP B, 
DIVISION 2 OFFICE BUILDINGS AND GROUP R, DIVISION I 
OCCUPANCIES. Section 1807. (a) Scope. This section applies to all 
Group B, Division 2 office and Group R, Division | Occupancies, each 
having floors used for human occupancy located more than 75 feet 
above the lowest level of fire department access. Such buildings shall 
be provided with an approved automatic sprinkler system in accord- 
ance with Section 1807(c). 

(b) Certificate of Occupancy. All mechanical and electrical equip- 
ment and other required life safety systems shall be approved and in- 
stalled in accordance with approved plans and specifications pursuant 
to this section and shall be tested and proved to be in proper working 
condition to the satisfaction of the building official before issuance of 
the Certificate of Occupancy. Such system shall be maintained in ac- 
cordance with the Fire Code. 

(c) Automatic Sprinkler System. 1. System design. The automatic 
sprinkler system shall be provided throughout the building. The sprin- 
kler system shall be designed using the parameters set forth in U.B.C. 
Standard No. 38-1 and the following: 

A. Shutoff valves and a water-flow device shall be provided for each 
floor. The sprinkler riser may be combined with the standpipe riser. 

B. In Seismic Zones Nos. 2, 3 and 4, in addition to the main water 
supply, a secondary on-site supply of water equal to the hydraulically 
calculated sprinkler design demand plus 100 gallons per minute addi- 
tional for the total standpipe system shall be provided. This supply 
shall be automatically available if the principal supply fails and shall 
have a duration of 30 minutes. 

2. Modifications. The following modifications of code requirements 
are permitted: 

A. The fire-resistive time periods set forth in Table No. 17-A may 
be reduced by one hour for interior bearing walls, exterior bearing and 
nonbearing walls, roofs and the beams supporting roofs, provided they 

- do not frame into columns. Vertical shafts other than stairway enclos- 
ures and elevator shafts may be reduced to one hour when sprinklers 
are installed within the shafts at alternate floors. The fire—resistive 
time period reduction as specified herein shall not apply to exterior 
bearing and nonbearing walls whose fire-resistive rating has already 
been reduced under the exceptions contained within Section 1803(a) or 
1903(a). 

B. Except for corridors in Group B, Division 2 and Group R, Divi- 
sion 1 Occupancies and partitions separating dwelling units or guest 
rooms, all interior nonbearing partitions required to be one-hour fire— 
resistive construction by Table No. 17-A may be of noncombustible 
construction without a fire-resistive time period. 

C. Travel distance from the most remote point in the floor area to a 
horizontal exit or to an enclosed stairway may be 300 feet. 

D. Fire dampers, other than those needed to protect floor-ceiling 
assemblies to maintain the fire resistance of the assembly, are not 
required. 

E. Emergency windows required by Section 1204 are not required. 

(d) Smoke-detection Systems. At least one approved smoke detector 
suitable for the intended use shall be installed: 

1. In every mechanical equipment, electrical, transformer, telephone 
equipment, elevator machine or similar room. 

2. In the main return- and exhaust-air plenum of each air-condi- 
tioning system and located in a serviceable area downstream of the last 
duct inlet. 

3. At each connection to a vertical duct or riser serving two or more 
stories from a return-air duct or plenum of an air-conditioning system. 
In Group R, Division 1 Occupancies, an approved smoke detector may 
be used in each return-air riser carrying not more than 5,000 cfm and 
serving not more than 10 air inlet openings. 

The actuation of any detector required by this section shall operate 
the voice alarm system and shall place into operation all equipment 
necessary to prevent the recirculation of smoke. 

(e) Alarm and Communication Systems. The alarm and communi- 
cation systems shall be designed and installed so that damage to any 
terminal unit or speaker will not render more than one zone of the 
system inoperative. 
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The voice alarm and public address system may be a combined sys- 
tem. When approved by the fire department, a communications system 
may be combined with the voice alarm system and the public address 
system. 

Three communication systems which may be combined as set forth 
above shall be provided as follows: 

1. Voice alarm system. The operation of any smoke detector, sprin- 
kler, waterflow device or manual fire alarm station shall automatically 
sound an alert signal to the desired areas followed by voice instructions 
giving appropriate information and direction to the occupants. 

The central control station shall contain controls for the voice alarm 
system so that a selective or genera! voice alarm may be manually 
initiated. 

The system shall be supervised to cause the activation of an audible 
trouble signal in the central control station upon interruption or failure 
of the audiopath including amplifiers, speaker wiring, switches and 
electrical contacts and shall detect opens, shorts and grounds which 
might impair the function of the system. 

The alarm shall be designed to be heard clearly by all occupants 
within the building or designated portions thereof as is required for the 
public address system. 

2. Public address system. A public address communication system 
designed to be clearly heard by all occupants of the building shall op- 
erate from the central control station. It shall be established on a se- 
lective or general basis to the following terminal areas: 

. Elevators. 

. Elevator lobbies. 

. Corridors. 

. Exit stairways. 

. Rooms and tenant spaces exceeding 1,000 square feet in area. 

Dwelling units in apartment houses. 

. Hotel guest rooms or suites. 

Fire department communication system. A two-way fire depart- 
ment communication system shall be provided for fire department use. 
It shall operate between the central control station and elevators, ele- 
vator lobbies, emergency and standby power rooms and at entries into 
enclosed stairways. 
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OPTION 1 


(f) Central Control Station. A central control station for fire de- 
partment operations shall be provided. The location of the central con- 
trol station shall be approved by the fire department. The central con- 
trol station room shall have a minimum of 96 square feet with a mini- 
mum dimension of 8 feet. It shall contain the following as a minimum: 

1. The voice alarm and public address system panels. 

2. The fire department communications panel. 

3. Fire-detection and alarm system annunciator panels. 

4. Annunciator visually indicating the location of the elevators and 
whether they are operational. 

. 5. Status indicators and controls for air-handling systems. 

6. Controls for unlocking all stairway doors simultaneously. 

7. Sprinkler valve and water-flow detector display panels. 

8. Emergency and standby power controls and status indicators. 

9. A telephone for fire department use with controlled access to the 
public telephone system. 

10. Fire pump status indicators. 

11. Schematic building plans indicating the typical floor plan and 
detailing the building core, exit facilities, fire-protection systems, fire 
fighting equipment and fire department access. 

12. Work table. 

АП control panels in the central control station shall be permanently 
identified as to function. 

Alarm, supervisory and trouble signals as required by Items 3 and 7 
above shall be annunciated in compliance with the Fire Code in the 
central control station by means of an audible and visual indicator. For 
purposes of annunciation, zoning shall be in accordance with the 
following: 

|. When the system serves more than one building, each building 
shall be considered separately. 

2. Each floor shall be considered a separate zone. When one or more 
sprinkler risers serve the same floor, cach riser shall be considered a 
separate zone. 


EXCEPTION: When more than one riser serves the same system on the floor. 
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OPTION 2 


(f) Central Control Station. A central control station for fire de- 
partment operations shall be provided. The location, size and arrange- 
ment of the central control station room shall be approved by the fire 
department. It shall contain the following as a minimum: 

1. The voice alarm and public address system panels. 

2. The fire department communications panel. 

3. Fire-detection and alarm system annunciator panels. 

4. Annunciator visually indicating the location of the elevators and 
whether they are operational. 

5. Status indicators and controls for air-handling systems. 

6. Controls for unlocking all stairway doors simultaneously. 

7. Sprinkler valve and water-flow detector display panels. 

8. Emergency and standby power controls and status indicators. 

9. A telephone for fire department use with controlled access to the 
public telephone system. 

10. Fire pump status indicators. 

11. Schematic building plans indicating the typical floor plan and 
detailing the building core, exit facilities, fire-protection systems, fire— 
fighting equipment and fire department access. 

12. Work table. 

АП control panels in the central control station shall be permanently 
identified as to function. 

Alarm, supervisory and trouble signals as required by Items 3 and 7 
above shall be annunciated in compliance with the Fire Code in the 
central control station by means of an audible and visual indicator. For 
purposes of annunciation, zoning shall be in accordance with the 
following: 

1. When the system serves more than one building, each building 
shall be considered separately. 

2. Each floor shall be considered a separate zone. When one or more 
sprinkler risers serve the same floor, each riser shall be considered a 
separate zone. 


EXCEPTION: When more than one riser serves the same system on the floor. 


(g) Smoke Control. Natural or mechanical ventilation for the re- 
moval of products of combustion shall be provided in every story and 
shall consist of one of the following: 

1. Easily identifiable, manually operable windows or panels shall be 
distributed around the perimeter of the building at not more than 50— 
foot intervals. The area of operable windows or panels shall not be less 
than 20 square feet per 50 linear feet of perimeter. 


EXCEPTIONS: 1. In Group R, Division 1 hotel occupancies, each guest room 
or suite having an exterior wall may be provided with 2 square 
feet of venting area in lieu of the area specified above. 

2. Windows may be of fixed tempered glass provided that no 
coating or film is applied which will modify the natura! 
breaking characteristics of the glass. 


2. When a complete and approved automatic sprinkler system is in- 
stalled, the mechanical air-handling equipment may be designed to 
accomplish smoke removal. Under fire conditions, the return and ex- 
haust air shall be moved directly to the outside without recirculation to 
other sections of the building. The air-handling system shall provide a 
minimum of one exhaust air change each 10 minutes for the area 
involved. 

3. Any other approved design which will produce equivalent results. 

(h) Elevators. Elevators and elevator lobbies shall comply with the 
provisions of Chapter 51 and the following: 


NOTE: A bank of elevators is a group of elevators or a single elevator con- 
trolled by а common operating system; that is, all those elevators which 
respond to a single call button constitute a bank of elevators. There is 
no limit on the number of cars which may bz in a bank or group but 
there may not be more than four cars within a common hoistway. 


1. Elevators on all floors shall open into elevator lobbies which are 
separated from the remainder of the building, including corridors and 
other exits, by walls extending from the floor to the underside of the 
fire-resistive floor or roof above. Such walls shall not be of less than 
one-hour fire-resistive construction. Openings through such walls shall 
conform to Section 3305(h). 


EXCEPTIONS: 1. The main entrance level elevator lobby in office buildings. 
2. Elevator lobbies located within an atrium complying with 
the provisions of Section 1715. 
3. In fully sprinklered office buildings, corridors may lead 
through enclosed elevator lobbies if all areas of the building 
have access to at least one required exit without passing 
through the elevator lobby. 
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2. Each elevator lobby shall be provided with an approved listed 
smoke detector located on the lobby ceiling. When the detector is acti- 
vated, elevator doors shall not open and all cars serving that lobby are 
to return to the main floor and be under manual control only. If the 
main floor detector or a transfer floor detector is activated, all cars 
serving the main floor or transfer floor shall return to a location ap- 
proved by the fire department and building official and be under man- 
ual control only. The detector may serve to close the lobby doors and 
additional doors at the hoistway opening allowed in Section 5106. 

3. Elevator hoistways shall not be vented through an elevator ma- 

Chine room. Cable slots entering the machine room shall be sleeved 
beneath the machine room floor and extend to not less than 12 inches 
below the shaft vent to inhibit the passage of smoke into the machine 
room. 
(i) Standby Power, Light and Emergency Systems. 1. Standby pow- 
er. Standby power-generating system conforming to U.B.C. Standard 
No. 18-1, which is a part of this code (see Chapter 60, Part 11), shall 
be provided. The system shall be equipped with suitable means for au- 
tomatically starting the generator set upon failure of the normal elec- 
trical supply systems and for automatic transfer of all functions re- 
quired by this section at full power within 60 seconds of such normal 
service failure. System supervision with manual start and transfer 
override features shall be provided at the central control station. 

An on-premises fuel supply sufficient for not less than two hours' 
full-demand operation of the system shall be provided. 

The standby system shall have a capacity and rating that would 
supply all equipment required to be operational at the same time. The 
Benerating capacity need not be sized to operate all the connected 
electrical equipment simultaneously. 

All power, lighting, signal and communication facilities specified in 
Subsections (d), (e), (f), (g), (h), (i) and (j) of this section, as appli- 
cable; fire pumps required to maintain pressure, standby lighting and 
normal circuits supplying exit signs and exit illumination shall be 
transferable to the standby source. 

2. Standby lighting. Standby lighting shall be provided as follows: 

A. Separate lighting circuits and fixtures sufficient to provide light 
with an intensity of not less than one footcandle measured at floor level 
in all exit corridors, stairways, smokeproof enclosures, elevator cars 
and lobbies and other areas which are clearly a part of the escape 
route. 

B. All circuits supply lighting for the central control station and 
mechanical equipment room. ` 

3. Emergency systems. The following are classified as emergency 
systems and shall operate within 10 seconds of failure of the normal 
power supply: 

A. Exit sign and exit illumination as required by Sections 3313 and 
3314. 

B. Elevator car lighting. 

Gj) Exits. Exits shall comply with other requirements of this code 
and the following: 

1. АП stairway doors which are locked from the stairway side shall 
have the capability of being unlocked simultaneously without 
unlatching upon a signal from the central control station. 

2. A telephone or other two-way communications system connected 
to an approved emergency service which operates continuously shall be 
provided at not less than every fifth floor in each required stairway 
where other provisions of this code permit the doors to be locked. 

(k) Seismic Considerations. In Seismic Zones Nos. 2, 3 and 4, the 
anchorage of mechanical and electrical equipment required for life— 
safety systems, including fire pumps and elevator drivc and suspension 
systems, shall be designed in accordance with the requirements of Sec- 
tion 2330. 


NEW SECTION 
WAC 51-20-2300 GENERAL DESIGN REQUIREMENTS. 


NEW SECTION 


WAC 51-20-2312 DEFINITIONS FOR WIND DESIGN. Sec- 
tion 2312. The following definitions apply only to this part: 

BASIC WIND SPEED is the fastest-mile wind speed associated 
with an annual probability of 0.02 measured at a point 33 feet above 
the ground for an area having exposure category C. 

EXPOSURE B has terrain with buildings, forest or surface irregu- 
larities 20 feet or more in height covering at least 20 percent of the 
area extending one mile or more from the site. 
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EXPOSURE C has terrain which is flat and generally open, extend- 
ing one-half mile or more from the site in any full quadrant. 
EXPOSURE D 


OPTION 1 


represents the most severe exposure in areas with basic wind speeds 
80 miles per hour (mph) or greater and has terrain which is flat and 
unobstructed facing large bodies of water over one mile or more in 
width relative to any quadrant of the building site. Exposure D extends 
inland from the shoreline 1/4 mile or 10 times the building height, 
whichever is greater. 


OPTION 2 


represents the most severe exposure in areas with basic wind speeds 
greater than 80 miles per hour (mph) and has terrain which is flat and 
unobstructed facing large bodies of water over one mile or more in 
width relative to any quadrant of the building site. Exposure D extends 
inland from the shoreline 1/4 mile or 10 times the building height, 
whichever is greater. 


FASTEST-MILE WIND SPEED is the wind speed obtained from 
wind velocity maps prepared by the National Oceanographic and At- 
mospheric Administration and is the highest sustained average wind 
speed based on the time required for a mile-long sample of air to pass 
a fixed point. 

OPEN STRUCTURE or STORY is a partially enclosed structure 
that has a greater area of exterior wall openings on any one wall than 
the sum of the areas of the openings on all the other walls and has 
more than 15 percent of the wall area open. All windows and doors or 
other openings in exterior walls shall be considered as openings unless 
such openings and their frames are specifically detailed and designed 
to resist the loads on elements and components in accordance with the 
provisions of this section. 

SPECIAL WIND REGION is an area where local records and ter- 
rain features indicate 50-уеаг fastest-mile basic wind speed is higher 
than shown in Figure No. 23-1. 

UNENCLOSED STRUCTURE or STORY is a structure which 
has openings on two or more sides but the sum of the areas of openings 
in each side is within 15 percent or less of each other. 


NEW SECTION 
WAC 51-20-2700 CHAPTER 27. Steel. 
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NEW SECTION 


WAC 51-20-2710 STEEL STRUCTURES RESISTING FORCES INDUCED BY EARTHQUAKE MOTIONS IN SEISMIC ZONES 
NOS. 3 AND 4. Section 2710. 


Sec. 2710. (a) General. Design and construction of steel framing in lateral- 
forcc-resisting systems in Seismic Zones Nos. 3 and 4 shall conform to the require- 
ments of the code and to the requirements of this section. 

(b) Definitions. 

ALLOWABLE STRESSES are prescribed in U.B.C. Standard No. 27-15. 

CHEVRON BRACING is that form of bracing where a pair of braces located 
either above or below a beam terminates at a single point within the clear beam 
span. 

CONNECTION is the group of elements that connect the member to the joint. 

DIAGONAL BRACING isthat form of bracing that diagonally connects joints 
at different levels. 

ECCENTRICALLY BRACED FRAME (ЕВЕ) is that form of braced frame 
where at least one end of each brace intersects a beam at a point away from the col- 
umn girder joint. 

GIRDER is the horizontal member in a seismic frame. The words beam and 
girder may be used interchangeably. 

JOINT is the entire assemblage at the intersections of the members. 

K BRACING is that form of bracing where a pair of braces located on one side 
of a column terminates at a single point within the clear column height. 

LINK ВЕАМ is that part of a beam in an eccentrically braced frame which is 
designed to yield in shear and/or bending so that buckling of the bracing members 
is prevented. 

STRENGTH is the strength as Sak in Section 2710 (d) 2. 

V BRACING is that fonn of chevron bracing that intersects a beam from above 


“and inverted V bracing is that form of chevron bracing that intersects a beam from 
below. 


X BRACING is that form of bracing where a pair of diagonal braces eross near 
midlength of the bracing members. 


(c) Symbols and Notations. The symbols and notations unique to this section 
are as follows: 


Mp = plastic moment. 
Pp, = axial dead load. 
Pg = axial load on member due to earthquake. 
Ра = axial live load. 
P, = compressive axial strength of member. 
P, = tensile axial strength of member. 
У, = shear strength of member. 
Z = plastic section modulus. 


(d) Materials. 1. Structural steel used in lateral-force-resisting systems shall 
conform to A 36, А 441, A 500, A 501, A 572 (Grades 42 and 50) and А 588. Struc- 
tural stee! conforming to А 283 (Grade D) mayt beu used for base plates and anchor 
bolts. 

EXCEPTION: Other steels permitted in this code may be used for the following: 
A. One-story buildings. 
B. Light-framed wall systems in accordance with Section 2710 (j). 
2. Member strength. Where this section requires that the strength of the mem- 
Ne be developed, the following shall be used: 


STRENGTH - 


Flexure M, = ZF, 
Shear У, = 0,55 Fydi 
Axial compression Ре = 1.7 ТА 
Axial tension . Ри = FA 
Connectors ' 
Fult-penetration welds БА 
Partial penetration welds 1.7 Allowable 
Bolts and fillet welds 1.7 Allowable 


Members necd not be compact unless otherwise required by this section. 

(c) Column Requirements. 1. Column strength. Columns shall satisfy the 
load combinations required by Section 2303 (f) at allowable stress limits, with 
stress increases allowed by Section 2303 (d). In addition, in Seismie Zones Nos. 3 
and 4, columns in frames shall have the strength to resist the axial loads resulting 
from the load combinations in Items A and B following. 
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A. Axial Compression 
1.0 Pp, + 0.7 Pu; + 3(R,/8)P; 
B. Axial Tension 
0.85 Pp, + 3(R,/8)Pe 
EXCEPTION: The axial load combination as outlined in Items A and B above: 
A. Need not exceed cither the maximum force that can be transferred to the col- 
umn, by elements of the structure, or the limit as determined by theoverturning uplift 
which the foundation is capable of resisting. 
B. Need not apply to columns in moment-resisting frames complying with Formu- 
las(10-3a) or (10-3b) where f, is equal to or less than 0.3 Ру forall load combinations. 

The load combinations from Items A and B need be used only when specifically 
referred to. 

2. Column splices, Column splices shall have sufficient Strength to develop the 
column forces determined from Section 2710 (e) 1, Welded column splices subject 
to net tensile forces shall comply with the more critical of the following: 

A. Partial penetration welds shall be designed to resist 150 percent of the force 
determined from Section 2710 (c) 1 B. 

B. Welding shall develop not less than 50 percent of the flange arca strength of 
the smaller column. 

Splices employing partial penetration welds shall be located at least threc fect 
from girder flanges. 

3. Stenderness evaluation. This paragraph is applicable when the provisions 
are applied to the effective length determination of columns of moment frames re- 
sisting earthquake forces. In the plane of the earthquake forces the factor К may be 
taken as unity when all of the following conditions are met: 

A. The column is either continuous or is fixed at each joint. 


В. The maximum axial compressive stress, f,, does not exceed 0.4 F, under de- 
sign loads. 

C. The calculated story drift ratios are less than the values given in Section 2334 
(h). 

(f) Ordinary Moment Frame Requirements, Girder-to-column connections 
of ordinary moment frames shall meet the requirements of Section 2710 (g) I un- 
less it can be shown that they are capable of resisting the combination of gravity 
loads and 3(R,/8) times the design seismic forces. 


(в) Special Moment-resisting Frame (SMRF) Requirements, 1. Girder-to- 
column connection. A. Required strength. The girder-to-column connection 
shall be adequate to develop the lesscr of the following: 

(i) The strength of the girder in flexure. 

(ii) The moment corresponding to development of the pane! zone shear strength 
as determined froin Formula (10-1). 

EXCEPTION: Where a connection is not designed to contribute flexural resis- 
tance ai the joint, it need not develop the required strength if it can be shown to meet 
the defonnation compatibility requirements of Section 2337 (4) 4. 


B. Connection strength. The girder-to-column connection may be considered 
to Бе adequate to develop the flexural strength of the girder if it conforms to the 
following: 

(i) The flanges have full-penetration butt welds to the columns. 

(ii) The girder web-to-column connection shall be capable of resisting the girder 
shear determined for the combination of gravity loads and the seismic shear forces 
which result from compliance with Section 2710 (g) 2 A. This connection strength 
need not exceed that required to develop gravity loads plus 3(R,/8) times the girder 
shear resulting from the prescribed seismic forces. 


Where the flexural strength of the girder flanges is greater than 70 percent of the 
flexural strength of the entire section (i.e., by (d-4)F, >0.72,Гу) the web connec- 
tion may be made by means of welding or high-strength bolting. 

For girders not meeting the criteria in the paragraph above, the girder web- 
to-column connection shall be made by means of welding the web directly or 
through shear tabs to the column. That welding shall have a strength capable of de- 
veloping at least 20 percent of the flexural strength of the girder web. The girder 
Shear shall be resisted by means of additional welds or friction-type slip-critical 
high-strength bolts or both. 
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C. Alternate connection. Connection configurations utilizing welds or 
high-strength bolts not conforming with paragraph B above may be used if they are 
shown by test orcalculation to meet the criteria in paragraph A above. Where con- 
formance is shown by calculation, 125 percent of the strengths of the connecting 
elements may be used. 

D. Flange detail limitations. For steel whose specified ultimate strength is less 
than 1.5 times the specified yield strength, plastic hinges shall not form at locations 
in which the beam flange area has been reduced, such as for bolt holes. Bolted con- 
nections of flange plates of beam-column joints shall have the net-to-gross area 
ratio А./А, equal to or greater than 1.2 F,/F,. 

2. Panel zone. A. Strength. The panel zone of the joint shall be capable of resist- 
ing the shear induced by beam bending moments due to gravity loads plus 1.85 
times the prescribed seismic forces, but the shear strength need not exceed that re- 
quired to develop 0.8ZM, of the girders framing into the column flanges at the 
joint. The joint panel zone shear strength may be obtained from the following 


formula: 
V = 0.55 F,di | 1 + Bhag? (10-1) 
ZU ада 
WHERE: 
t = the total thickness of the joint panel zone including doubler plates. 
d, = the depth of the beam. 
d. = thecolumn depth. 
b. = is the width of the column flange. 
| ty = is the thickness of the column flange. 
B. Thickness. The panel zone thickness, 1,, shall conform to the following 
formula: 
1, 2 (d; + w.)/90 (10-2) 
' WHERE: 


4. = the panel zone depth between continuity plates. 
w, = the panel zone width between column flanges. 


For this purpose, r;, shall not include any double plate thickness unless the dou- 
bler plate is connected to the column web with plug welds adequate to pre vent local 
buckling of the plate. 

C. Doubler plates, Doubler plates provided to reduce panel zone shear stress or 
to reduce the web depth thickness ratio shall be placed not more than !/j, inch from 
the column web and shall be welded across the plate width top and bottom with at 
least a 3/;6-inch fillet weld. They shall be either butt or fillet welded to the column 
flanges to develop the shear strength of the doubler plate. Weld strength shall be as 
given in Section 2710 (d) 2. 

3. Flange width-thickness ratio. Girders shall comply with U.B.C. Standard 
No. 27-15, except that the flange width-thickness ratio, 5y/21, shall not exceed 


52/ JF, . 


4. Continuity plates, When determining the need for girder tension flange con- 
tinuity plates, the value of Py in U.B.C. Standard No. 27-15 shall be taken as 1.8 
(by )Fyp. 

5. Strength ratio. At any moment frame joint, the following relationships shall 
be satisfied: ^ 


ZZ, (Pye — fa / EZF > 1.0 - (10-32) 
or 
ZZ (Ру — [)/1.252M,, > 1.0 (10-3b) 
WHERE: 
f>0 
Mp = (езшп of beam moments when panel zone shear strength reaches the 


value specified in Formula (10-1). 
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OPTION 1 


EXCEPTION: Columns meeting the compactness limitations for 
beams given in Section 2710(g)3 need not comply 
with this requirement provided they conform to one 
of the following conditions: 


A. Columns with f, less than 0.4 F, for all load 
combinations other than loads specified in Section 
2710(e)1, and 

(i) Which are used in the top story of a 
multistory building with building period greater 
than 0.7 second; or 

(ii) Which are used in single-story buildings; or 
(iii) Where the sum of their resistance is less 
than 20 percent of the shear in a story, and is 
less than 33 percent of the shear on each of the 
column lines within that story. A column line is 
defined for the purpose of this exception as a 
single line of columns, or parallel lines of 
columns located within 10 percent of the plan 
dimension perpendicular to the line of columns; or 
(iv) when the design for combined axial 
compression and bending is proportioned to satisfy 
U.B.C. Standard No. 27-15 without the one-third 
permissible stress increase. 

B. Columns in any story which have lateral shear 
strength 50 percent greater than that of the story 
above. 

C. Columns which lateral shear strengths are not 
included in the design to resist code-required 
shears. 


OPTION 2 


EXCEPTION: Columns meeting the compactness limitations for 
beams given in Section 2710(g)3 need not comply 
with this requirement provided they conform to one 
of the following conditions: 


A. Columns with f, less than 0.4 Ру for all load 
combinations other than loads specified in Section 
2710(e)1, and š 

(i) Which are used in the top story of a 
multistory building with building period greater 
than 0.7 second; or 

(ii) Where the sum of their resistance is less 


than 20 percent of the shear in a story, and is 
less than 33 percent of the shear on each of the 
column lines within that story. А column line is 
defined for the purpose of this exception as a 
single line of columns, or parallel lines of 
columns located within 10 percent of the plan 
dimension perpendicular to the line of columns; or 
(iii) When the design for combined axial 
compression and bending is proportioned to satisfy 
U.B.C. Standard No. 27-15 without the one-third 
permissible stress increase. 

B. Columns in any story which have lateral shear 
strength 50 percent greater than that of the story 
above. 

C. Columns which lateral shear strengths are not 
included in the design to resist code-required 
вһеагв. 
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6. Trusses in SMRF. Trusses may be used as horizontal members in SMRF if the 
sum of the truss seismic force flexural strength exceeds the sum of the column seis- 
mic force flexural strength immediately above and below the truss by a factor of at 
least 1.25. For this determination the strengths of the members shall be reduced by 
the gravity load effects. In buildings of more than one story, the column axial stress 
shall not exceed 0.4F, and the ratio of the unbraced column height to the least ra- 
dius of gyration shall not exceed 60, Columns shall have allowable stresses re- 
duced 25 percent when one end frames into а truss, and 50 percent when both ends 
frame into trusses. The connection of the truss chords to the column shall develop 
the lesser of the following: 

A. The strength of the truss chord. 


B. The chord force necessary to develop 125 percent of the flexural strength of 
the column. 

7. Girder-column joint restraint. A. Restrained joint. Where it can be shown 
that the columns of SMRF remain elastic, the flanges of the columns need be later- 
ally supported only at the level of the girder top flange. | 

Columns may be assumed to remain elastic if one of the following conditions is 
satisfied: т 

(i) The ratio in Formula (10-3а) ог (10-35) is greater than 1.25. 

(ii) The flexural strength of the column is atleast 1.25 times the moment that cor- 
responds to the panel zone shear strength. 

(iii) Girder flexural strength or panel zone strength wiil limit column stress (f, + 
Де + fry) to Р, of the column. 

(iv) The column will remain elastic under gravity loads plus 3(R,/8) times the 
prescribed seismic forces. i 

Where the column cannot be shown to remain elastic, the column flanges shall 
be laterally supported at the levels of the girder topand bottom flanges. The column 
flange lateral support shal} be capable of resisting a force equal toone percent of the 
girder flange capacity at allowable stresses and at a limiting displacement perpen- 
dicular to the frame of 0.2 inch. Required bracing members may brace the column 
flanges directly or indirectly through the column web or the girder flanges. 

B. Unrestrained joint. Columns without lateral support transverse to a joint 
shall conform to the requirements of U.B.C. Standard No. 27-15, with the column 
considered as pin ended and the length taken as the distance between lateral sup- 
ports conforming with A above. The column stress, fa, shall be determined from 
gravity loads plus the lesser of the following: 

(i) 3(R.„/8) times the prescribed seismic forces. 

(ii) The forces corresponding toeither 125 percent of the girder flexura! strength 
or the panel zone shear strength. 

The stress fay, shall include the effects of the bracing force specified in Section 
2710 (g) 7 A and P A. 

lir for such columns shall not exceed 60. 

Attruss frames the column shall be braced at each truss chord for a lateral force 
equal to one percent of the compression yield strength of the chord. 

8. Beam bracing. Both flanges of beams shall be braced directly or indirectly. 
Тһе beam bracing between column center lines shall not exceed 96r,. In addition, 
braces shall be placed at concentrated loads where a hinge may form. 

9. Changes in beam flange area. Abrupt changes in beam flange arca are not 
permitted within possible plastic hinge regions of special moment-resistant 
frames. 

10. Moment frame drift calculations. Moment frame drift calculations shall 
include bending and shear contributions from the clear girder and column spans, 
column axial deformation and the rotation and distortion of the panel zone. 

EXCEPTIONS: 1. Drift calculations may be based on column and girder center 
lines where either of the following conditions is met: 

A. ltcan be demonstrated that the drift so computed for frames of similar configu- 
ration is typically within 15 percent of that determined above. 

B. The column panel zone strength can develop 0.8 S M, of girders framing to the 
column flanges at the joint. 

2. Columnaxia! deformations may be neglected if they contribute less than 10 per- 
cent to the total drift. 
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(h) Requirements for Braced Frames. 1. General. The provisions of this sec- 
tion apply to all braced frames excepteccentrically braced frames (ЕВР) designed 
in accordance with Section 2710 (i). Those members which resist scismic forces 
totally or partially by shearor flexure shall be designed inaccordance with Section 
2710 (g) except Subsection 3. 


2. Bracing members. А, Slenderness. In Scismic Zones Nos. 3 and 4, the //r 
ratio for bracing members shall not exceed 720/ УР, except as permitted in Sub- 
sections 5 and 6 below. 


В. Stress reduction. The allowable stress, F.,,, for bracing members resisting 
seismic forces in compression shall be determined from the following formula: 


Fy, = BF, (10-4) 
WHERE: ; 
Fa = the allowable axial compressive stress allowed іп U.B.C. Standard No. 
27-15. 
B = the stress-reduction factor determined from the following formula: 
B = 1/01 + KI/r)/2C)] (10-5) 


C. Lateral force distribution. The seismic lateral force along any line of brac- 
ing shall be distributed to the various members so that neither the sum of the hori- 
zontal components of the forces in members acting in tension nor the sum of the 
horizontal components of forces in members acting in compression exceed 70 per- 
cent of the total force. 

. EXCEPTION: Where compression bracing acting alone has the strength, ne- 
glecting the strength-reduction factor B, to resist 3(R,/8) times the prescribed scis- 
mic force such distribution is not required. 

A line of bracing is defined, for the purpose of this provision, as a single line or 
parallel lines within 10 percent of the dimension of the structure perpendicular to 
the line of bracing. 

D. Built-up members. The //r of individual parts of built-up bracing members 
between stitches, when computed abouta line perpendicular to the axis through the 
parts, shall not be greater than 75 percent of the Ir of the member as a whole. 

E. Compression clements in braces. The width-thickness ratio of stiffened and 
unstiffened compression elements used in braces shall be as shown in U.B.C. Stan- 
dard No. 27-15. ` 

3. Bracing connections, A. Forces. Bracing connections shall have the strength 
to resist the lesser of the following: 

(i) The tensile strength of the bracing. 

(ii) 3(R,/8) times the force in the brace due to the prescribed seismic forces. 

(iii) The maximum force that can be transferred to the brace by the system. 

Beam-to-column connections for beams that are part of the bracing system shall 
have the capacity to transfer the force determined above. 

B. Net area. In bolted brace connections, the ratio of effective net section area to 
gross section area shall satisfy the formula: 

* 
Ae > 1.2 ағ (10-6) 
А, F, 
WHERE: 
A, = effective net area as defined in Section 2711 (b) 2. 


F* = stress in brace as determined in Section 2710 (h) 3 A. 
F, = minimum tensile strength. 
а = fraction of the member force from Section 2710 (h) 2 A that is trans- 


ferred across a particular net section. 

4. Bracing configuration. A. Chevron bracing. Chevron bracing shall con- 
form with the following: 

(i) Bracing members shall be designed for 1.5 times the otherwise prescribed 
forces. 

(ii) The beam intersected by chevron braces shall be continuous between col- 
umns. 

(iii) Where chevron braces intersect a beam from below, i.e., inverted V brace, 
the beam shall be capable of supporting all tributary gravity loads presuming the 
bracing not to exist. 
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EXCEPTION: This limitation need not apply to penthouses, one-story build- 
ings or the top story of buildings. 

В. К bracing. К bracing is prohibited except as permitted in Subsection 5 below. 

5. Onc- and two-story buildings. Braced frames not meeting the requircments 
of Section 2710 (h) 2 and 4 may be used in buildings not over two storics in height 
and in roof structures as defined in Chapter 36 if the braces have the strength to 
resist 3(R„/8) times the code equivalent static forces. 

6. Nonbuilding structures. Nonbuilding structures with R, values defined by 
Table No. 23-Q need comply only with the provisions of Section 2710 (h) 3. 

(i) Eccentrically Braced Frame (EDF) Requirements. Eccentrically braccd 
frames shall be designed in accordance with the following: 

1. Link beam. There shall be a link beam provided at least at one end of each 
brace. Beams in EBFs shall comply with the requirements of U.B.C. Standard No. 
27-15, except that the flange width-thickness ratio, ły/24,, shall not cxcced 


52/ JF,. 


2. Link beam strength. A. Link beam shear strength, У,, and flexural strength, 
M,, are the strengths as defined in Section 2710 (d) 2. Where link beam strength is 
governed by shear, the flexural and axial capacities within the link shall be calcu- 
lated using the beam flanges only. 

В. A reduced flexural strength, M,,, for use in Section 2710 (1) 7 and 12 is defined 
as Z(F,-f,). Where f, is less than 0.15F,, f, may be neglected. 

3. Link beam rotation. The rotation of the link segrnent relative to the rest of the 
beam, at a total frame drift of 3(R„/8) times the drift determined for prescribed scis- 
mic forces, shall not exceed the following: 

A. 0.060 radians for link segments having clear lengths of 1.6 M,/V, or less. 

B. 0.015 radians for link segments having clear lengths of 2.6 M;/V, or greater. 

C. A value obtained by linear interpolation for clear lengths between the above 
limits. 

4. Link beam web. The web of the link beam shall be single thickness without 
doubler plate reinforcement. No openings shall be placed in the webof a link beam. 
The web shear shall not exceed 0.8V; under prescribed lateral forces. 

5. Beam connection braces. Drace-to-beam connections shall develop the 
compression strength of the brace and transfer this force to the beam web. No part 
of the brace-to-beam connection shall extend into the web area of a link beam. 

6. Link beam stiffeners, Link beams shall have full-depth web stiffeners on 
both sides of the beam web at the brace end of the link beam. In addition, for link 
beams with clear lengths within the limits in Section 2710 (i) 3C, full-depth stiffen- 
ers shall be placed at a distance by from each end of the link. Тһе stiffeners shall 
have a combined width not less than 5—2 t, and a thickness not less than 0.75 г. ог 
less than ?/s inch. 

7. Intermediate stiffeners. Intermediate full-depth web stiffeners shall be pro- 
vided in either of the following conditions: 

A. Where the link beam strength is controlled by V,. 


B. Where the link beam strength is controlled by flexure and the shear deter- 
mined by applying the reduced flexural strength, M,,, exceeds 0.45 F,dt. 


8. Web stiffener spacing. Where intermediate web stiffeners are required, the 
spacing shall conform to the requirements given below. 


A. For link beams with rotation angle of 0.06 radians, the spacing shall not ex- 


` ceed 38г—4/5. 


B. For link beams with a rotation angle of 0.03 radians or less, the spacing shall 
not exceed 56¢,.-d/5. Interpolation may be used for rotation angles between 0.03 
and 0.06 radians. 


9. Web stiffener location. For beams 24 inches in depth and greater, intermedi- 
ate full-depth web stiffeners are required on both sides of the web. Such web stiff- 
enersare required only on опе side of the beam web for beams less than 24 inches in 
depth. The stiffener thickness, tw, of one side stiffeners shall not be less than 3/sinch 
and the width shall not be less than (6;/2)-1. 


10. Stiffener welds. Fillet welds connecting the stiffener to the beam web shall 
develop а stiffener force of A,,Fy. Fillet welds connecting the stiffener to the 
flanges shall develop a stiffener force of A,, F,/4, where A,, bt of stiffener and b= 
width of stiffener plate. 
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И. Link beam-column connections. A. Where a link beam is connected to the 
column flange, the following requirements shall be met: 


(i) The beam flanges shall have full-penetration welds to the column. 


(ii) Where the link beam strength is controlled by shear in conformance with 
Section27 10 (i) 7, the web connection shall be welded todevelopthe full link beam 
web shear strength. 


B. Where the link beam is connected to the column web, the beam flanges shall 
have full-penetration welds to the connection plates and the web connection shall 
be welded to develop the link beam web shear strength. 


12. Brace strength. Each brace shall have a compressive strength at least 1.5 
times the axial force corresponding to the controlling link beam strength. The con- 
trolling link beam strength is either the shear strength, V,, or the reduced flexural 
strength, M,,, whichever results in the lesser force in the brace. 


13. Column strength. Columns shall be designed to remain elastic at 1.25 times 
the strength of the ЕВГ bay, as defined in Subsection 12 above. 


14. Roof link heam. A link beamis not required in roof beams for EBF over five 
stories. 


15. Concentric brace in combination. The first story of an EBF bay over five 
stories in height may be concentrically braced if this story can be shown to have an 
elastic capacity 50 percent greater than the yield capacity of the story frames above 
the first story. 


16. Axial forces. Axial forces in beams of EBF frames due to braces and duc to 
transfer of seismic force to the eid of the frames shall be included in the frame cal- 
culations. 


17. Beam flanges. Top and bottom flanges of EBF frame beams shall be lateral- 
ly braced at the ends of link beams and at intervals notexceeding 76/ УР, ties the 


beam flange width. End bracing shall be designed to resist 1.5 percent of the beam 
flange strength, defined as F,by ty. Intermediate bracing shall be designed to resist 
1.0 percent of the beam flange force at the brace point using the link beam strength 
determined in Section 2710 (i) 12. 

18. Beam-column connection. Beam connections to columns may be designed 
as pins in the plane of the beam web if the link beam is not adjacent to the column. 
Such connection shall have the capacity to resist a torsional moment of 0.017, 
bytęd. 

(j) Stud Wall Systems. Stud wall systems may be used to resist thc specified 
seismic forces in buildings not over five stories in height. Such systems shall com- 
ply with the following: 

1. The //r of the brace may exceed 200 and is unlimited. 

2. All boundary members, chords and collectors shall be designed and detailed 
to transmit the induced axial forces. 

3. Connection of the diagonal bracing member, top chord splices, boundary 
members and collectors shall be designed to develop the full tensile strength of the 
member or 3(R,/8) times the otherwise prescribed seismic forces. 

4. Vertical and diagonal members of the braced bay shall be anchored so the bot- 
tom track is not required to resist uplift forces by bending of the track web. 

5. Both flanges of studs in a bracing panel shall be braced to prevent lateral tor- 
Sional buckling. Wire tied bridging shall not be considered to provide such re- 
straint. 

6. Screws shall not be used to resist lateral forces by pullout resistance. 

7. Provision shall be made for pretensioning or other methods of installation of 
tension-only bracing to guard against loose diagonal straps. 

(k) Nondestructive Testing. Welded connections between the primary mem- 
bers of special moment-resisting frames shall be tested by nondestructive methods 
for compliance with U.B.C. Standard No. 27-6 and job specifications. This testing 
shall be a part of the special inspection requirements of Section 306. A program for 
this testing shall be established by the person responsible for structural design and 
as shown on plans and specifications. 
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As a minimum, this program shall include the following: 
1. Allcomplete penetration groove welds contained injoints and splices shall be 
tested 100 percent either by ultrasonic testing or by radiography. 

EXCEPTION: Whenapproved, the nondestructive testing rate for an individual 
welder or welding operator may be reduced to 25 percent, provided the reject rate is 
demonstrated to be 5 percent or less of the welds tested for the welderor welding op- 
erator, A sampling of at least 40 completed welds for a job shall be made for such re- 
duction evaluation. Reject rate is defined as the number of welds containing 
rejectable defects divided by the number of welds completed. For evaluating the re- 
ject rate of continuous welds over 3 feet in length where the effective throat thickness 
is | inch or less, each 12-inch increment or fraction thereof shall be considered as one 


weld. For evaluating the reject rate on continuous welds over 3 feet in length where 
the effective throat thickness is greater than ] inch, each 6 inches of length or fraction 
thereof shall be considered one weld. 

When approved by the building official and outlined in the project plans and speci- 
fications, this nondestructive ultrasonic testing may be performed in the shop of an 
upproved fabricator utilizing qualified test techniques in the employ ment of the fabri- 
cator. 


2. Partial penetration groove welds when used in column splices shall be tested 
either by ultrasonic testing or radiography when required by the plans and specifi- 
cations. 


3. Base metal thicker than П/з inches, when subjected to through-thickness weld 
shrinkage strains, shall be ultrasonically inspected for discontinuities directly be- 
hind such welds after joint completion. 


Any material discontinuities shall be accepted or rejected on the basis of the de- 
fect rating in accordance with the (larger reflector) criteria of U.B.C. Standard No. 
27-6. 


NEW SECTION 
WAC 51-20-3000 CHAPTER 30. VENEER. 


NEW SECTION 


WAC 51-20-3007 PLASTIC VENEER. Section 3007. 

When used within a building, plastic veneer shall comply with the 
interior finish requirements of Chapter 42. Exterior plastic veneer shall 
be of approved plastics materials as defined in Chapter 4 and shall 
comply with the following: 

(a) Plastic veneer shall not be attached to any exterior wall to a 
height greater than 50 feet above grade. 

(b) Sections of plastic veneer shall not exceed 300 square feet in 
area and shall be separated by a minimum of 4 feet vertically. 


EXCEPTIONS: 1. The area and separation requirements and the smoke-den- 
sity limitation are not applicable to plastic veneer applied to 
Type V-N buildings, provided the walls are not required to 
have a fire-resistive rating. 


OPTIONAL 


2. The area and separation requirements are not applicable to 
veneers of approved plastic materials meeting the ASTM Stan- 
dard No. D3679-81a when applied to exterior surfaces that have 
a one-hour fire-resistive rating before the application of the 
veneer. 


NEW SECTION 
WAC 51-20-3100 CHAPTER 31 ACCESSIBILITY. 


PART I 
NEW CONSTRUCTION 


NEW SECTION 


WAC 51-20-3101 SCOPE. Section 3101. (a) General. Buildings 
or portions of buildings shall be accessible to persons with disabilities 
as required by this chapter. 

Chapter 31 has been amended to comply with the Federal Fair 
Housing Act (FFHA) Guidelines as published by the U.S. Department 
of Housing and Urban Development (March 1991) and the Americans 
With Disabilities Act (ADA) Guidelines as published by the U.S. Ar- 
chitectural and Transportation Barriers Compliance Board and De- 
partment of Justice (July, 1991). 

Reference is made to Appendix Chapter 31 for FFHA and ADA 
requirements not regulated by this chapter. 

(b) Design. The design and construction of accessible building ele- 
ments shall be in accordance with this chapter. For a building, struc- 
ture or building element to be considered to be accessible, it shall be 
designed and constructed to the minimum provisions of this chapter. 
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(c) Maintenance of Facilities. Any building, facility, dwelling unit or 
site which is constructed to be accessible or adaptable under this chap- 
ter shall be maintained accessible and/or adaptable during its 
occupancy. 


NEW SECTION 


WAC 51-20-3102 DEFINITIONS. Section 3102. For the pur- 
pose of the chapter certain terms are defined as follows: 

ACCESSIBLE is approachable and usable by persons with disabili- 
ties including those disabilities affecting mobility, sensory or cognitive 
functions. 

ACCESS AISLE is an accessible pedestrian space between ele- 
ments, such as parking spaces, seating, and desks, that provides clear- 
ances appropriate for use of the elements. 

ACCESSIBLE EXIT is an exit, as defined in Section 3301 (b), 
which complies with this chapter and does not contain stairs, steps, or 
escalators. 

ACCESSIBLE ROUTE OF TRAVEL is a continuous unobstructed 
path connecting all accessible elements and spaces in an accessible 
building or facility that can be negotiated by a person using a wheel- 
chair and that is usable by persons with other disabilities. 

AREA FOR EVACUATION ASSISTANCE is an accessible space 
which is protected from fire and smoke and which facilitates a delay in 
egress. 

AUTOMATIC DOOR is a door equipped with a power-operated 
mechanism and controls that open and close the door automatically 
upon receipt of a momentary actuating signal. The switch that begins 
the automatic cycle may be a photoelectric device, floor mat or manual 
switch (see also, Power-assisted Door). 

CLEAR is unobstructed. 

CLEAR FLOOR SPACE is the minimum unobstructed floor or 
ground space required to accommodate a single, stationary wheelchair 
occupant. 

COMMON USE AREAS are rooms, spaces or elements inside or 
outside a building that are made available for use by occupants of the 
building. 

CROSS SLOPE is the slope that is perpendicular to the direction of 
travel. 

CURB RAMP is a short ramp cutting through or built up to a curb. 

DETECTABLE WARNING is a standardized surface feature built 
in or applied to walking surfaces or other elements to warn visually 
impaired persons of hazards on a circulation path. 

DWELLING UNIT, TYPE А is an accessible dwelling unit that is 
designed and constructed to provide full wheelchair access to all doors, 
a 60 inch minimum diameter unobstructed floor space for wheelchair 
access in kitchens and bathrooms, and accessible counter space. 

DWELLING UNIT, TYPE B is an accessible dwelling unit that is 
designed and constructed to the U.S. Department of Housing and Ur- 
ban Development Federal Fair Housing Act Accessibility Guidelines. 

ELEMENT is an architectural or mechanical component of a 
building, facility, space, or site, such as telephones, curb ramps, doors, 
drinking fountains, seating, or water closets. 

LANDING is a level area (except as otherwise provided), within or 
at the terminus of a stair or ramp. 

MARKED CROSSING is a crosswalk or other identified path in- 
tended for pedestrian use in crossing a vehicular way. 

MULTISTORY DWELLING UNIT is a dwelling unit with fin- 
ished living space located on one floor, and the floor or floors immedi- 
ately above or below it. 

PERSON WITH DISABILITY is an individual who has a physical 
impairment, including a mobility, sensory or cognitive impairment, 
which results in a functional limitation in access to and using of a 
building or facility. 

POWER-ASSISTED DOOR is a door used for human passage 
with a mechanism that helps to open the door, or relieve the opening 
resistance of the door, upon the activation of a switch or a continued 
force applied to the door itself. 

PUBLIC USE AREAS are those interior or exterior rooms or spac- 
es which are made available to the general public. Public use may be 
provided at a privately or publicly owned building or facility. 

PRIMARY ENTRY is the principal entrance through which most 
people enter the building. A building may have more than one primary 
entry. 

PRIMARY ENTRY LEVEL is the floor or level of the building on 
which the primary entry is located. 
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RAMP is any walking surface having a running slope exceeding 1 
inch vertical in 48 inches horizontal. 

SERVICE ENTRY is an entrance intended primarily for delivery of 
goods or services. 

SINGLE-STORY DWELLING UNIT is a dwelling unit with all 
finished living spaces located on one floor. 

SITE is a parcel of land bounded by a property line or a designated 
portion of a public right-of-way. 

TACTILE is an object that can be perceived using the sense of 
touch. 

TELECOMMUNICATION DISPLAY DEVICE OR TELECOM- 
MUNICATION DEVICE FOR THE DEAF (TDD) is a telecommu- 
nications display device, also known as a telecommunications device for 
the deaf that employs graphic (i.e., written) communications through 
the transmission of coded signals across the standard telephone 
network. 

VEHICULAR WAY is a route intended for vehicular traffic, such 
as a driveway or parking lot. 


NEW SECTION 


WAC 51-20-3103 BUILDING ACCESSIBILITY. Section 3103. 
(a) Where required. 1. General. Accessibility to temporary or perma- 
nent buildings or portions thereof shall be provided for all occupancy 
classifications except as modified by this chapter. See also Appendix 
Chapter 31. 


EXCEPTIONS: 1. Floors or portions of floors not customarily occupied, in- 
cluding, but not limited to, elevator pits, elevator penthouses, 
lookout galleries, piping and equipment catwalks and machin- 
ery, mechanical and electrica! equipment rooms. 


OPTION 1 


2. In other than Group R Occupancies; Group B, Division 2 re- 
tail Occupancies; terminals, depots and other stations used for 
public transportation; and the professional offices of health care 
providers, floors above and below fully accessible levels with a 
combined occupant load of fewer than 50 need not be accessible 
provided that the primary entry level provides facilities equiva- 
lent to those located on the nonaccessible levels. 


OPTION 2 


2. In other than Group R Occupancies; Group B, Division 2 re- 
tail Occupancies; terminals, depots and other stations used for 
transportation; and the professional offices of health care provid- 
ers, floors above and below fully accessible levels that have areas 
of less than 3000 square feet per floor, need not be accessible 
provided that the primary entry level provides facilities equiva- 
lent to those located on the nonaccessible levels. 


OPTION 1 


3. Temporary structures, sites and equipment directly associated 
with the construction process such as scaffolding, bridging or 
material hoists are not required to be accessible. 


OPTION 2 


3. Temporary structures, sites and equipment directly associated 
with the construction process such as construction site offices, 
scaffolding, bridging or material hoists are not required to be 
accessible. 


Where provided, elevators shall meet the provisions of Section 3105 
(c) of this code. 

2. Group A Occupancies. A. General. All Group A Occupancies 
shall be accessible as provided in this chapter. 


EXCEPTIONS: 1. In non-elevator buildings, where the area of mezzanine 

seating is not more than 25 percent of the total seating, an 
accessible means of vertical access to the mezzanine is not re- 
quired; provided that the same services are provided in an ac- 
cessible space which is not restricted to use only by persons 
with disabilities. Comparable facilities shall be available in all 
seating areas. 
2. In banquet rooms or spaces where the head table or speak- 
er's lectern is located on a permanent raised platform, the 
platform shall be accessible in compliance with Section 3106. 
Open edges on a raised platform shall be protected by a curb 
with a height of not less than 2 inches. 


Stadiums, theaters, auditoriums and similar occupancies shall pro- 
vide wheelchair spaces in accordance with Table No. 31-A. Remov- 
able seats shall be permitted in the wheelchair spaces. 
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Wheelchair spaces shall be accessible, located in places with unob- 
structed sight lines and reasonably distributed throughout the seating 
plan. 

B. Assistive Listening Devices. Any assembly occupancies shall have 
an assistive listening system complying with Section 3106 (u) 3. 

Assistive listening devices shall be provided at a rate of 4 percent of 
the total number of seats, but in no case fewer than two. Signage 
complying with Section 3106 (p) shall be installed to notify patrons of 
the availability of the listening system. 

3. Group B Occupancies. All Group B Occupancies shall be accessi- 
ble as provided in this chapter. 


EXCEPTION: |n Group B, Division 2 offices of a professional health care 
provider, at least | in 20 examination and treatment rooms 
shall be accessible. 

Group B Occupancies with assembly spaces shall comply with 
Section 3103 (a) 2. B. 


4. Group E Occupancies. All Group E Occupancies shall be accessi- 
ble as provided in this chapter. Group E Occupancies with assembly 
spaces shall comply with Section 3103 (a) 2. B. 

5. Group H Occupancies. All Group H Occupancies shall be acces- 
sible as provided in this chapter. 

6. Group I Occupancies. All Group I Occupancies shall be accessible 
in all public use, common use and employee use areas, and shall have 
accessible patient rooms, cells and treatment or examination rooms as 
follows: ` 

A. In Group I, Division 1.1 hospitals which specialize in treating 
conditions that affect mobility, all patient rooms in each nursing unit, 
including associated toilet rooms and bathrooms. 

B. In Group I, Division 1.1 hospitals which do not specialize in 
treating conditions that affect mobility, at least | in every 10 patient 
rooms in each nursing unit, including associated toilet rooms and 
bathrooms. 

C. In Group I, Division 1.1 and Division 2 nursing homes and long- 
term care facilities, at least | in every 2 patient rooms, including asso- 
ciated toilet rooms and bathrooms. 

D. т Group I, Division 3 mental health Occupancies, at least 1 in 
every 10 patient rooms, including associated toilet rooms and 
bathrooms. 


OPTION 1 


E. In Group I, Division 3 jail, prison and similar Occupancies, at 
least 1 in every 100 rooms or cells, including associated bath facilities. 


OPTION 2 


E. In Group I, Division 3 jail, prison and similar Occupancies, at 
least | in every 50 rooms or cells, including associated bath facilities. 


F. In Group I, Division 1.2 offices of professional health care pro- 
viders, at least 1 in every 20 examination and treatment rooms. 

At least one accessible entrance that complies with Section 3103 (b) 
shall be under shelter. Every such entrance shall include a passenger 
loading zone which complies with Section 3108 (b) 3. 

7. Group M Occupancies. To the extent that accessible parking is 
provided, Group M, Division | private garages which are accessory to 
dwelling units required to be accessible shall be accessible. Other 
Group M, Division 1 Occupancies shall be accessible. 

8. Group R Occupancies. A. General. All Group R Occupancies 
shall be accessible as provided in this chapter. Public use and common 
use areas such as recreational facilities, laundry facilities, garbage and 
recycling collection areas, mailbox locations, lobbies, foyers and man- 
agement offices, shall be accessible. 


EXCEPTION: Public use and common use areas within buildings exempted 
from providing both Type A and Type B dwelling units by 
Section 3103 (a) 8. B. need not be accessible, provided that 
equivalent public use and common use areas which are accessi- 
ble shall be provided for in other accessible buildings. 


B. Number of Dwelling Units. In all Group R, Division 1 apartment 
buildings the total number of units shall be as required by Table No. 
31-B. 

All other dwelling units shall be designed and constructed to the re- 
quirements for Type B units as defined in this chapter. 


EXCEPTIONS: 1. Group R Occupancies containing three or fewer dwelling 
units or congregate residences accommodating 16 or fewer 
persons. 

2. Dwelling units in Group R, Division ] apartment buildings 
which are located on floors other than the primary entry level 
where no elevator is provided within the building. Where the 
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primary entry level is not a Group R Occupancy, the first level 
of Group R Occupancy, including dwelling units, shall be ac- 
cessible. 

3. In Type B dwelling units with two or more stories іп а поп- 
elevator building. 


OPTION 1 


4. Subject to the approval of the building official, where multiple 
buildings are planned on a single site, individual, non-elevator 
buildings may be exempted from containing Type B dwelling 
units where the site terrain is impractical for providing accessi- 
bility. In no case shall the number of Type B dwelling units pro- 
vided on entry levels (on the entire site), when defined as the 
percentage of the total number of units on entry levels, be small- 
er than the percentage of the site which is less steep than 10 per- 
cent grade, or smaller than 20 percent of the total number of en- 
try level units on the site. 


OPTION 2 DO NOT INCLUDE EXCEPTION 4 


C. Number of Guest Rooms. In all hotels and lodging houses | of 
every 20 guest rooms, or fractional part thereof, including associated 
bathing and toilet facilities, shall be accessible. An additional 5 percent 
of each class of sleeping rooms or suites, but never fewer than one, 
shall comply with Sections 3106 (n) 3. and 3106 (o). In addition, pub- 
lic use and common use areas of all hotels and lodging houses shall be 
accessible. 


EXCEPTION: Group R, Division 3 lodging houses. 


D. Proportional Distribution. Accessible dwelling units and accessi- 
ble hotel or motel units shall be apportioned among efficiency dwelling 
units, single bedroom units and multiple bedroom units in proportion 
to the numbers of such units in the building. 

9. Other Parking Facilities. Principal use parking facilities which are 
not accessory to the use of any building or structure shall provide ac- 
cessible spaces in accordance with Table No. 31-C. 

(b) Design and Construction. 1. General. When accessibility is re- 
quired by this chapter, it shall be designed and constructed in accord- 
ance with this chapter. 

2. Accessible Route of Travel. When a building, or portion of a 
building, is required to be accessible, an accessible route of travel shall 
be provided to all portions of the building, to accessible building en- 
trances and connecting the building to the public way. Except within 
an accessible dwelling unit, an accessible route of travel shall not pass 
through kitchens, storage rooms, toilet rooms, bathrooms, closets or 
other similar spaces. 

Accessible routes of travel serving any accessible space or element 
shall also serve as a means of egress for emergencies or connect to an 
area of evacuation assistance. 

When more than one building or facility is located on a site, acces- 
sible routes of travel shall be provided connecting accessible buildings 
and accessible site facilities. The accessible route of travel shall be the 
most practical direct route connecting accessible building entrances, 
accessible site facilities and the accessible site entrances. 


EXCEPTION: For sites where natural terrain or other unusual property char- 
acteristics do not allow the provision of an accessible route of 
travel from the public way to the building, the point of vehicu- 
lar debarkation may be substituted for the accessible entrance 
to the site. 


3. Primary Entry Access. The primary entry to a building shall be 
accessible. All other entrances to a building which are located within 6 
inches of grade shall be accessible. Except within an accessible dwell- 
ing unit, a primary entry accessible route of travel shall not pass 
through kitchens, storage rooms, toilet rooms, bathrooms, closets or 
other similar spaces. 

Where a building has multiple entries to common areas within a 
building, at least one entry on each facade, where entries are provided, 
shall be accessible. 


EXCEPTION: Subject to the approval of the building official, where a building 
entry is directly adjacent to a public right-of-way, and the 
slope of the right-of-way exceeds 1 vertical in 12 horizontal, 
accessibility of the entry may be waived provided the building is 
accessible through other entries. 


Where a building has multiple entries to individual tenant spaces 
' within a building, each entry shall be accessible. Where a building has 
multiple entries on the same facade to common areas within the build- 
ing, accessible entries shall be provided not less than every 500 feet of 
building facade. 
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EXCEPTION: Where a building does not provide entries every 500 feet or less 
along the same facade, each entry along the same facade shall 
be accessible. 


4. Signs and Detectable Warnings. A. International Symbol of Ac- 
cess. The following elements and spaces of accessible facilities shall be 
identified by the International Symbol of Access: Ç 

(1) Primary public site entrance(s) 

(2) Accessible parking facilities 

(3) Accessible parking space(s) 

(4) Accessible passenger loading zone(s) 

(5) Primary public building entrance(s) 

(6) Accessible toilet and bathing facilities 

(7) Required accessible exit(s) 


EXCEPTIONS: 1. Toilet and bathing facilities within dwelling units, patient 
rooms and guest rooms. 
2. Individual entrances into dwelling units, patient rooms and 
guest rooms. 


At every major junction along or leading to an exterior accessible 
route of travel, there shall be a sign displaying the International Sym- 
bol of Access. Signage shall indicate the direction to accessible entran- 
ces and facilities. 

A list of accessible rooms shall be permanently posted at each hotel/ 
motel reception or check-in desk. 

B. Other Signs. Every sign identifying a building or facility and 
permanent signs identifying any room or space shall be lettered, pro- 
portioned and colored for easy visibility and readability given its height 
and location. 

The lettering on signs mounted at 66 inches or less above the ad- 
joining walking surface shall be raised at least 1/32 inch. In addition, 
these signs shall provide the same message as provided in the lettering 
in Grade 2 Braille. 

C. Detectable Warnings. Doors leading to hazardous areas, such as 
loading platforms, stages, mechanical rooms or similar areas, and 
stairs shall be made identifiable to the touch by a textured surface on 
the door pull or other operating hardware. Such textured surfaces shall 
not be provided on hardware of exit doors or any doors other than 
those to hazardous areas. қ 

АП stairs, except those in dwelling units and in stairway enclosures, 
shall have a detectable warning in accordance with Section 3106 (q). 


NEW SECTION 


WAC 51-20-3104 EGRESS AND AREAS FOR EVACUA- 
TION ASSISTANCE. Section 3104. (a) General. In buildings or por- 
tions of buildings required to be accessible, accessible means of egress 
Shall be provided in the same number as required for exits by Chapter 
33. When an exit required by Chapter 33 is not accessible, an area for 
evacuation assistance shall be provided. 

Every area for evacuation assistance shall comply with the require- 
ments of this code and shall adjoin an accessible route of travel which 
shall comply with Section 3106. 

(b) Areas for Evacuation Assistance. 1. Location and Construction. 
An area for evacuation assistance shall be one of the following: 

A. A portion of a landing within a smokeproof enclosure, complying 
with Section 3310. 

B. A portion of an exterior exit balcony, located immediately adja- 
cent to an exit stairway, when the exterior exit balcony complies with 
Section 3305. Openings to the interior of the building located within 
20 feet of the area for evacuation assistance shall be protected with fire 
assemblies having a three-fourths-hour fire-protection rating. 


OPTION 1 


C. A portion of a one-hour fire-resistive corridor complying with 
Sections 3305 (g) and (h) located immediately adjacent to an exit 
enclosure. 


OPTION 2 
Delete subsection (b) 1. C. and renumber remaining subsections. 


D. A vestibule located immediately adjacent to an exit enclosure and 
constructed to the same fire—resistive standards as required by Section 
3305 (g) and (h). 

E. A portion of a stairway landing within an exit enclosure which is 
vented to the exterior and is separated from the interior of the building 
by not less than one-hour fire-resistive door assemblies. 

F. When approved by the building official, an area or room which is 
separated from other portions of the building by a smoke barrier. 
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Smoke barriers shall have a fire—resistive rating of not less than one 
hour and shall completely enclose the area or room. Doors in the 
smoke barrier shall be tight-fitting smoke- and draft-control assem- 
blies having a fire-protection rating of not less than 20 minutes and 
shall be self-closing or automatic closing. The area or room shall be 
provided with an exit directly to an exit enclosure. When the room or 
area exits into an exit enclosure which is required to be of more than 
one-hour fire-resistive construction, the room or area shall have the 
same fire-resistive construction, including the same opening protection, 
as required for the adjacent exit enclosure. 

G. An elevator lobby complying with Section 3104 (d). 

2. Size. Each area for evacuation assistance shall provide at least 
two wheelchair spaces not smaller than 30 inches by 48 inches for each 
space. The area for evacuation assistance shall not encroach on any 
required exit width. The total number of such 30-inch by 48-inch 
wheelchair spaces per story shall not be less than 1 for every 200 per- 
sons of calculated occupant load served by the area for evacuation 
assistance. 


OPTION 1 
Delete subsection (b) 3. and renumber remaining subsections. 
OPTION 2 


3. Stairway Width. Each stairway adjacent to an area for evacua- 
tion assistance shall have a minimum clear width of 48 inches. Hand- 
rails may project into the required width a distance of 3-1/2 inches 
from each side of a stairway. 


OPTION 3 


3. Stairway Width. Each stairway adjacent to an area for evacua- 
tion assistance shall have a minimum clear width of 48 inches between 
handrails. 


EXCEPTION: Subject to the approval of the building official, stairway width 


may be as required by Section 3306 when an approved me- 
chanical evacuation device is located at each area of evacuation 
assistance. 


4. Two-way Communication. A telephone with controlled access to 
a public telephone system or another method of two-way communica- 
tion shall be provided between each area for evacuation assistance and 
the primary entry. The fire department may approve location other 
than the primary entry. 

5. Identification. Each area for evacuation assistance shall be identi- 
fied by a sign which states: AREA FOR EVACUATION ASSIST- 
ANCE and the International Symbol of Access. The sign shall be illu- 
minated when exit sign illumination is required. The sign shall comply 
with Sections 3314 (c) and (d). In each area for evacuation assistance, 
instructions on the use of the area under emergency conditions shall be 
posted adjoining the two-way communication system. 

6. Doors. Doors to the area for evacuation assistance shall comply 
with the requirements of Section 3106, shall swing in the direction of 
exit travel and shall not prevent re-entry from the egress side. 

(c) Accessible Exits. All exterior exits which are located adjacent to 
accessible areas and within 6 inches of grade shall be accessible. 


OPTION 1 


(d) Area for Evacuation Assistance, High-rise Alternative. Within а 
building of any height or occupancy, constructed in accordance with 
the requirements of Section 1807 or 1907, an area for evacuation as- 
sistance may be located in the elevator lobby when: 

1. The area for evacuation assistance complies with the requirements 
for size, two-way communication and identification as specified in 
Section 3104 (b); and, 

2. Elevator shafts and adjacent lobbies are pressurized as required 
for smokeproof enclosures in Section 3310. Such pressurization system 
shall be activated by smoke detectors on each floor located in a manner 
approved by the building official. Pressurization equipment and its 
ductwork within the building shall be separated from other portions of 
the building by a minimum two-hour fire-resistive construction. 


OPTION 2 


(d) Area for Evacuation Assistance, High Rise Alternative. Within 
a building of any height or occupancy, constructed in accordance with 
the requirements of Section 1807 or 1907, an area for evacuation as- 
sistance may be located in the elevator lobby, or adjacent to the eleva- 
tor where no lobby is required, when: 
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1. The area for evacuation assistance complies with the requirements 
for size, two-way communication and identification as specified in 
Section 3104 (b); and, 

2. Elevator shafts are pressurized as required for smokeproof enclos- 
ures in Section 3310. Such pressurization system shall be activated by 
smoke detectors on each floor located in a manner approved by the 
building official. Pressurization equipment and its ductwork within the 
building shzil be separated from other portions of the building by a 
minimum of two-hour fire-resistive construction. 

3. The manager of the building shall establish and maintain a writ- 
ten fire— and life-safety emergency plan which, in addition to other 
provisions, shall specifically address the evacuation of persons with dis- 
abilities, and which has been approved by the building official and fire 
chief. 


NEW SECTION 


WAC 51-20-3105 FACILITY ACCESSIBILITY. Section 3105. 
(a) General. Where buildings are required to be accessible, building 
facilities shall be accessible to persons with disabilities as provided in 
this section. Where specific floors of a building are required to be ac- 
cessible, the requirements shall apply only to the facilities located on 
accessible floors. 

All building facilities or elements required by this section to be ac- 
cessible shall be designed and constructed in accordance with Section 
3106. 

(b) Bathing and Toilet Facilities. 1. Bathing Facilities. When bath- 
ing facilities are provided, at least 2 percent, but not less than 1, bath- 
tub or shower shall be accessible. 

2. Toilet Facilities. Toilet facilities located within Type A and Type 
B dwelling units, guest rooms and congregate residences shall comply 
with Section 3106 (k). 


EXCEPTION: Toilet facilities located within Type B dwelling units need not 
comply with Section 3106 (k) 1. 

In each toilet facility in other occupancies, at least one accessi- 
ble water closet shall be provided. When there are 10 or more 
water closets within a toilet facility, two accessible water closets 
shall be provided. 

Where urinals are provided, at least one urinal shall be 
accessible. 


3. Lavatories, Mirrors and Towel Fixtures. At least one accessible 
lavatory shall be provided within any toilet facility. Where mirrors, 
towel fixtures and other toilet and bathroom accessories are provided, 
at least one of each shall be accessible. 

4. Fixtures in Dwelling Units. Grab bars may be omitted in bathing 
and toilet facilities within Type A or B dwelling units provided all 
structural reinforcements for grab bar installation are provided in the 
appropriate locations in the adjoining walls. 

(c) Elevators. 1. Where Required. In multi-story buildings or por- 
tions thereof required to be accessible by Section-3103, at least one 
elevator shall serve each level, including mezzanines. If an elevator is 
not required but is nonetheless provided, the elevator shall be 
accessible. 


EXCEPTIONS: 


1. [n Group В, Division 1 Occupancies an elevator is not re- 
quired where accessible dwelling units and guest rooms are 
accessible by ramp or by grade level route of travel. 

2. In a building of three or fewer stories an elevator is not re- 
quired where ramps, grade-level entrances or accessible hori- 
zontal exits from an adjacent building is provided to each 
floor. 

3. In multistory parking garages, an elevator is not required 
where an accessible route of travel is provided from accessible 
parking spaces on levels with accessible horizontal connections 
to the primary building served. | 

4. In Group R, Division 1 hotels and motels less than 3 stories 
in height, an elevator is not required provided that accessible 
guest rooms are provided on the first story. 


2. Design. All elevators shall be accessible. 


EXCEPTIONS: 1. Private elevators serving only one dwelling unit. 


2. Where more than one elevator is provided in the building, 
elevators used exclusively for movement of freight. 


Elevators required to be accessible shall be designed and constructed 
to comply with Chapter 296-81 of the Washington Administrative 
Code. 

3. Platform Lifts. Platform lifts shall not be allowed on an accessible 
route of travel. 
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EXCEPTION: Subject to approval by the building official, access to areas of 
less than 3,000 square feet; or with an occupant load of less 
than 100; that are less than a full story above or below the ac- 
cessible level, and to performance areas, may be by a platform 
lift, provided that the platform lift can be independently 
operated. 


(d) Other Building Components. 1. Water Fountains. On any floor 
where water fountains are provided, at least 50 percent, but in no case 
less than one fountain shall be accessible. 

2. Telephones. On any floor where public telephones are provided at 
least one telephone shall be accessible. On any floor where 2 or more 
banks of multiple telephones are provided, at least one telephone in 
each bank shall be accessible. 

In transportation facilities and assembly occupancies where multiple 
phone banks are provided, at least one TDD telephone shall be provid- 
ed on each floor. 

All accessible telephones and at least 25 percent of all other public 
telephones shall be provided with volume controls in accordance with 
Section 3106 (n). Where six or more public telephones are provided in 
the building at least one shall be equipped with a TDD in accordance 
with Section 3106 (n). 

3. Kitchens. Kitchens within accessible dwelling units shall be de- 
signed in accordance with Section 3106. Kitchens, kitchenettes or wet 
bars which are provided accessory to a sleeping room, guest room or 
suite, shall be designed in accordance with Section 3106. Countertops 
and sinks shall be mounted at a maximum height of 34 inches above 
the floor. At least 50 percent of shelf space in cabinets and appliances 
shall be within the reach ranges of Section 3106. 


EXCEPTION: Kitchens in Type B dwelling units need not comply with Sec- 
tion 3106 (1) 1. 


4. Swimming Pools. Where common or public use swimming pools, 
hot tubs, spas and similar facilities are provided, they shall be accessi- 
ble. Swimming pools shall be accessible by transfer tier, hydraulic 
chair, ramp or other means. Hot tubs and spas shall be accessible only 
to the edge of the facility. 


OPTION I 


5. Fixed Tables. Where fixed tables are provided at least 5 percent, 
but no fewer than two, shall be accessible. Accessible fixed tables shall 
comply with Section 3106 (s). In eating and drinking establishments, 
such tables shall be distributed throughout the facility. 


OPTION 2 


5. Fixed Tables. Where fixed tables are provided at least 10 percent, 
but no fewer than one, shall be accessible. Accessible fixed tables shall 
comply with Section 3106 (s). In eating and drinking establishments, 
such tables shall be distributed throughout the facility. 


6. Work Surfaces. Where fixed or built-in seating, tables, sinks or 
work surfaces are provided in accessible spaces at least 5 percent, but 
no fewer than 1, of such fixed seating, tables, sinks or work surfaces 
shall be accessible in accordance with Section 3106 (s). An accessible 
route of travel shall lead to such fixed or built-in seating, tables, sinks 
or work surfaces. 

7. Storage, Shelving and Display Units. Where fixed or built-in 
storage facilities such as cabinets, shelves, closets and drawers are pro- 
vided in accessible spaces, at least one of each type provided shall con- 
tain storage space complying with Section 3106 (r). 

Self service shelves or display units in retail occupancies shall be lo- 
cated on an accessible route in accordance with Section 3103 (b) 2. 

8. Controls, Operating Mechanisms and Hardware. Controls, oper- 
ating mechanisms and hardware, including switches that control light- 
ing and ventilation and electrical convenience outlets, in accessible 
spaces, along accessible routes, or as parts of accessible elements shall 
comply with Section 3106 (c). 


EXCEPTION: Floors or portions of floors not customarily occupied, including, 
but not limited to, elevator pits, elevator penthouses, lookout 
galleries, piping and equipment catwalks and machinery, me- 
chanical and electrical equipment rooms. 


9. Alarms. Alarm systems where provided, shall include both audible 
and visible alarms. The alarm devices shall be located in all sleeping 
accommodations and common use areas including toilet rooms and 
bathing facilities, hallways, and lobbies. 
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EXCEPTIONS: 1. Alarm systems in Group I, Division 1.1 and 1.2 Occupan- 
cies may be modified to suit standard health care design prac- 
tice. 

2. Visible alarms need not be required in dwelling units. 


NEW SECTION 


WAC 51-20-3106 SECTION 3106. Accessible Design and Con- 
struction Standards. (a) General. Where accessibility is required by 
this chapter, it shall be designed and constructed in accordance with 
this section, unless otherwise specified in this chapter. 

(b) Space Allowance and Reach Ranges. 1. Wheelchair Passage 
Width. The minimum clear width for single wheelchair passage shall 
be 36 inches. The minimum width for two wheelchairs to pass is 60 
inches. 


EXCEPTION: The minimum width for single wheelchair passage may be 32 
inches for a maximum distance of 24 inches. 
Wheelchair turning spaces shall be designed and constructed to 
satisfy one of the following requirements: 
1. A turning space not less than 60 inches in diameter; or, 
2. A turning space at T-shaped intersections where minimum 
corridor width is not less than 36 inches. Each T shall be clear 
of obstructions not less than 24 inches in each direction. 


2. Unobstructed Floor Space. A floor and vertical space above such 
floor space free of any physical obstruction, including door swings, to a 
height of 29 inches shall be provided. Where a pair of doors occurs the 
swing of the inactive leaf may be considered unobstructed floor space. 
A toe space which is a minimum of 9 inches in height and 6 inches in 
depth may be considered a part of the unobstructed floor space. 

3. Clear Floor or Ground Spaces and Maneuvering Clearance Space 
for Wheelchairs. 

A. Size. The minimum clear floor or ground space required to ac- 
commodate a single, stationary wheelchair occupant shall be not less 
than 30 inches by 48 inches. 

B. Approach. Wheelchair spaces shall be designed to allow for for- 
ward or parallel approach to an accessible feature. 

C. Knee and Toe Clearances. Spaces under obstructions, work sur- 
faces or fixtures may be included in the clear floor or ground space 
provided that they are at least 30 inches in width, a minimum of 27 
inches in height and not greater than 25 inches in depth. Toe spaces 
under obstructions, work surfaces or fixtures may be included in the 
clear floor or ground space provided that they are not more than 6 
inches in depth and a minimum 9 inches in height. 

D. Approach to Wheelchair Spaces. One full unobstructed side of 
the clear floor or ground space for a wheelchair shall adjoin or overlap 
an accessible route of travel, or shall adjoin another wheelchair clear 
space. Clear space located in an alcove or otherwise confined on all or 
part of three sides shall be not less than 36 inches in width where for- 
ward approach is provided, or 60 inches in width where parallel ap- 
proach is provided. 

E. Forward Reach. Where the clear floor space only allows forward 
approach to an object, the maximum high forward reach allowed shall 
be not higher than 48 inches. Reach obstructions 20 inches or less in 
depth may project into the clear space provided that knee clearance is 
maintained in accordance with Section 3106 (b) 2. B. Reach obstruc- 
tions greater than 20 inches in depth may project into the clear space 
provided that the reach obstruction shall not exceed 25 inches in depth 
and the maximum high forward reach shall not exceed 44 inches in 
height. The minimum low forward reach shall be not lower than 15 
inches. 

F. Side Reach. Where the clear floor space allows parallel approach 
by a person in a wheelchair, the maximum high side reach allowed 
shall be not higher than 54 inches. Obstructions no greater than 34 
inches in height and no more than 24 inches in depth may be located 
in the side reach area provided that when such obstructions are present 
the side reach shall be not more than 46 inches. The minimum low side 
reach shall be not lower than 9 inches. 

(c) Controls and Hardware. 1. Operation. Handles, pulls, latches, 
locks and other operating devices on doors, windows, cabinets, plumb- 
ing fixtures and storage facilities, shall have a lever or other shape 
which will permit operation by wrist or arm pressure and does not re- 
quire tight grasping, pinching or twisting to operate. Force required to 
operate windows shall be not greater than 5 pounds. Doors shall com- 
ply with Section 3304. 

2. Mounting Heights. The highest operable part of environmental 
and other controls, dispensers, receptacles and other operable equip- 
ment shall be within at least one of the reach ranges specified in Sec- 
tion 3306 (b), and not less than 36 inches above the floor. Electrical 
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and communications system receptacles on walls shall be mounted a 
minimum of 15 inches in height above the floor. Door hardware shall 
be mounted at not less than 36 inches and not more than 48 inches 
above the floor. 

3. Clear Floor Space. Clear floor space that allows a forward or a 
side approach shall be provided at all controls or hardware. 

(d) Accessible Route of Travel. 1. Width. The minimum clear width 
of an accessible route of travel shall be 36 inches except at doors (see 
Section 3106 (j) 2.). Where an accessible route includes a 180 degree 
turn around an obstruction which is less than 48 inches in width, the 
clear width of the accessible route of travel around the obstruction 
shall be 42 inches minimum. 


OPTION ! 
FOR THE MINIMUM WIDTH OF EXTERIOR ROUTES OF 
TRAVEL, ADD THE FOLLOWING EXCEPTION: 


EXCEPTION: For exterior accessible routes of travel, the minimum clear 
width shall be 44 inches. 


OPTION 2 
FOR THE MINIMUM WIDTH OF EXTERIOR ROUTES OF 
TRAVEL, DO NOT ADOPT THE EXCEPTION. 


Where an accessible route is less than 60 inches in width, passing 
spaces at least 60 inches by 60 inches shall be located at intervals not 
to exceed 200 feet. A T-shaped intersection of two corridors or walks 
may be used as a passing space. 

2. Height. Accessible routes shall have a clear height of not less than 
79 inches. Where the vertical clearance of an area adjoining an acces- 
sible route of travel is less than 79 inches but more than 27 inches, a 
Continuous permanent barrier shall be installed to prevent traffic into 
such areas of reduced clearance. 

3. Slope. An accessible route of travel shall have a running slope not 
greater than 1 vertical in 12 horizontal. An accessible route of travel 
with a running slope greater than 1 vertical in 20 horizontal shall 
comply with Section 3106 (h). Cross slopes of an accessible route of 
travel shall not exceed 1 vertical in 48 horizontal. 

4. Changes in Level. Changes in level along an accessible route of 
travel shall comply with Section 3106 (f). Stairs shall not be part of an 
accessible route of travel. Any raised area within an accessible route of 
travel shall be cut through to maintain a level route or shall have curb 
ramps at both sides and a level area not less than 48 inches long con- 
necting the ramps. 

5. Surfaces. A. General. All floor and ground surfaces in an accessi- 
ble route of travel shall comply with Section 3106 (g). 

B. Detectable Warnings. Curb ramps shall have detectable warnings 
complying with Section 3106 (g). Detectable warnings shall extend the 
full width and depth of the curb ramp. 

6. Edge Protection. Guardrails designed and constructed in accord- 
ance with Section 1712 shall be provided on any portion of an accessi- 
ble route of travel which is more than 30 inches above grade or floor 
below. Any portion of the edge of an accessible route of travel which is 
more than 8 inches above grade shall be provided with a protective 
railing with the top of the rail at a height of 34 inches nominal and a 
mid-rail at a height of 18 inches nominal; or with shoulder slopes. 

Shoulder slopes shall abut any accessible route of travel; shall be at 
the same grade as its edges; and shall have a slope, downward from the 
edge, of not more than | vertical in 48 horizontal for a distance of not 
less than 36 inches. 


EXCEPTION: Where curbs, walls, handrails or guardrails abut the accessible 
route of travel. Curbs where provided shall be not less than 2 
inches in height. 


7. Hlumination. Illumination shali be provided along the accessible 
route of travel, at any time the building is occupied, with an intensity 
of not less than one footcandle on the surface of the route. 

8. Curb Ramps. A. Slope. Slopes of curb ramps shall comply with 
Section 3106 (h). Transitions from ramps to walks, gutters or vehicu- 
lar ways shall be flush and free of abrupt changes in height. Maximum 
slopes of adjoining gutters and road surfaces immediately adjacent to 
the curb ramp or accessible route of travel shall not exceed 1 vertical 
in 20 horizontal. 

B. Width. Curb ramps shall be not less than 36 inches in width, ex- 
clusive of the required side slopes. 

C. Side Slopes of Curb Ramps. Curb ramps located where pedestri- 
ans must walk across the ramp, or where not protected by handrails or 
guardrails, shall have sloped sides. The maximum side slope shall be 1 
vertical in 10 horizontal. Curb ramps with returned curbs may be used 
where pedestrians would not normally walk across the ramp. 
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D. Location. Built-up curb ramps shall be located so as not to 
project into vehicular ways nor be located within accessible parking 
spaces. 

E. Obstructions. Curb ramps shall be located or protected to prevent 
their obstruction by parked vehicles. 

F. Location at Marked Cross Walks. Curb ramps at marked cross 
walks shall be wholly contained within the markings, excluding any 
sloped sides. 

9. Vehicular Areas. Where an accessible route of travel crosses or 
adjoins a vehicular way, and where there are no curbs, railings or other 
elements detectable by a person who has a severe vision impairment 
separating the pedestrian and vehicular areas, the boundary between 
the areas shall be defined by a continuous detectable warning not less 
than 36 inches wide, complying with Section 3106 (g). 

(e) Protruding Objects. Protruding objects shall not reduce the clear 
width of an accessible route of travel or maneuvering space. Any wall- 
or post-mounted object with its leading edge between 27 inches and 79 
inches above the floor may project not more than 4 inches into the re- 
quired width within a corridor. Any wall- or post-mounted projection 
greater than 4 inches shall extend to the floor. Protruding objects shall 
not reduce the clear width of an accessible route of travel or maneu- 
vering space. 

(f) Changes in Level. Accessible routes of travel and accessible 
spaces within buildings shall have continuous common floor or ramp 
surfaces. Abrupt change in height greater than 1/4 inch shall be bev- 
eled to 1 vertical in 2 horizontal. Changes in level greater than 1/2 
inch shall be accomplished by means of a ramp meeting the require- 
ments of Section 3106 (h). 

(g) Floor Coverings and Surface Treatments. 1. General. All sur- 
faces shall be firm and stable. 

2. Carpeting. Carpeting and floor mats in accessible areas shall be 
securely fastened to the underlying surface, and shall provide a firm, 
stable, continuous and relatively smooth surface. 

3. Slip-Resistant Surfaces. Showers, locker rooms, swimming pool, 
spa and hot tub decks, toilet rooms and other areas subject to wet con- 
ditions shall have slip-resistant floors. 

Exterior accessible routes of travel shall have slip-resistant surfaces. 

4. Grates. Within an accessible route of travel grates shall have 
openings no more than 1/2 inch in least clear distance between solid 
parts. The maximum vertical surface change shall be 1/8 inch. 

5. Expansion and Construction Joints. Expansion and construction 
joints in exterior routes of travel shall have a width of not more than 
1/2 inch, shall be filled with a firm, compressible, elastic material, and 
shall be substantially level with the surface of the accessible route of 
travel. 

(h) Ramps. 1. General. Ramps required to be accessible shall com- 
ply with Section 3307 and the provisions of this section. 

2. Slope and Rise. The maximum slope of a ramp shall be 1 vertical 
in 12 horizontal. The maximum rise for any run shall be 30 inches. 

3. Width. The minimum width of a ramp shall be not less than 44 
inches. 

4. Landings. Ramps within the accessible route of travel shall have 
landings at the top and bottom, and at least one intermediate landing 
shall be provided for each 30 inches of rise. Landings shall have a 
minimum dimension measured in the direction of ramp run of not less 
than 60 inches. Where the ramp changes direction at a landing, the 
landing shall be not less than 60 inches by 60 inches. The width of any 
landing shall be not less the width of the ramp. 

5. Handrails. Ramps having slopes steeper than 1 vertical in 20 hor- 
izontal shall have handrails as required for stairways, except that in- 
termediate handrails as required in Section 3306 (i) are not required. 
Ramped aisles need not have handrails on sides serving fixed seating. 
Handrails shall be continuous provided that they shall not be required 
at any point of access along the ramp, nor at any curb cut. Handrails 
shall extend at least 12 inches beyond the top and bottom of any ramp 
segment. 

6. Exterior Ramps. Exposed ramps and their approaches shall be 
constructed to prevent the accumulation of water on walking surfaces. 

(i) Stairways. 1. General. Stairways required to be accessible shall 
comply with Section 3306 and provisions of this section. 

2. Open Risers. Open risers shall not be permitted. 

3. Nosings. Stair nosings shall be flush, slip—resistant and rounded to 
a radius of 1/2 inch maximum. Risers shall be sloped or the underside 
of the nosing shall have an angle of not less than 60 degrees from the 
horizontal. Nosings shall project no more than I 1/2 inches. 


WSR 91-16-113 


4. Exterior Stairways. Exposed stairways and their approaches shall 
be constructed to prevent the accumulation of water on walking 
surfaces. 

(j) Doors. 1. General. Doors required to be accessible shall comply 
with Section 3304 and provisions of this section. For the purpose of 
this section, gates shall be considered to be doors. An accessible gate 
or door shall be provided adjacent to any turnstile or revolving door. 
Where doorways have two independently operated door leaves, then at 
least one leaf shall comply with this section. 

2. Clear Width. Doors shall be capable of opening so that the clear 
width of the opening is not less than 32 inches. 


EXCEPTION: Doors not requiring full user passage, such as shallow closets, 
may have a clear opening not less than 20 inches. 


3. Maneuvering Clearances at Doors. Except as provided in Section 
3106 (aa), all doors shall have minimum maneuvering clearances as 
follows: 

A. Where a door must be pulled to be opened, an unobstructed floor 
space shall extend at least 18 inches beyond the strike jamb. 

B. Where a door must be pushed to be opened and is equipped with 
a closer and a latch, an unobstructed floor space shall extend at least 
12 inches beyond the strike jamb. 

C. Where two doors are in series, the minimum distance between 
two hinged or pivoted doors shall be 48 inches in addition to any area 
needed for door swing. 

4. Thresholds at Doors. Thresholds at doors shall comply with Sec- 
tion 3106 (e). 

5. Automatic and Power-Assisted Doors. Door closers or power op- 
erators shall be operable as required by Section 3304 (h). 


EXCEPTION: Floor pad or electric eye actuated power operators. 


All power operated doors shall remain in the fully open position for 
not less than 6 seconds before closing. Touch switches shall be mount- 
ed 36 inches above the floor and not less than 18 inches nor more than 
36 inches horizontally from the nearest point of travel of the moving 
door. Other power operated doors must be actuated from a location 
not less than 36 inches from the nearest point of travel of the moving 
door. Power operated doors shall automatically reopen when they en- 
Counter an obstruction other than the strike jamb. 

6. Door Closers. Where provided, door closers shall be adjusted to 
close from an open position of 70 degrees in not less than 3 seconds, to 
a point 3 inches from the latch, when measured to the leading edge of 
the door. 

(k) Bathrooms, Toilet Rooms, Bathing Facilities and Shower 
Rooms. 1. Unobstructed Floor Space. An unobstructed floor space 
shall be provided within bathrooms, toilet rooms, bathing facilities and 
shower rooms of sufficient size to inscribe a circle with a diameter not 
less than 60 inches. Doors in any position may encroach into this space 
by not more than 12 inches. The clear floor spaces at fixtures, the ac- 
cessible route of travel and the unobstructed floor space may overlap. 

2. Toilet Stalls. A. Dimensions. Toilet stalls shall be at least 60 
inches in width. Where wall-hung water closets are installed, the depth 
of the stall shall be not less than 56 inches. Where floor mounted water 
closets are installed, the depth of the stall shall be not less than 59 
inches. Entry to the compartment shall have a clear width of 32 inches. 
Toilet stall doors shall not swing into the clear floor space required for 
any fixture. Except for door swing, a clear unobstructed access not less 
than 48 inches in width shall be provided to toilet stalls. 


EXCEPTION: Partitions may project not more than one inch, in the aggre- 
gate, into the required width of the stall. 


B. Toe Clearances. In toilet stalls, the front partition and at least 
one side partition shall provide a toe clearance of at least 9 inches 
above the floor. 


EXCEPTION: Toe clearance is not required in a stall with a depth greater 
than 60 inches. 


3. Water Closets. A. Clear Floor Space. The lateral distance from 
the center line of the water closet to the nearest obstruction, including 
grab bars, shall be not less than 15 inches on one side and 41 inches on 
the other side. [n other than stalls, a clear floor space not less than 32 
inches shall be provided in front of the water closet. 

B. Height. The height of water closets shall be a minimum of 17 
inches and a maximum of 19 inches measured to the top of the seat. 
Seats shall not be sprung to return to a lifted position. 

C. Grab Bars. Grab bars shall be installed at one side and the back 
of the toilet stall. The top of grab bars shall be not less than 33 inches 
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and not more than 36 inches above and parallel to the floor. Grab bars 
located at the side shall be a minimum of 42 inches in length with the 
front end positioned not less than 18 inches in front of the water closet, 
and located not more than 18 inches from the center line of the water 
closet. Grab bars located at the back shall be a minimum of 36 inches 
in length. Grab bars shall be mounted not more than 9 inches behind 
the water closet seat. 

D. Flush Controls. Flush controls shall be mounted for use from the 
wide side of the water closet area and not more than 44 inches above 
the floor. 

E. Dispensers. Toilet paper and other dispensers shall be installed 
within easy reach of the water closet, and shall not interfere with grab 
bar utilization. 

4. Urinals. A clear floor space measuring 30 inches by 48 inches 
shall be provided in front of urinals. Urinal shields shall have a clear 
space between them of not less than 29 inches and shall not extend 
farther than the front edge of the urinal rim. Urinals shall be stall— 
type or wall-hung with an elongated rim at a maximum of 17 inches 
above the floor. Flush controls shall be mounted not more than 44 
inches above the floor. 

5. Lavatories and Sinks. A. Clear Floor Space. A clear floor space 
not less than 30 inches by 48 inches shall be provided in front of lava- 
tories and sinks. 

B. Height. Lavatories and sinks shall be mounted with the rim or 
counter surface not higher than 34 inches above the finished floor. 

C. Knee and Toe Clearances. (i) Lavatories. The total depth of clear 
space beneath a lavatory shall be not less than 17 inches of which toe 
clearance shall be not more than 6 inches of the total depth. Knee 
clearance shall be not less than 29 inches: in height and 30 inches in 
width. 

(ii) Sinks. Knee clearance not less than 27 inches in height, 30 inch- 
es in width and 19 inches in depth shall be provided underneath sinks. 

D. Exposed Pipes and Surfaces. Hot water and drain pipes exposed 
under lavatories and sinks shall be insulated or otherwise covered. 
There shall be no sharp or abrasive surfaces under lavatories or sinks. 

E. Faucets. Faucet control handles shall be located not more than 17 
inches from the front edge of the lavatory, sink or counter, and shall 
comply with Section 3106 (c). Self-closing valves shall remain open 
for at least 10 seconds per operation. 

F. Sink Depth. Sinks shall be not less than 6-1/2 inches in depth. 

6. Mirrors, Dispensers and Other Fixtures. Mirrors or shelves shall 
be installed so that the bottom of the mirror or the top of the shelf is 
within 40 inches of the floor. 

Drying equipment, towel or other dispensers, and disposal fixtures 
shall be mounted so as not to exceed 40 inches above the finished floor 
to any rack, operating controls, receptacle or dispenser. 

7. Bathtubs. A. Clear Floor Space. A clear floor space not less than 
60 inches in length shall be provided along the tub. Where the required 
seat is located at the end of the tub, the clear floor space shall be not 
less than 75 inches in length. The clear floor space shall be not less 
than 30 inches in width where access to the space is parallel to the tub 
and not less than 48 inches in width where access to the space is at 
right angles to the tub. A lavatory which complies with Subsection 5, 
above, may be located in the clear floor space for the tub. 

B. Seats. An in-tub seat or a seat at the end of the tub shall be pro- 
vided. In-tub seats shall be portable and removable, not less than 12 
inches in width and extend the full width of the tub. Seats at the end 
of the tub shall be constructed flush with the top of the tub and shall 
extend not less than 15 inches from the end of the tub. Seats shall be 
mounted securely and shall not slip during use. 

C. Grab Bars. All required grab bars shall be installed parallel to 
the floor. Lower grab bars shall be installed centered 9 inches above 
the tub rim. Upper or single grab bars shall be installed centered not 
less than 33 inches and not more than 36 inches above the floor of the 
clear space. 

Where a tub has a seat at the end, two grab bars not less than 48 
inches in length shall be instailed on the wall opposite the clear floor 
space, one end of each shall terminate where the tub abuts the seat. 

Where a tub has an in-tub seat, two grab bars not less than 24 
inches in length shall be installed on the wall opposite the clear floor 
space. The grab bars shall extend to not less than 24 inches from one 
end of the tub and not less than 12 inches from the other end. One 
grab bar shall be installed on the wall at the end of the tub opposite 
the drain, extending at least 12 inches from the clear floor space. 

For all bathtubs one grab bar shall be installed on the wall at the 
end of the tub nearest the drain, extending at least 24 inches from the 
clear floor space. 
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D. Controls and Fixtures. Faucets and other controls shall be locat- 
ed above the tub rim and below the grab bars, shall be not more than 
24 inches laterally from the clear floor space and shall comply with 
Section 3106 (c). 

A shower spray unit with a hose at least 60 inches long that can be 
used as a fixed shower head or as a hand-held shower shall be 
provided. 

E. Bathtub Enclosures. Where provided, enclosures for bathtubs 
shall not obstruct controls or transfer from wheelchairs onto bathtub 
seats or into tubs. Enclosures on bathtubs shall not have tracks mount- 
ed on their rims. 

8. Shower Stalls. A. Configuration. Shower stalls shall have one of 
the following configurations: 

(i) 36 inches by 36 inches, nominal, with a seat; or, 

(ii) Not less than 30 inches in depth by 60 inches in length, without 
a seat. 

B. Clear Floor Space. A clear floor space not less than 48 inches in 
length shall be provided adjacent to shower stalls. Where a seat is not 
installed, the clear floor space shall be not less than 60 inches in 
length. The clear floor space shall be not less than 36 inches in width. 
A lavatory which complies with Subsection 5 above, may be located in 
the clear floor space of a shower without a seat. 

C. Seats. Where provided, a shower stall seat shall be mounted not 
less than 17 inches and not more than 19 inches above the floor, and 
shall extend the full depth of the stall. The seat shall be located on the 
wall opposite the controls and shall be mounted not more than 1-1/2 
inches from the shower walls. The seat shall be not more than I6 
inches in width. 


EXCEPTION: А section of the seat not more than 15 inches in length and ad- 
jacent to the wall opposite the clear space, may be not more 
than 23 inches in width. 


D. Grab Bars. All required grab bars shall be installed parallel to 
the floor. All grab bars shall be installed not less than 33 inches and 
not more than 36 inches above the floor of the clear space. 

Where a seat is installed in the stall, a grab bar not less than 18 
inches in length shall be installed on the wall opposite the clear floor 
space, one end of which shall terminate at the wall opposite the seat. A 
grab bar not less than 27 inches in length shall also be installed on the 
wall opposite the seat. 

In stalls where a seat is not installed, grab bars shall be provided on 
all permanent stall walls. Grab bars located on either end of the stall 
shall be not less than 27 inches in length. The grab bar located oppo- 
site the clear space shall be not less than 48 inches in length. 

E. Controls and Fixtures. Faucets and other controls shall be located 
on the same wall as the shower spray unit, and shall be installed not 
less than 38 inches or more than 48 inches above the shower floor and 
shall comply with Section 3106 (c). 

A shower spray unit with a hose at least 60 inches long that can be 
used as a fixed shower head or as a hand-held shower shall be 
provided. 


EXCEPTION: In unmonitored facilities where vandalism is a consideration, a 
fixed shower head may be installed not more than 48 inches 
above the stall floor. 


F. Thresholds. In shower stalls with seats, thresholds shall be flush 
or beveled with a maximum edge height of 1/2 inch, and a maximum 
slope not more than 1 vertical in 2 horizontal. 

Thresholds in shower stalls without seats shall be level with the ad- 
jacent clear space. 

G. Shower Enclosures. Where provided, enclosures for shower stalls 
shall not obstruct controls or transfer from wheelchairs onto shower 
seats. 

9. Structural Requirements for Grab Bars, and Tub and Shower 
Seats. A. General. All grab bars, and tub and shower seats required to 
be accessible shall comply with this section. 

B. Size and Spacing of Grab Bars. Grab bars shall have an outside 
diameter of not less than 1—1/4 inch nor more than 1-1/2 inches and 
shall provide a clearance of 1-1/2 inches between the grab bar and the 
wall. 

C. Structural Strength. The structural strength of grab bars, tub 
and shower seats, fasteners and mounting devices shall meet the fol- 
lowing specification: 

(1) Bending stress in a grab bar or seat induced by the maximum 
bending moment from the application of 300 Ibs. shall be less than the 
allowable stress for the material of the grab bar or seat. 

(2) Shear stress induced in a grab bar or seat by the application of 
300 Ibs. shall be less than the allowable shear stress for the material of 
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the grab bar or seat. If the connection between the grab bar or seat 
and its mounting bracket or other support is considered to be fully re- 
strained, then direct and torsional shear stresses shall be totaled for the 
combined shear stress, which shall not exceed the allowable shear 
stress. 

(3) Shear force induced in a fastener or mounting device from the 
application of 300 165. shall be less than the allowable lateral load of 
either the fastener or mounting device or the supporting structure, 
whichever is the smaller allowable load. 

(4) Tensile force induced in a fastener by a direct tension force of 
300 Ibs. plus the maximum moment from the application of 300 Ibs. 
shall be less than the allowable withdrawal load between the fastener 
and the supporting structure. 

D. Special Hazards. A grab bar and any wall or other surface adja- 
cent to it shall be free of any sharp or abrasive elements. Edges shall 
have a minimum radius of 1/8 inch. 

(1) Kitchens. 1. Clear Floor Space. An unobstructed floor space shall 
be provided within kitchens of sufficient size to inscribe a circle with a 
diameter not less than 60 inches. Doors in any position may encroach 
into this space by not more than 12 inches. The clear floor spaces at 
fixtures, the accessible route of travel and the unobstructed floor space 
may overlap. 

2. Counter Surfaces and Shelving. Within Type A dwelling units, a 
counter surface, a minimum of 30 inches wide by 24 inches deep, shall 
be provided at a maximum height of 34 inches, with a space beneath at 
least 27 inches in height. 

In other than dwelling units, at least 50 percent of shelf space in 
cabinets, refrigerators and freezers shall be within the reach ranges 
specified in Sections 3106 (b) 2. D. or 3106 (b) 2. E. 

(m) Water Fountains. 1. Clear Floor Space. Wall- and post- 
mounted cantilevered units shall have a minimum clear floor space in 
front of the units 30 inches in width by 48 inches in depth in order to 
allow a person in a wheelchair to approach the unit facing forward. 

Free-standing or built-in units not having a clear space under them 
shall have a clear floor space at least 30 inches in depth by 48 inches in 
width in order to allow a person in a wheelchair to make a parallel ap- 
proach to the unit. 

2. Knee Space. Wall- and post-mounted cantilevered units shall 
have knee space in accordance with Section 3106 (b) 2. B. The knee 
space shall be not less than I9 inches in depth. 

3. Spout Location. Spouts shall be located not more than 36 inches 
above the floor or ground surface. Spouts shall be located in the front 
of the unit and shall direct a water flow not less than 4 inches in 
height, in a trajectory parallel to the front of the unit. 

4. Controls. Controls shall be located not more than 6 inches from 
the front of the unit and shall comply with Section 3106 (c). The force 
required to activate the control shall not exceed 5 pounds. 

5. Water Fountains in Alcoves. Where a unit is installed in an al- 
cove greater than 8 inches in depth, the alcove shall be not less than 48 
inches in width. A minimum 24 inches of clear space shall be provided 
from the spout to the nearest side wall of the alcove. Recessed units 
shall be installed such that the spout is not recessed beyond the plane 
of the wall. 

(n) Telephones. 1. Clear Floor or Ground Space. A clear floor or 
ground space not less than 30 inches by 48 inches that allows either a 
forward or parallel approach by a person using a wheelchair shall be 
provided in front of telephones. Bases, enclosures and fixed seats shall 
not project into thc clear floor space. 

2. Height. The highest operable part of a telephone shall be within 
the reach ranges specified in Sections 3106 (b) 2. D. or 3106 (b) 2. E. 
Where a counter or other writing surface is provided it shall have a 
clear height of not less than 27 inches. 

3. Equipment for Persons with Hearing Impairments. Telephones 
shall be equipped with volume controls and a receiver that generates a 
magnetic field in the area of the receiver cap. 

4. Controls. Telephones shall have pushbutton controls where service 
for such equipment is available. 

5. Cord Length. The cord from the telephone to the handset shall be 
not less than 29 inches in length. 

(o) Alarms. 1. Audible Alarms. Audible alarms shall produce a 
sound in accordance with UFC Standard No. 14-1. 

2. Visible Alarms. Visible alarm signal appliances shall be integrat- 
ed into the building or facility alarm system. Where single station au- 
dible alarms are provided, single station visible alarm signals shall be 
provided. 
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Visible alarms shall be located not less than 80 inches above floor 
level at an interval of not less than 50 feet horizontal, in rooms, corri- 
dors and hallways. Guidelines for visible alarm type, color, intensity 
and flash rate are found in Appendix Chapter 31, Division VI. 

3. Access to Manual Fire Alarm Systems. Manual fire alarm devices 
shall be mounted not more than 54 inches above the floor provided that 
parallel approach is provided. 

(p) Signage. 1. International Symbol of Access. A. General. The In- 
ternational Symbol of Access shall be as shown below: 


B. Telephones. Telephones required to be accessible shall be identi- 
fied by a sign containing a depiction of a telephone handset with radi- 
ating sound waves. Telephones required to be accessible by Section 
3105 (d) 2. shall be identified by the international TDD symbol as 
shown below: 


2. Mounting Location and Height. Signs shall be installed on the 
wall adjacent to the latch side of the door. Mounting height shall be 
not less than 54 inches, and not more than 66 inches. Mounting loca- 
tion for such signage shall be such that a person may approach within 
3 inches of signage without encountering protruding objects or stand- 
ing within the swing of a door. ў 

3. Color. A. Exterior Signs. All exterior signs shall be white on a 
blue background. 
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OPTION 1 


B. Interior Signs. All interior signs shall be white on a blue 
background. 


OPTION 2 


B. Interior Signs. The characters and background of interior signs 
shall be eggshell (11 to 19 degree gloss on 60 degree glossimeter). 
Characters shall be light on a dark background (or dark on a light 
background) and contrast with their background by at least 70 per- 
cent. Contrast in percent shall be determined as follows: 


Contrast. = [(B ! - В 2)/В !] x 100 


where: B | = light reflectance value (LRV) of the lighter area; and, 
B ^ = light reflectance value (LRV) of the darker area. 


(q) Detectable Warnings. 1. Walking Surfaces. Detectable warnings 
on walking surfaces shall consist of a pattern of raised and lowered 
surfaces. The differences in height of the raised and lowered surfaces 
shall be 1/5 inch nominal. 

2. Doors To Hazardous Areas. Knobs or handles or other operating 
hardware on doors leading to loading platforms, stages, mechanical 
equipment rooms or.other areas hazardous to the blind shall be knurl- 
ed or otherwise rough to the touch. Such surfaces shall not be provided 
for emergency exit doors or any doors other than those to hazardous 
areas. Textured surfaces for detectable door warnings shall be consis- 
tent within a building, facility, site or complex of buildings. 

3. Stairs. Detectable warnings shall be provided on the floor or 
ground, shall be not less than 36 inches in depth and shall extend the 
width of the stair run. The detectable warning shall be separated from 
the top stair edge by a distance equal to the width of the stair run. 

(r) Storage, Shelving and Display Units. 1. Clear Floor Space. Stor- 
age, shelving and display units shall have a clear floor space not less 
than 30 inches by 48 inches that allows either a forward or parallel 
approach. 

2. Height. Accessible storage, shelving and display units shall be 
within the reach ranges specified in Sections 3106 (b) 2. D. or 3106 
(b) 2. E. Clothes rods shall be not more than 54 inches above the floor. 

(s) Seating, Tables, Sinks and Work Surfaces. 1. Clear Floor Space. 
Seating spaces at tables, sinks and work surfaces shall have a clear 
floor space of not less than 30 inches by 48 inches that allows forward 
approach. The clear floor space shall not overlap knee space by more 
than 19 inches. ` 

2. Knee Clcarances. Knee spaces at tables, counters, sinks and work 
surfaces shall be provided in accordance with Section 3106 (b) 2. B. 
No projection which might obstruct the arm of a wheelchair may in- 
trude into this clearance height, within 24 inches horizontally from the 
table edge. 

3. Height. The tops of tables, sinks and work surfaces shall be not 
less than 28 inches nor more than 34 inches in height above the floor 
or ground. 

(t) Aisles. АП aisles, including check out aisles, food service lines 
and aisles between fixed tables, shall be not less than 36 inches in 
width. 

(и) Assembly Areas. 1. Wheelchair Spaces. A. Location. Wheel- 
chair spaces shall be an integral part of any fixed seating plan and 
shall be dispersed throughout the seating area. Spaces shall adjoin an 
accessible route of travel that also serves as a means of egress and shall 
be located to provide lines of sight comparable to those for all viewing 
areas. 


EXCEPTION: Accessible viewing positions may be clustered for bleachers, 
balconies and other areas having sight lines that require slopes 
of greater than 5 percent. Equivalent accessible viewing posi- 
tions may be located on levels having accessible egress. 


B. Size. Wheelchair spaces shall be not less than 33 inches in width. 
Where forward or rear approach is provided, wheelchair spaces shall 
be not less than 48 inches in depth. Where side approach is provided, 
wheelchair spaces shall be not less than 60 inches in depth. 

C. Surfaces. The ground or floor surfaces at wheelchair locations 
shall be level and shall comply with Section 3106 (g). 

2. Access to Performance Areas. Ап accessible route of travel shall 
connect wheelchair seating locations with performance areas, including 
stages, arena floors, dressing rooms, locker rooms and other spaces 
used by performers. 

3. Placement of Assistive Listening Systems. Where an assistive lis- 
tening system serves individual fixed seats, such seats shall have a clear 
line of sight and shall be located not more than 50 feet from the stage 
or performance area. 


[256] 


Washington State Register, Issue 91-16 


(v) Restaurants and Cafeterias. 1. Aisles. Aisles to fixed tables re- 
quired to be accessible shall comply with 3106 (t). 

2. Food Service Lines. A. Clear Floor Space. Food service lines shall 
comply with Section 3106 (t). 

B. Height. Tray slides shall be mounted not more than 34 inches in 
height above the floor. 

C. Counters and Bars. Where service of food or drink is provided, at 
counters more than 34 inches in height, to customers seated on stools 
or standing, a portion of the main counter shall be provided in compli- 
ance with Section 3106 (s), or service shall be available at accessible 
tables within the same area. 

D. Tableware and Condiment Areas. Self-service shelves and dis- 
pensing devices for tableware, dishware, condiments, food and bever- 
ages shall be installed to comply with Section 3106 (s). 

(w) Medical Care Facilities. Each patient room shall be designed 
and constructed to provide a 180-degree turn that complies with Sec- 
tion 3106 (b) 1. Each patient room shall have a minimum clear floor 
space not less than 36 inches between the side of the bed, and not less 
than 42 inches between the foot of the bed and the wall. 

(x) Sales and Service Counters and Aisles. 1. General. Where coun- 
ters exceeding 36 inches in height are provided for sales or distribution 
of goods or services to the public, a portion of the main counter shall 
be not less than 28 inches nor more than 34 inches above the floor. 

2. Check-out Aisles. A. Width. All check-out aisles shall comply 
with Section 3106 (t). 

B. Height. Counters in check-out aisles shall be not more than 36 
inches in height. 

(y) Libraries. 1. Reading and Study Areas. At least 5 percent or a 
minimum of one of each element of fixed seating, tables or study car- 
reis shall comply with Section 3106 (s). Clearances between fixed ac- 
cessible tables and study carrels shall comply with Section 3106 (t). 

2. Check-Out Areas. At least one lane at each check-out area shall 
comply with Section 3106 (t). Any traffic control or book security 
gates or turnstiles shall comply with Section 3106 (j). 

3. Card Catalogs, Magazine Displays and Reference Stacks. A. 
Aisles. Aisles between card catalogs, magazine displays or reference 
stacks shall comply with Section 3106 (t). 

B. Height. Card catalogs, magazine displays or reference stacks 
shall have a reach height of not more than 54 inches for side approach 
and not more than 48 inches for forward approach. 

(z) Hotels and Congregate Residences. 1. Clear Floor Space. Each 
sleeping room shall have a space complying with Section 3106 (b) 1, 
that permits a 180—degree turn along at least one side of one bed. 

2. Accessible Route of Travel. An accessible route complying with 
Section 3103 (b) 2. shall connect all accessible spaces and elements 
including telephones, patios, terraces, balconies, carports, garages or 
parking spaces with all accessible sleeping rooms. 

3. Doors. Doors within all sleeping rooms, suites or other covered 
units shall comply with Section 3106 (j). 

4. Storage. Storage in accessible units, sleeping rooms or suites, in- 
cluding cabinets, shelves, closets and drawers shall comply with Sec- 
tion 3106 (r). 

5. Controls. All controls in accessible units, sleeping rooms and 
suites shall comply with Section 3106 (c). 

(aa) Dwelling Units. 1. Type A and B Dwelling Units. Type A and 
B dwelling units shall comply with Section 3106. 


EXCEPTIONS: I. Kitchens in Type B dwelling units need not comply with 
Section 3106 (1) 1., provided that: 
A. In "U" shaped kitchens with a sink, range or cooktop at 
the base of the "U", an unobstructed floor space of sufficient 
size to inscribe a circle with a diameter of not less than 60 
inches shall be provided; and, 
B. In all other kitchens clearance between all opposing coun- 
ters, base cabinets, countertops, appliances and walls shall be 
not less than 40 inches. 
2. Bathrooms in Type B dwelling units need not comply with 
Section 3106 (k) 1. 
3. Interior doors in Type B dwelling units need not comply 
with Section 3106 (j) 4. A. 
4. Lofts in Type A or B dwelling units need not be accessible. 
5. Sunken floors in Type B dwelling units need not be accessi- 
ble provided that they do not interfere with the accessible 
route of travel through the unit. 
6. Counter surfaces in Type B dwelling units need not comply 
with Section 3106 (I) 2. 
7. Within an individual dwelling unit in an elevator building, 
access to other levels is not required if the accessible level 
complies with all requirements for accessible dwelling units 
and contains a bathroom. 
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NEW SECTION 


WAC 51-20-3107 PARKING FACILITIES. Section 3107. (a) 
Accessible Parking Required. For other than Group R, Division 1 
apartment buildings, when parking lots or garage facilities are provid- 
ed, accessible parking spaces shall be provided in accordance with Ta- 
ble No. 31-C. 

For Group R, Division | apartment buildings where parking is pro- 
vided, one accessible parking space shall be provided for each Type A 
dwelling unit. In addition, where the total parking provided on a site 
exceeds | parking space per dwelling unit, not less than 2 percent, and 
in no case less than | space, of this additional parking shall be 
accessible. 

Accessible parking spaces shall be located on the shortest possible 
accessible route of travel to an accessible building entrance. In facili- 
ties with multiple accessible building entrances with adjacent parking, 
accessible parking spaces shall be dispersed and located near the ac- 
cessible entrances. Wherever practical, the accessible route of travel 
shall not cross lanes of vehicular traffic. Where crossing traffic lanes is 
necessary, the route of travel shall be designated and marked as a 
crosswalk. 

(b) Design and Construction. 1. General. When accessible parking 
spaces are required by this section, they shall be designed and con- 
structed in accordance with this section. 

2. Size. Parking spaces shall be not less than 96 inches in width and 
shall have an adjacent access aisle not less than 60 inches in width. 
Where two adjacent spaces are provided, the access aisle may be 
Shared between the two spaces. Boundaries of access aisles shall be 
marked so that aisles will not be used as parking space. 

3. Vertical Clearance. Where accessible parking spaces are provided 
for vans, the vertical clearance shall be not less than 114 inches. 

4. Slope. Accessible parking spaces and access aisles shall be located 
on a surface with a slope not to exceed | vertical in 48 horizontal. 

5. Surface. Parking spaces and access aisles shall be firm, stable, 
smooth and slip resistant. 

(c) Signs. Every parking space required by this section shall be 
identified by a sign, centered between 3 and 5 feet above the parking 
surface, at the head of the parking space. The sign shall include the 
International Symbol of Access and the phrase "State Disabled Park- 
ing Permit Required". 


NEW SECTION 


WAC 51-20-3108 PASSENGER DROP-OFF AND LOADING 
ZONES. Section 3108. (a) Location. Where provided, passenger drop- 
off and loading zones shall be located on an accessible route of travel. 

(b) Design and Construction. I. General. Passenger drop-off and 
loading zones shall be designed and constructed in accordance with 
this section. 

2. Passenger Drop-off Zones. A. Size. Drop-off zones shall be not 
less than 12 feet in width by 25 feet in length with the long dimension 
abutting and parallel to an accessible route of travel. 

B. Slope. Such zones shall be located on a surface with a slope not 
exceeding 1 vertical in 48 horizontal. 

3. Passenger Loading Zones. A. Size. Passenger loading zones shall 
provide an access aisle not less than 5 feet in width by 20 feet in length 
with the long dimension abutting and parallel to: (1) the vehicle space 
on one side and (2) an accessible route of travel on the other. 

B. Slope. Such zones shall be located on a surface with a slope not 
exceeding 1 vertical in 48 horizontal. 


PART П 
ACCESSIBILITY FOR EXISTING BUILDINGS 


NEW SECTION 


WAC 51-20-3109 SCOPE. Section 3109. 1. General. The provi- 
sions of this part applv to renovation, altcration and additions to exist- 
ing buildings including those identified as historic buildings. This 
chapter includes minimum standards for removing architectural barri- 
ers, and providing and maintaining accessibility for persons with dis- 
abilities to existing buildings and their related facilities. 

2. Equivalent facilitation. Departures from specific technical and 
scoping requirements of this part by the use of alternate methods are 
permitted where such methods will provide equivalent or greater access 
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to, and usability of, the facility. Alternate methods shall permit indi- 
viduals with disabilities to approach, enter and use a site, building, fa- 
cility or portion thereof; as easily, safely, conveniently and indepen- 
dently as the specified method. 


NEW SECTION 


WAC 51-20-3110 DEFINITIONS. Section 3110. For the pur- 
pose of this part, certain terms are designated as follows: 

ALTERATION is any change, addition or modification in construc- 
tion or occupancy. 

ALTERATION, SUBSTANTIAL is any alteration where the total 
cost of all alterations (including but not limited to electrical, mechani- 
cal, plumbing and structural changes) for a building or facility within 
any 12-month period amounts to 60 percent or more of the assessed 
value. 

TECHNICALLY INFEASIBLE means that an alteration has little 
likelihood of being accomplished because existing structural conditions 
would require removing or altering a load-bearing member or because 
site constraints prohibit modification or addition of elements, spaces or 
features necessary to provide accessibility. 


NEW SECTION 


WAC 51-20-3111 ADDITIONS. Section 3111. New additions 
may be made to existing buildings without making the entire building 
comply, provided the new additions conform to the provisions of Part I 
of this chapter except as follows: 

1. Entries. Where a new addition to a building or facility does not 
have an accessible entry, at least one entry in the existing building or 
facility shall be accessible. 

2. Accessible Route. Where the only accessible entry to the addition 
is located in the existing building or facility, at least one accessible 
route of travel shall be provided through the existing building or facil- 
ity to all rooms, elements and spaces in the new addition which are re- 
quired to be accessible. 

3. Toilet and Bathing Facilities. Where there are no toilet rooms and 
bathing facilities in an addition and these facilities are provided in the 
existing building, then at least one toilet and bathing facility in the ex- 
isting facility shall comply with Section 3106 or with Section 3112 (c) 
5 


74. Group R, Division 1 Apartment Buildings. Additions of 10 or 
fewer dwelling units in Group R, Division 1 apartment buildings need 
not comply with Part 1 of this chapter. 


NEW SECTION 


WAC 51-20-3112 ALTERATIONS. Section 3112. Alterations. 
(a) General. 1. Compliance. Alterations to existing buildings or facili- 
ties shall comply with this section. No alteration shall reduce or have 
the effect of reducing accessibility or usability of a building, portion of 
a building or facility. If compliance with this section is technically in- 
feasible, the alteration shall provide access to the maximum extent 
feasible. 


EXCEPTION: Except when substantial as defined by Section 3110, alterations 
to Group R, Division 1 apartment buildings need not comply 
with this section. 


2. Existing Elements. If existing elements, spaces, essential features 
or common areas are altered, each such altered element, space feature 
or area shall comply with the applicable provisions of Part | of this 
chapter and Appendix Chapter 31 Division И. 

3. Installation of Stairs or Escalators. If an escalator or new stair- 
way is planned or installed requiring major structural changes, then a 
means of vertical transportation (e.g. elevator, platform lift) shall be 
provided in accordance with this chapter. 

4. Other Requirements. A. Where alterations of single elements, 
when considered together, provide access to an area of a building or 
facility, the entire area or space shall be accessible. 

B. No alteration of an existing element, space or area of a building 
shall impose a requirement for greater accessibility than that which 
would be required for new construction. 

C. Where the alteration work is limited solely to the electrical, me- 
chanical or plumbing system or hazardous materials removal, and does 
not involve the alteration, structural or otherwise, of any elements and 
spaces required to be accessible under these standards, Chapter 31 
does not apply. 
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(b) Substantial Alterations. Where substantial alteration as defined 
in Section 3110 occurs to a building or facility, the entire building or 
facility shall comply with Part 1 of this code. 

(c) Modifications. 1. General. The following modifications set forth 
in this section may be used for compliance where the required standard 
is technically infeasible or when providing access to historic buildings: 

2. Ramps. Curb ramps and ramps constructed on existing sites, or in 
existing buildings or facilities, may have slopes and rises as specified 
for existing facilities in Chapter 31, where space limitations prohibit 
the use of 1 vertical in 12 horizontal slope or less provided that: 

A. A slope not greater than 1 vertical in 10 horizontal is allowed for 
a maximum rise of 6 inches. 

B. A slope not greater than 1 vertical in 8 horizontal is allowed for a 
maximum rise of 3 inches. 

C. Slopes greater than 1 vertical in 8 horizontal are prohibited. 

3. Stairs. Full extension of stair handrails is not required when such 
extension would be hazardous or impossible due to plan configuration. 
When an accessible elevator is provided, existing stairs need not be 
made accessible. 

4. Elevators. Elevators shall comply with Chapter 296-81, 
Washington Administrative Code. 

5. Doors. A. Clearance. When existing elements prohibit strict com- 
pliance with the clearance requirements, a projection of 5/8 inch max- 
imum is permitted for the latch side door stop. 

B. Thresholds. Existing thresholds measuring 3/4 inch high or less 
which are modified to provide a beveled edge on each side, may be 
retained. 

6. Toilet Rooms. A. Shared Facilities. The addition of one unisex 
toilet facility accessible to all occupants on the floor may be provided 
in lieu of making existing toilet facilities accessible when it is techni- 
cally infeasible to comply with either part of Chapter 31. 

B. Number. The number of toilet facilities and water closets re- 
quired by the Uniform Plumbing Code may be reduced by one, in or- 
der to provide accessible features. 

7. Assembly Areas. Seating shall adjoin an accessible route of travel 
that also serves as a means of emergency egress or route to an area for 
evacuation assistance. In alterations, accessibility to raised or sunken 
dining areas, or to all parts of outdoor seating areas is not required 
provided that the same services and amenities are provided in an ac- 
cessible space usable by the general public and not restricted to use by 
people with disabilities. 


NEW SECTION 


WAC 51-20-3113 HISTORIC PRESERVATION. Section 3113. 
(a) General. Generally, the accessibility provisions of this part shall be 
applied to historic buildings and facilities as defined in Section 104 (f) 
of this code. 

The building official, shall determine whether provisions required by 
this part for accessible routes of travel (interior or exterior), ramps, 
entrances, toilets, parking or signage would threaten or destroy the 
historic significance of the building or facility. 

If it is determined that any of the accessibility requirements listed 
above would threaten or destroy the historic significance of a building 
or facility, the modifications of Section 3112 (c) for that feature may 
be utilized. 

(b) Special Provisions. Where removing architectural barriers or 
providing accessibility would threaten or destroy the historic signifi- 
cance of a building or facility, the following special provisions may be 
used: 

1. At least one accessible route from a site access point to an acces- 
sible route shall be provided. 

2. At least one accessible entrance which is used by the public shall 
be provided. 


EXCEPTION: Where it is determined by the building official that no entrance 
used by the public can comply, access at any accessible en- 
trance which is unlocked during business hours may be used 
provided directional signs are located at the main entry. The 
route of travel for the accessible entry shall not pass through 
hazardous areas, storage rooms, closets, kitchens or spaces used 
for similar purposes. 


3. Where toilet facilities are provided, at least one toilet facility 
complying with Section 3111 and 3112 shall be provided along an ac- 
cessible route. Such toilet facility shall be a shared facility available to 
both sexes. 

4. Accessible routes from an accessible entrance to all publicly used 
spaces, on at least the level of the accessible entrance, shall be provid- 
ed. Access should be provided to all levels of a building or facility 
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when practical. Displays and written information and documents shall 
be located where they can be seen by a seated person. 


NEW SECTION 


WAC 51-20-3114 APPEAL. Section 3114 (a) Request for Ap- 
peal. An appeal from the standards for accessibility for existing build- 
ings may be filed with the board of appeals when: 

1. Existing structural elements or physical constraints of the site 
prevent full compliance or would threaten or destroy the historical sig- 
nificance of a historic building, or 

2. The cost of compliance with this part would exceed 25% of the 
total project cost, inclusive of the cost of eliminating barriers, within a 
12—month period. 

(b) Review. 1. Consideration of Alternative Methods. Review of ap- 
peal requests shall include consideration of alternative methods which 
may provide partial access. 

2. Waiver or Modification of Requirements. The appeals board may 
waive or modify the requirements of this section when it is determined 
that compliance with accessibility requirements would threaten or de- 
stroy the historic significance of a building or facility. 


NEW SECTION 


WAC 51-20-3151 SECTION 3151. 


TABLE NO. 31-A 
WHEELCHAIR SPACES REQUIRED IN ASSEMBLY AREAS 


Capacity of Number of 
Seating in Required Wheelchair 
Assembly Area Spaces 
2 to 49 2 
50 to 75 3 
76 to 100 4 
101 to 150 5 
151 to 200 6 
201 to 300 7 
301 to 400 8 
401 ю 500 9 
501 to 1000 2 percent of total seating 
over 1000 20 plus 1 for each 100 over 1000 


NEW SECTION 
WAC 51-20-3152 SECTION 3152. 
OPTION ! 


TABLE NO. 31-В 
REQUIRED TYPE A DWELLING UNITS 


Total Number of Dwelling Required Number of 


Units on Site Type A Dwelling 
Units 
0- 10 None 
11- 20 1 
21- 40 2 
41- 60 3 
61- 80 4 
81-100 5 
For every 20 units or 
fractional part thereof, 
over 100 1 additional 


OPTION 2 


TABLE NO. 3i- B 
REQUIRED TYPE A DWELLING UNITS 


Total Number of Dwelling Required Number of 


Units on Site Type A Dwelling 
Units 
0- 10 ; Мопе 
11- 33 1 
34- 66 2 
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Required Number of 
Type A Dwelling 


Total Number of Dwelling 
Units on Site 


Units 
67—100 3 
For every 33 units or 
fractional part thereof, 
over 100 1 additional 


NEW SECTION 
WAC 51-20-3153 SECTION 3153. 


TABLE NO. 31-C-NUMNER OF 
ACCESSIBLE PARKING ВРАСЕВ 


TOTAL PARKING ВРАСЕВ MINIMUM REQUIRED NUMBER 
IN LOT OR GARAGE ОР ACCESBIDLE ВРАСЕЗ 
1-25 
26-50 
51-75 


76-100 
101-150 
151-200 
201-300 
301-400 
401-500 Р 
501-999 2% of total spaces 
Over 1000 20 spaces plus 1 space 

for every 100 spaces, or 
fraction thereof, over 1000. 


SOJNUALNE 


NEW SECTION 


WAC 51-20-3200 CHAPTER 32. Roof Construction and 
Covering. 


NEW SECTION 


МАС 51-20-3207 ROOF DRAINAGE. Section 3207. (а) Gen- 
eral. Roof systems shall be sloped a minimum of 1/4 inch in 12 inches 
for drainage. See Section 2305(f). 

(b) Roof Drains. Unless roofs are sloped to drain over roof edges, 
roof drains shall be installed at each low point of the roof. 

Roof drains shall be sized and discharged in accordance with the 
Plumbing Code. 

(c) Overflow Drains and Scuppers. Where roof drains are required, 
overflow drains having the same size as the roof drains shall be in- 
stalled with the inlet flow line located 2 inches above the low point of 
the roof, or overflow scuppers having three times the size of the roof 
drains may be installed in adjacent parapet walls with the inlet flow 
line located 2 inches above the low point of the adjacent roof and hav- 
ing a minimum opening height of 4 inches. 

Overflow drains shall be connected to drain lines independent from 
the roof drain lines. 


OPTIONAL 


EXCEPTION: Storm drains overflow leaders may be connected to the vertical 
riser to the roof drain. 


(d) Concealed Piping. Roof drains and overflow drains, when con- 
cealed within the construction of the building, shall be installed in ac- 
cordance with the Plumbing Code. 

(e) Over Public Property. Roof drainage water from a building shall 
not be permitted to flow over public property. 


EXCEPTION: Group R, Division 3 and Group M Occupancies. 


NEW SECTION 
WAC 51-20-3300 CHAPTER 33. Exits. 


NEW SECTION 


WAC 51-20-3304 DOORS. Section 3304. (a) General. This sec- 
tion shall apply to every exit door serving an area having an occupant 
load of 10 or more, or serving hazardous rooms or areas, except that 
Subsections (c), (i), (j) and (К) shall apply to all exit doors regardless 
of occupant load. Buildings or structures used for human occupancy 
shall have at least one exterior exit door that meets the requirements 
of Subsection (f). Doors and landings at doors which are located with- 
in an accessible route of travel shall also comply with Chapter 31. 
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(b) Swing and Opening Force. Exit doors shall be of the pivoted or 
side-hinged swinging type. Exit doors shall swing in the direction of 
exit travel when serving any hazardous area or when serving an occu- 
pant load of 50 or more. The door latch shall release when subjected to 
а 15-pound force, and the door shall be set in motion when subjected 
to a 30-pound force. The door shall swing to full-open position when 
subjected to 15-pound force. Forces shall be applied to the latch side. 
Except that at exit doors within the accessible route of travel such 
force shall not exceed 8.5 pounds, and at sliding and folding doors such 
force shall not exceed 5 pounds. At exterior doors where environmental 
conditions require greater closing pressure, power operated doors shall 
be used within the accessible route of travel. 

See Section 4507 for doors swinging over public property. 


EXCEPTIONS: 1. Group I, Division 3 Occupancy used as a place of detention. 
2. In other than accessible dwelling units doors within or 
serving an individual dwelling unit. 

3. Special door conforming with subsection (h). 


Double-acting doors shall not be used as exits when any of the fol- 
lowing conditions exist: 

1. The occupant load served by the door is 100 or more. 

2. The door is part of a fire assembly. 

3. The door is part of a smoke- and draft-control assembly. 

4. Panic hardware is required or provided on the floor. 

A double-acting door shall be provided with a view panel of not less 
than 200 square inches. 

(c) Type of Lock or Latch. Exit doors shall be openable from the 
inside without the use of a key or any special knowledge or effort. 


EXCEPTIONS: 1. In Group B Occupancies, key-locking hardware may be 

used on the main exit when the main exit consists of a single 
door or pair of doors if there is a readily visible, durable sign 
on or adjacent to the door stating THIS DOOR TO RE- 
MAIN UNLOCKED DURING BUSINESS HOURS. The 
sign shall be in letters not less than 1 inch high on a contrast- 
ing background. When unlocked, the single door or both 
leaves of a pair of doors must be free to swing without opera- 
tion of any latching device. The use of this exception may be 
revoked by the building official for due cause. 
2. Exit doors from individual dwelling units; Group R, Divi- 
sion 3 congregate residences; and guest rooms of Group R 
Occupancies having an occupant load of 10 or less may be 
provided with a night latch, dead bolt or security chain, pro- 
vided such devices are openable from the inside without the 
use of a key or tool and mounted at a height not to exceed 48 
inches above the finished floor. 


Manually operated edge- or surface-mounted flush bolts and sur- 
face bolts are prohibited. When exit doors are used in pairs and ap- 
proved automatic flush bolts are used, the door leaf having the auto- 
matic flush bolts shall have no door knob or surface-mounted hard- 
ware. The unlatching of any leaf shall not require more than one 
operation. 


EXCEPTIONS: 1. Group R, Division 3 Occupancies. 
2. When a pair of doors serving a room not normally occupied 
are needed for the movement of equipment, manually operat- 
ed edge or surface bolts may be used and a door closer need 
not be provided on the inactive leaf. 


(d) Panic Hardware. Panic hardware, when installed, shall comply 
with the requirements of U.B.C. Standard No. 33-4. The activating 
member shall be mounted at a height of not less than 30 inches or 
more than 44 inches above the floor. The unlatching force shall not 
exceed 15 pounds when applied in the direction of exit travel. 

When balanced doors are used and panic hardware is required, pan- 
ic hardware shall be of the push-pad type and the pad shall not extend 
across more than one half of the width of the door measured from the 
latch side. 

(e) Special Egress-control Devices. When approved by the building 
official, exit doors in Group B, Division 2 Occupancies may be 
equipped with approved listed special egress-control devices of the 
time-delay type, provided the building is protected throughout by an 
approved automatic sprinkler system and an approved automatic 
smoke-detection system. Such devices shall conform to all of the 
following: 

1. Automatically deactivate the egress-control device upon activa- 
tion of either the sprinkler system or the detection system. 

2. Automatically deactivate the egress—control device upon loss of 
electrical power to any one of the following: 

A. The egress-control device. 

B. The smoke-detection device. 
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C. Exit illumination as required by Section 3313. 

3. Be capable of being deactivated by a signal from a switch located 
in an approved location. 

4. Initiate an irreversible process which will deactivate the egress- 
control device whenever a manual force of not more than 15 pounds is 
applied for two seconds to the panic bar or other door-latching hard- 
ware. The egress—control device shall deactivate within an approved 
time period not to exceed a total of 15 seconds. The time delay estab- 
lished for each egress—control device shall not be field adjustable. 

5. Actuation of the panic bar or other door-latching hardware shall 
activate an audible signal at the door. 

6. The unlatching shall not require more than one operation. 

A sign shall be provided on the door located above and within 12 
inches of the panic bar or other door-latching hardware reading: 
KEEP PUSHING. THIS DOOR WILL OPEN IN 
RETE SECONDS. ALARM WILL SOUND. 

Sign letter shall be at least 1 inch in height and shall have a stroke 
of not less than 1/8 inch. 

Regardless of the means of deactivation, relocking of the egress— 
control device shall be by manual means only at the door. 

(f) Width and Height. Every required exit doorway shall be of a size 
as to permit the installation of a door not less than 3 feet in width and 
not less than 6 feet 8 inches in height. When installed, exit doors shall 
be capable of opening so that the clear width of the exit is not less than 
32 inches. In computing the exit width required by Section 3303 (b), 
the net dimension of the exitway shall be used. 

(g) Door Leaf Width. A single leaf of an exit door shall not exceed 
4 feet in width. 

(h) Special Doors. Revolving, sliding and overhead doors shall not 
be used as required exits. Where a turnstile is used, a gate or door to 
accommodate persons with disabilities shall be installed. 


EXCEPTION: Horizontal sliding doors compłying with U.B.C. Standard No. 
43-13 may be used in: 
A. Elevator lobbies. 
B. Smoke barriers of Group I, Division 1.1 Occupancies. 


Power-operated doors complying with U.B.C. Standard No. 33-1 
may be used for exit purposes. Such doors when swinging shall have 
two guide rails installed on the swing side projecting out from the face 
of the door jambs for a distance not less than the widest door leaf. 
Guide rails shall be not less than 30 inches in height with solid or mesh 
panels to prevent penetration into door swing and shall be capable of 
resisting a horizontal load at top of rail of not less than 50 pounds per 
lineal foot. 


EXCEPTIONS: 1. Walls or other type separators may be used in lieu of the 
above guide rail, provided all the criteria are met. 
2. Guide rails in industrial or commercial occupancies not ac- 
cessible to the public may conform with the exception to the 
third paragraph of Section 1712. 
3. Doors swinging toward flow of traffic shall not be permitted 
for use by untrained pedestrian traffic unless actuating devices 
start to function at least 8 feet 11 inches beyond door in open 
position and guide rails extend 6 feet 5 inches beyond door in 
open position. 


Clearances for guide rails shall be as follows: 

1. Six inches maximum between rails and leading edge of door at 
the closest point in its arc of travel. 

2. Six inches maximum between rails and the door in an open 
position. 

3. Two inches minimum between rail at hinge side and door in open 
position. 

4. Two inches maximum between freestanding rails and jamb or 
other adjacent surface. 

(i) Floor Level at Doors. Regardless of the occupant load, there 
shall be a floor or landing on each side of a door. When access for 
persons with disabilities is required by Chapter 31, the floor or landing 
shall not be more than 1/2 inch lower than the threshold of the door- 
way. When such access is not required, such dimension shall not ex- 
ceed | inch. Landings shall be level except for exterior landings, which 
may have a slope not to exceed 1/4 inch per foot. 


EXCEPTIONS: 1. in Group R, Division 3, and Group M Occupancies and 
within individual units of Group R, Division 1 Occupancies: 
A. A door may open at the top step of an interior flight of 
stairs, provided the door does not swing over the top step. 
B. A Door may open at a landing that is not more than 8 
inches lower than the floor level, provided the door does not 
swing over the landing. 
C. Screen doors and storm doors may swing over stairs, steps 
or landings. 
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2. Doors serving building equipment rooms which are not nor- 
mally occupied. 


(j) Landings at Doors. Landings shall have a width not less than the 
width of the stairway or the width of the door, whichever is the great- 
er. Doors in the fully open position shall not reduce a required dimen- 
sion by more than 7 inches. When a landing serves an occupant load of 
50 or more, doors in any position shall not reduce the landing dimen- 
sion to less than one half its required width. Landings shall have a 
length measured in the direction of travel of not less than 44 inches. 


EXCEPTION: In Group R, Division 3, and Group M Occupancies and within 
individual units of Group R, Division | Occupancies, such 
length need not exceed 36 inches. 


A Landing which has no adjoining door shall comply with Section 
3306 (g). 

(k) Door Identification. Glass doors shall conform to the require- 
ments specified in Section 5406. 

Exit doors shall be marked so that they are readily distinguishable 
from the adjacent construction. 

(I) Additional Doors. When additional doors are provided for egress 
purposes, they shall conform to all provisions of this chapter. 


EXCEPTION: Approved revolving doors having leaves which will collapse un- 
der opposing pressures may be used in exit situations, provided: 
A. Such doors have a minimum width 6 feet 6 inches. 
B. At least one conforming exit door is located adjacent to each 
revolving door. 
C. The revolving door shall not be considered to provide any 
exit width. 


NEW SECTION 


WAC 51-20-3305 CORRIDORS AND EXTERIOR EXIT 
BALCONIES. Section 3305. (a) General. This section shall apply to 
every corridor serving as a required exit for an occupant load of 10 or 
more except that subsection (b) shall apply to all corridors. For the 
purposes of this section, the term "corridor" shall include "exterior exit 
balconies" and any covered or enclosed exit passageway, including 
walkways, tunnels and malls. Partitions, rails, counters and similar 
space dividers not over 5 feet 9 inches in height above the floor shall 
not be construed to form corridors. 

Exit corridors shall not be interrupted by intervening rooms. 


EXCEPTION:  Foyers, lobbies or reception rooms constructed as required for 
corridors shall not be construed as intervening rooms. 


Corridors which are located within an accessible route of travel shall 
also comply with Chapter 31. 

For Group I Occupancies see Section 3320(c). 

(b) Width. The minimum corridor width shall be determined as 
specified in Section 3303(b), but shall not be less than 44 inches, ex- 
cept as specified herein. Corridors serving an occupant load of 49 or 
less shall not be less than 36 inches in width. For special requirements 
for Groups E and 1 Occupancies, see Sections 3318 and 3320. 

(c) Height. Corridors and exterior exit balconies shall have a clear 
height of not less than 7 feet measured to the lowest projection from 
the ceiling. 

(d) Projections. The required width of corridors shall be 
unobstructed. 


EXCEPTION: Handrails and doors, when fully opened, shall not reduce the 
required width by more than 7 inches. Doors in any position 
shall not reduce the required width by more than one half. 
Other nonstructural projections such as trim and similar deco- 
rative features may project into the required width 1 1/2 inches 
on each side. 


(e) Access to Exits. When more than one exit is required, they shall 
be so arranged that it is possible to go in either direction from any 
point in a corridor to a separate exit, except for dead ends not exceed- 
ing 20 feet in length. 

(f) Changes in Elevation. When a corridor or exterior exit balcony is 
accessible to the handicapped, changes in elevation of the floor shall be 
made by means of a ramp, except as provided for doors by Section 
330441). 

(е) Construction. Walls of corridors serving а Group К, Division 1 
or Group I Occupancy having an occupant load of 10 or more and 
walls of corridors serving other occupancies having an occupant load of 
30 or more shall be of not less than one-hour fire-resistive construction 
and the ceilings shall not be less than that required for a one-hour 
fire-resistive floor or roof system. 
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EXCEPTIONS: 1. One-story buildings housing Group B, Division 4 Occupan- 
cies. 
2. Corridors more than 30 feet in width where occupancies 
served by such corridors have at least one exit independent 
from the corridor. (See Chapter 56 for covered malls.) 
3. Exterior sides of exterior exit balconies. 
4. In Group I, Division 3 Occupancies such as jails, prisons, 
reformatories and similar buildings with open-barred cells 
forming corridor walls, the corridors and cell doors need not 
be fire resistive. 
5. Corridor walls and ceilings need not be of fire-resistive 
construction within office spaces having an occupant load of 
100 or less when the entire story in which the space is located 
is equipped with an automatic sprinkler system throughout 
and smoke detectors are installed within the corridor in ac- 
cordance with their listing. 
6. Іп other than Type I or 1I construction, exterior exit balco- 
ny roof assemblies may be of heavy-timber construction with- 
out concealed spaces. 
7. Within office spaces occupied by a single tenant, partial 
height partitions which form corridors and which do not ex- 
ceed 6 feet in height need not be fire resistive, provided they 
are constructed in accordance with Section 1705 and are not 
more than three fourths of the floor-to-ceiling height. 


When the ceiling of the entire story is an element of a one-hour 
fire-resistive floor or roof system, the corridor walls may terminate at 
the ceiling. When the room-side fire-resistive membrane of the corri- 
dor wall is carried through to the underside of а fire-resistive floor or 
roof above, the corridor side of the ceiling may be protected by the use 
of ceiling materials as required for one-hour floor or roof system con- 
struction or the corridor ceiling may be of the same construction as the 
corridor walls. 

Ceilings of noncombustible construction may be suspended below 
the fire-resistive ceiling. 

For wall and ceiling finish requirements, see Table No. 42- B. 

For restrictions on the use of corridors to convey air, see Chapter 10 
of the Mechanical Code. 

(h) Openings. 1. Doors. When corridor walls are required to be of 
one-hour fire-resistive construction by Section 3305(g), every interior 
door opening shall be protected by a tight-fitting smoke- and draft- 
control assembly having a fire-protection rating of not less than 20 
minutes when tested in accordance with U.B.C. Standard No. 43-2. 
Said doors shall not have louvers. The door and frame shall bear an 
approved label or other identification showing the rating thereof, the 
name of the manufacturer and the identification of the service con- 
ducting the inspection of materials and workmanship at the factory 
during fabrication and assembly. Doors shall be maintained self—clos- 
ing or shall be automatic closing by actuation of a smoke detector in 
accordance with Section 4306(b). Smoke- and draft-control door as- 
semblies shall be provided with a gasket so installed as to provide a 
seal where the door meets the stop on both sides and across the top. 


EXCEPTIONS: 1. Viewports may be installed if they require а hole not larger 
than | inch in diameter through the door, have at least а 1/4— 
inch-thick glass disc and the holder is of metal which will not 
melt out when subject to temperatures of 1,700°F. 

2. Protection of openings in the interior walls of exterior exit 
balconies is not required when it is possible to exit in two 
directions. 


OPTION 1 


2. Openings other than doors. Where corridor walls are required to 
be of one-hour fire-resistive construction by Section 3305(g), interior 
openings for other than doors or ducts shall be protected by fixed glaz- 
ing listed and labeled for a fire-protection rating of at least three- 
fourths hour in accordance with Section 4306(i). The total area of all 
openings, other than doors, in any portion of an interior corridor shall 
not exceed 25 percent of the area of the corridor wall of the room 
which it is separating from the corridor. For duct openings, see Section 
4306. 


EXCEPTION: Protection of openings in the interior walls of exterior exit bal- 
conies is not required when it is possible to exit in. two 
directions. 


OPTION 2 


2. Openings other than doors. Where corridor walls are required to 
be of one-hour fire-resistive construction by Section 3305(g), interior 
openings for other than doors or ducts shall be protected by fixed glaz- 
ing listed and labeled for a fire-protection rating of at least three- 
fourths hour in accordance with Section 4306 (i) or approved 1/4— 
inch-thick wired glass installed in steel frames. The total area of all 
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openings, other than doors, in any portion of an interior corridor shall 
not exceed 25 percent of the area of the corridor wall of the room 
which it is separating from the corridor: For duct openings, see Section 
4306. 


EXCEPTION: Protection of openings in the interior walls of exterior exit bal- 
conies is not required when it is possible to exit in two 
directions. 


(1) Location on Property. Exterior exit balconies shall not be located 
in areas where openings are not permitted or where openings are re- 
quired to be protected due to location on the property. 

() Elevators. Elevators opening into a corridor serving a Group R, 
Division 1 or Group 1 Occupancy having an occupant load of 10 or 
more, or a corridor serving other occupancies having an occupant load 
of 30 or more shall be provided with an elevator lobby at each floor 
containing such a corridor. The lobby shall completely separate the el- 
evators from the corridor by construction conforming to Section 
3305(g) and all openings into the lobby wall contiguous with the corri- 
dor shall be protected as required by Section 3305(h). 


EXCEPTIONS: 1. In office buildings classed as a Group B, Division 2 Occu- 
pancy, separations need not be provided from a street floor 
lobby, provided the entire street floor is protected with an au- 
tomatic sprinkler system. 

2. Elevators not required to meet the shaft enclosure require- 
ments of Section 1706. 

3. When additional doors are provided in accordance with 
Section 5106. 


Elevator lobbies shall comply with Section 5106. 

In fully sprinklered office buildings, corridors may lead through en- 
closed elevator lobbies if all areas of the building have access to at 
least one required exit without passing through the elevator lobby. 


NEW SECTION 


WAC 51-20-3306 STAIRWAYS. Section 3306. (a) General. 
Every stairway having two or more risers serving any building or por- 
tion thereof shall conform to the requirements of this section. When 
aisles in assembly rooms have steps, they shall conform with the provi- 
sions in Section 3315. 


EXCEPTION: Stairs or ladders used only to attend equipment are exempt 
from the requirements of this section. 


(b) Width. The minimum stairway width shall be determined as 
specified in Section 3303 (b), but shall not be less than 44 inches ex- 
cept as specified herein. Stairways serving an occupant load of 49 or 
less shall not be less than 36 inches in width. 

Handrails may project into the required width a distance of 3 1/2 
inches from each side of a stairway. Stringers and other projections 
such as trim and similar decorative features may project into required 
width 1 1/2 inches on each side. 

(c) Rise and Run. The rise of every step in a stairway shall not be 
less than 4 inches or greater than 7 inches. Except as permitted in 
Subsections (d) and (f), the run shall not be less than 11 inches as 
measured horizontally between the vertical planes of the furthermost 
projection of adjacent treads. Except as permitted in Subsections (d), 
(e) and (f), the largest tread run within any flight of stairs shall not 
exceed the smallest by more than 3/8 inch. The greatest riser height 
within any flight of stairs shall not exceed the smallest by more than 
3/8 inch. 


EXCEPTIONS: 1. Private stairways serving an occupant load of less than 10 

and stairways to unoccupied roofs may be constructed with an 
8-inch maximum rise and a 9—inch minimum run. 
2. Where the bottom or top riser adjoins a sloping public way, 
walk or driveway having an established grade and serving as a 
landing, the bottom or top riser may be reduced along the 
slope to less than 4 inches in height with the variation in 
height of the bottom or top riser not to exceed 3 inches in ev- 
егу 3 feet of stairway width. 


(d) Winding Stairways. In Group R, Division 3 Occupancies and in 
private stairways in Group R, Division 1 Occupancies, winders may be 
used if the required width of run is provided at a point not more than 
12 inches from the side of the stairway where the treads are narrower, 
but in no case shall any width of run be less than 6 inches at any point. 

(e) Circular Stairways. Circular stairways may be used as an exit, 
provided the minimum width of run is not less than 10 inches and the 
smaller radius is not less than twice the width of the stairway. The 
largest tread width or riser height within any flight of stairs shall not 
exceed the smallest by more than 3/8 inch. 
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(f) Spiral Stairways. In Group R, Division 3 Occupancies and in 
private stairways within individual units of Group R, Division 1 Occu- 
pancies, spiral stairways may be installed. Such stairways may be used 
for required exits when the area served is limited to 400 square feet. 

The tread must provide a clear walking area measuring at least 26 
inches from the outer edge of the supporting column to the inner edge 
of the handrail. A run of at least 7 1/2 inches is to be provided at a 
point 12 inches from where the tread is the narrowest. The rise must 
be sufficient to provide 6-foot 6-inch headroom. The rise shall not ex- 
ceed 9 1/2 inches. 

(g) Landings. Stairways shall have landings at the top and bottom. 
Every landing shall have a dimension measured in the direction of 
travel not less than the width of the stairway. Such dimension need not 
exceed 44 inches when the stair has a straight run. There shall not be 
more than 12 feet vertically between landings. For landings with ad- 
joining doors, see Section 3304 (j). 


EXCEPTION: Stairs serving an unoccupied roof are exempt from these 
provisions. 


(h) Basement Stairways. When a basement stairway and a stairway 
to an upper story terminate in the same exit enclosure, an approved 
barrier shall be provided to prevent persons from continuing on into 
the basement. Directional exit signs shall be provided as specified in 
Section 3314. 

(i) Handrails. Stairways shall have handrails on each side, and every 
stairway required to be more than 88 inches in width shall be provided 
with not less than one intermediate handrail for each 88 inches of re- 
quired width. Intermediate handrails shall be spaced approximately 
equally across the entire width of the stairway. 


EXCEPTIONS: 1. Stairways less than 44 inches in width or stairways serving 
К one individual dwelling unit in Group R, Division 1 or 3 Oc- 

cupancies, or a Group R, Division 3 congregate residence may 
have one handrail. 
2. Private stairways 30 inches or less in height may have 
handrails on one side only. 
3. Stairways having less than four risers and serving one indi- 
vidual dwelling unit in Group R, Division 1 or 3, or a Group 
R, Division 3 congregate residence or serving Group M Occu- 
pancies need not have handrails. 


The top of handrails and handrail extensions shall be placed not less 
than 34 inches or more than 38 inches above the nosing of treads and 
landings. Handrails shall be continuous the full length of the stairs 
and, except for private stairways, at least one handrail shall extend in 
the direction of the stair run not less than 12 inches beyond the top 
riser or less than 23 inches beyond the bottom riser. Ends shall be re- 
turned or shall terminate in newel posts or safety terminals. 

The handgrip portion of handrails shall be not less than 1 1/2 inches 
or more than 2 inches in cross-sectional dimension or the shape shall 
provide an equivalent gripping surface. The handgrip portion of hand- 
rails shall have a smooth surface with no sharp corners. 

Handrails projecting from a wall shall have a space of not less than 
1 1/2 inches between the wall and the handrail. Any recess containing 
a handrail shall allow a clearance of not less than 18 inches above the 
top of the rail, and shall be not more than 3 inches in horizontal depth. 

Handrails shall not rotate within their fittings. 

(j) Guardrails. Stairways open on one or both sides shall have 
guardrails as required by Section 1712. 

(k) Exterior Stairway Protection. Except in Group R, Division 3 
Occupancies, all openings in the exterior wall below and within 10 feet, 
measured horizontally, of an exterior exit stairway serving a building 
over two stories in height or a floor level having such openings in two 
or more floors below shall be protected by self-closing fire assembly 
having a three-fourths-hour fire-protection rating. Exterior stairways 
enclosed on three or more sides shall comply with the flame-spread re- 
quirements for interior stairways. 


EXCEPTIONS: 1. Openings may be unprotected when two separated exterior 
stairways serve an exterior exit balcony. 
2. Protection of openings is not required for open parking ga- 
rages conforming to Section 709. 


(1) Interior Stairway Construction. Interior stairways shall be con- 
structed as specified in Part IV of this code. 

Except when enclosed useable space under stairs is prohibited by 
Section 3309 (f), the walls and soffits of the enclosed space shall be 
protected on the enclosed side as required for one-hour fire-resistive 
construction. 

All required interior stairways which extend to the top floor in any 
building four or more stories in height shall have, at the highest point 
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of the stair shaft, an approved hatch openable to the exterior not less 
than 16 square feet in area with a minimum dimension of 2 feet. 


EXCEPTION: The hatch need not be provided on smokeproof enclosures or on 
stairways that extend to the roof with an opening onto that 
roof. 


Stairways exiting directly to the exterior of a building four or more 
stories in height shall be provided with means for emergency entry for 
fire department access. 

(m) Exterior Stairway Construction. Exterior stairways shall be 
constructed as specified in Part IV of this code. 

Exterior stairways shall not project into yards where openings are 
not permitted or protection of openings is required. 

Enclosed usable space under stairs shall have the walls and soffits 
protected on the enclosed side as required for one-hour fire-resistive 
construction. 

Stairways exiting directly to the exterior of a building four or more 
stories in height shall be provided with means for emergency entry for 
fire department access. 

(n) Stairway to Roof. In buildings four or more stories in height, 
one stairway shall extend to the roof surface, unless the roof has a 
slope greater than 4 in 12. See Subsection 3306 (1) for roof hatch 
requirements. 

(o) Headroom. Every stairway shall have a headroom clearance of 
not less than 6 feet 8 inches. Such clearances shall be measured verti- 
cally from a plane parallel and tangent to the stairway tread nosings to 
the soffit above at all points. 

(p) Stairway Identification. Approved stairway identification signs 
shall be located at each floor level in all enclosed stairways in buildings 
four or more storied in height. The sign shall identify the stairway, in- 
dicate whether there is roof access, the floor level, and the upper and 
lower terminus of the stairway. The sign shall be located approximate- 
ly 5 feet above the floor landing in a position which is readily visible 
when the door is in the open or closed position. Signs shall comply with 
requirements of U.B.C. Standard No. 33-2. 


NEW SECTION 


WAC 51-20-3315 AISLES. Section 3315. (a) General. Aisles 
leading to required exits shall be provided from all portions of build- 
ings. Aisles located within an accessible route of travel shall also com- 
ply with Chapter 31. 

(b) Width in Occupancies without Fixed Seats. The width of aisles 
in occupancies without fixed seats shall comply with this section. Aisle 
widths shall be provided in accordance with the following: 

1. In areas serving employees only, the minimum aisle width may be 
24 inches but not less than the width required by the number of em- 
ployees served. 

2. In public areas of Group B, Division 2 Occupancies, and in as- 
sembly occupancies without fixed seats, the minimum clear aisle width 
shall be 36 inches where tables, counters, furnishings, merchandise or 
other similar obstructions are placed on one side of the aisle only and 
44 inches when such obstructions are placed on both sides of the aisle. 

(c) Width in Assembly Occupancies with Fixed Seats. Aisles in as- 
sembly occupancies with fixed seats shall comply with this section. The 
clear width of aisles shall be based on the number of occupants within 
the portion of the seating areas served by the aisle. 

The clear width of an aisle in inches shall not be less than the occu- 
pant load served by the aisle multiplied by 0.3 for aisles with slopes 
greater than | vertical to 8 horizontal and not less than 0.2 for aisles 
with slopes of 1 vertical to 8 horizontal or less. In addition, when the 
rise of steps in aisles exceeds 7 inches, the aisle clear width shall be 
increased by | 1/4 inches for each 100 occupants or fraction thereof 
served for each 1/4 inch of riser height above 7 inches. 

Where exiting is possible in two directions, the width of such aisles 
shall be uniform throughout their length. 

When aisles converge to form a single path of exit travel, the aisle 
width shall not be less than the combined required width of the 
converging aisle. 

In assembly rooms with fixed seats arranged in rows, the clear width 
of aisles shall not be less than set forth above or less than the 
following: 

48 inches for stairs having seating on both sides. 

36 inches for stairs having seating on one side. 

23 inches between a stair handrail and seating when the aisles are 
subdivided by the handrail. 

42 inches for level or ramped aisles having seating on both sides. 

36 inches for level or ramped aisles having seating on one side. 
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23 inches between a stair handrail and seating when an aisle does 
not serve more than five rows on one side. 

(d) Aisle Termination. Aisles shall terminate at a cross aisle, foyer, 
doorway or vomitory. Aisles shall not have a dead end greater than 20 
feet in length. 


EXCEPTION: А longer dead-end aisle is permitted when seats served by the 
dead-end aisle are not more than 24 seats from another aisle 
measured along a row of seats having a minimum clear width 
of 12 inches plus 0.6 inch for each additional seat above seven 
in a row. 


Each end of a cross aisle shall terminate at an aisle, foyer, doorway 
or vomitory. 


OPTION 1 


(e) Ramp Slope. The slope of ramped aisles shall not be more than 1 
vertical in 8 horizontal. Ramped aisles shall have a slip-resistant 
surface. 


OPTION 2 


(e) Ramp Slope. The slope of ramped aisles shall not be more than 1 
vertical in 8 horizontal. Ramped aisles shall have a slip-resistant 
surface. 


EXCEPTION: When provided with fixed seating, theaters may have a slope 
not steeper than | vertical to 5 horizontal. 


OPTION | 


(f) Aisle Steps. 1. When prohibited. Steps shall not be used in aisles 
having a slope of 1 vertical to 8 horizontal or less. 

2. When required. Aisles with a slope steeper than I vertical to 8 
horizontal shall consist of a series of risers and treads extending across 
the entire width of the aisle. 

The height of risers shall not be more than 7 inches or less than 4 
inches and the tread run shall not be less than 11 inches. The riser 
height shall be uniform within each flight and the tread run shall be 
uniform throughout the aisle. Variations in run or height between ad- 
jacent treads or risers shall not exceed 3/16 inch. A contrasting mar- 
king stripe or other approved marking shall be provided on each tread 
at the nosing or leading edge such that the location of each tread is 
readily apparent when viewed in descent. Such stripe shall be a mini- 
mum of ! inch wide and a maximum of 2 inches wide. 


EXCEPTION: When the slope of aisle steps and the adjoining seating area is 
the same, the riser heights may be increased to a maximum of 
9 inches and may be nonuniform but only to the extent necessi- 
tated by changes in the slope of the adjoining seating area to 
maintain adequate sightlines. Variations may exceed 3/16 inch 
between adjacent risers provided the exact location of such var- 
iations is identified with a marking stripe on each tread at the 
nosing or leading edge adjacent to the nonuniform riser. The 
marking stripe Shall be distinctively different from the con- 
trasting marking stripe. 


OPTION 2 


(f) Aisle Steps. 1. When prohibited. Steps shall not be used in aisles 
having a slope of 1 vertical to 8 horizontal or less. 

2. When required. Aisles with a slope steeper than | vertical to 8 
horizontal shall consist of a series of risers and treads extending across 
the entire width of the aisle, except as provided in subsection (e). 

The height of risers shall not be more than 7 inches or less than 4 
inches and the tread run shall not be less than 11 inches. The riser 
height shall be uniform within each flight and the tread run shall be 
uniform throughout the aisle. Variations in run or height between ad- 
jacent treads or risers shall not exceed 3/16 inch. A contrasting mar- 
king stripe or other approved marking shall be provided on each tread 
at the nosing or leading edge such that the location of each tread is 
readily apparent when viewed in descent. Such stripe shall be a mini- 
mum of 1 inch wide and a maximum of 2 inches wide. 


EXCEPTION: When the slope of aisle steps and the adjoining seating area is 
the same, the riser heights may be increased to a maximum of 
9 inches and may be nonuniform but only to the extent necessi- 
tated by changes in the slope of the adjoining seating area to 
maintain adequate sightlines. Variations may exceed 3/16 inch 
between adjacent risers provided the exact location of such var- 
iations is identified with a marking stripe on each tread at the 
nosing or leading edge adjacent to the nonuniform riser. The 
marking stripe shall be distinctively different from the con- 
trasting marking stripe. 
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(g) Handrails. Handrails shall comply with the height, size and 
shape dimensions set forth in Section 3306(i) and shall have rounded 
terminations or bends. Ramped aisles having a slope steeper than ! 
vertical to 15 horizontal and aisle stairs (two or more adjacent steps) 
shall have handrails located either at the side or within the aisle width. 
Handrails may project into the required aisle width a distance of 3 1/2 
inches. 


EXCEPTIONS: 1. Handrails may be omitted on ramped aisles having a slope 
not greater than 1 vertical in 8 horizontal when fixed seating 
is on both sides of the aisle. 

2. Handrails may be omitted when a guardrail is at the side of 
an aisle which conforms to the size and shape requirements 
for handrails. 


Handrails located within the aisle width shall be discontinuous with 
gaps or breaks at intervals not to exceed five rows. These gaps or 
breaks shall have a clear width of not less than 22 inches or more than 
36 inches measured horizontally. Such handrails shall have an addi- 
tional intermediate handrail located 12 inches below the main 
handrail. 
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NEW SECTION 
WAC 51-20-3350 SECTION 3350. 


use? 


Aircraft hangars 
(no repair) 


Auction rooms 


Assembly areas, concentrated use 
(without fixed seats 

Audi tor iums 

Churches and chapels 

Dance floors 

Lobby accessory to assembly 
occupancy 

Lodge rooms 

Reviewing stands 

Stadiums 


Waiting Area 


Assembly areas, less-concentrated use 
Conference rooms 
Dining rooms 
Drinking establishments 
Exhibit rooms 
Gymnas iums 
Lounges 
Stages 


Bowling alley (assume no occupant 
load for bowling lanes) 


Children's homes and homes for the 
aged 


Classrooms 

Congregate residences 
(accommodating 10 or less persons 
and having an area of 3,000 square 
feet or less) 

Congregate residences 
(accommodating more than 10 persons 
or having an area of more than 

3,000 square feet) 

Courtrooms 

Dormitories 

Dwellings 


Exercising rooms 


Garage, parking 


OPTION 1 


TABLE NO. 33-A 


MINIMUM EGRESS REQUIREMENTS! 


MINIMUM OF TWO EXITS OTHER THAN 
ELEVATORS ARE REQUIRED WHERE 
NUMBER OF OCCUPANTS IS AT LEAST 
10 
30 


50 


50 


50 


50 


10 
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OCCUPANT LOAD FACTOR 
(sq. ft.) 


500 


80 


300 


200 
40 
50 

300 
50 


200 


3 
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TABLE NO. 33-A--MINIMUM EGRESS REQUIREMENTS! - - (Continued) 


MINIMUM OF TWO EXITS OTHER THAN 


2 ELEVATORS ARE REQUIRED WHERE OCCUPANT LOAD FACTOR? 
USE NUMBER OF OCCUPANTS IS AT LEAST (sq. ft.) 
14. Hospitals and sanitariums-- 
Nursing homes 6 80 
Sleeping rooms 
Treatment rooms 10 80 
Health-care center 10 80 
15. Hotels and apartments 10 200 
16. Kitchen--commercial 30 200 
17. Library reading room 50 50 
18. Locker rooms 30 50 
19. Malls (see Chapter 56) -- өзг 
20. Manufacturing areas 30 200 
21. Mechanical equipment room 30 300 
22. Nurseries for children (day care) 7 35 
23. Offices 30 100 
24. School shops and vocational rooms 50 50 
25. Skating rinks 50 50 on the skating area; 
15 on the deck 
26. Storage and stock rooms 30 300 
27. Stores--retail sales rooms 50 30 
28. Swimming pools 50 50 for the pool area; 
15 on the deck 
29. Marehouses 30 500 
30. ALL others 50 100 


1 Access to, and egress from, buildings for persons with disabilities shall be provided as specified in Chapter 31. 
For additional provisions on number of exits from Groups H and I Occupancies and from rooms containing fuel-fired 
3 equipment or cellulose nitrate, see Sections 3319, 3320 and 3321, respectively. 
This table shall not be used to determine working space requirements per person. 
Occupant load based on five persons for each alley, including 15 feet of runway. 
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USE 


Aircraft hangars 
(no repair) 


Auction rooms 


Assembly areas, concentrated use 
(without fixed seats 

Audi tor iums 

Churches and chapels 

Dance floors 

Lobby accessory to assembly 
occupancy 

Lodge rooms- 

Reviewing stands 

Stadiums 


Waiting Area 


Assembly areas, less-concentrated use 
Conference rooms 
Dining rooms 
Drinking establishments 
Exhibit rooms 
Gymnas iums 
Lounges 
Stages 


Bowling alley (assume no occupant 
load for bowling lanes) 


Children's homes and homes for the 
aged 


Classrooms 

Congregate residences 
(accommodating 10 or less persons 
and having an area of 3,000 square 
feet or less) 

Congregate residences 
(accommodating more than 10 persons 
or having an area of more than 

3,000 square feet) 

Courtrooms 

Dormitories 

Owellings 


Exercising rooms 


Garage, parking 


OPTION 2 


TABLE NO. 33-A 


MINIMUM EGRESS REQUIREMEN rs! 


MINIMUM OF TWO EXITS OTHER THAN 
ELEVATORS ARE REQUIRED WHERE 
NUMBER OF OCCUPANTS IS AT LEAST 


10 


30 


50 


50 


50 


50 


10 


10 
50 
10 
10 
50 


30 
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OCCUPANT LOAD FACTOR 
(sq. ft.) 


500 


` 80 


300 


200 
40 
50 

300 
50 


200 


3 
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TABLE NO. 33-A--MINIMUM EGRESS REQUIREMENTS - - (Cont inued) 


MINIMUM OF TWO EXITS OTHER THAN 


2 ELEVATORS ARE REQUIRED WHERE OCCUPANT LOAD FACTOR? 
USE NUMBER OF OCCUPANTS IS AT LEAST (sq. ft.) 
14. Hospitals and sanitariums-- 
Nursing homes 6 80 
Sleeping rooms 
Treatment rooms 10 | , 80 
Health-care center 10 80 
15. Hotels and apartments 10 200 
16. Laboratories (B-2) 
Instructional and teaching 
laboratories at schools, colleges 
and universities 10 50 
All other 8-2 laboratories 10 100 
17. Kitchen--commercial 30 200 
18. Library reading room - 50 50 
19. Locker rooms 30 50 
20. Malls (see Chapter 56) za --- 
21. Manufacturing areas 30 200 
22. Mechanical equipment room 30 300 
23. Nurseries for children (day care) 7 35 
24. Offices 30 100 
25. School shops and vocational rooms 50 50 
26. Skating rinks 50 50 on the skating area; 
Я 15 on the deck 
27. Storage and stock rooms 30 300 
28. Stores--retail sales rooms 50 30 
29. Swimning pools 50 50 for the pool area; 
15 on the deck 
30. Warehouses 30 500 
31. Alt others 50 100 


1 Access to, and egress from, buildings for persons with disabilities shall be provided as specified in Chapter 31. 
For additional provisions on number of exits from Groups H and I Occupancies and from rooms containing fuel-fired 
equipment or cellulose nitrate, see Sections 3319, 3320 and 3321, respectively. 
3 This table shall not be used to determine working space requirements per person. 
4 Occupant load based on five persons for each alley, including 15 feet of runway. 
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NEW SECTION 
WAC 51-20-3800 CHAPTER 38. Fire-Extinguishing Systems. 


NEW SECTION 


WAC 51-20-3801 SCOPE. Section 3801. (a) General. All fire- 
extinguishing systems required in this code shall be installed in ac- 
cordance with the requirements of this chapter. 

Fire hose threads used in connection with fire-extinguishing systems 
shall be national standard hose thread or as approved by the fire 
department. 

In buildings used for high-piled combustible storage, fire protection 
shall be in accordance with the Fire Code. 

(b) Standard of Quality. All fire-extinguishing systems including 
automatic sprinkler systems, Class 1, Class II and Class III standpipe 
systems, combined systems, special automatic extinguishing systems 
and basement pipe inlets shall be approved and shall be subject to such 
periodic tests as may be required. The location of ail fire department 
hose connections shall be approved by the fire department. 

The standards listed below labeled a "U.B.C. Standard" are also 
listed in Chapter 60, Part 11, and are part of this code. 

1. Fire-extinguishing system 

A. U.B.C. Standard No. 38-1, Installation of Sprinkler Systems 

B. U.B.C. Standard No. 38-3, Installation of Sprinkler Systems in 
Group R Occupancies Four Stories or Less 

2. Standpipe systems 

A. U.B.C. Standard No. 38-2, Standpipe Systems 

(c) Definitions. For the purpose of this chapter, certain terms are 
defined as follows: 

AUTOMATIC FIRE-EXTINGUISHING SYSTEM is an ap- 
proved system of devices and equipment which automatically detects a 
fire and discharges an approved fire-extinguishing agent onto or in the 
area of a fire. 

COMBINED SYSTEM is a system of water piping which serves 2 
1/2-inch hose outlets for use by the fire department and also supplies 
water to fire sprinklers. 

FIRE DEPARTMENT INLET CONNECTION is a connection 
through which the fire department can pump water into a standpipe 
system, or sprinkler system. 

STANDPIPE SYSTEM is a wet or dry system of piping, valves, 
outlets and related equipment designed to provide water at specified 
pressures and installed exclusively for the fighting of fires, including 
the following: 

Class 1 is a standpipe system equipped with 2 1 /2-inch outlets. 

Class Н is a standpipe system directly connected to a water supply 
and equipped with | 1/2-inch outlets and hose. 

Class III is a standpipe system directly connected to a water supply 
and equipped with 2 1/2-inch outlets or 2 1/2-inch and 1 1/2-inch 
outlets when a 1 1/2-inch hose is required. Hose connections for Class 
Ш systems may be made through 2 1/2-inch hose valves with easily 
removable 2 1/2-inch by 1 1/2-inch reducers. 

(d) Standards. Fire-extinguishing systems shall comply with U.B.C. 
Standards Nos. 38-1 and 38-2. 


EXCEPTIONS: 1. Automatic fire-extinguishing systems not covered by 
U.B.C. Standard No. 38-1 or 38—2 shall be approved and in- 
stalled in accordance with approved standards. 

2. Automatic sprinkler systems may be connected to the do- 
mestic water-supply main when approved by the building of- 
ficial, provided the domestic water supply is of adequate pres- 
sure, capacity and sizing for the combined domestic and 
sprinkler requirements. In such case, the sprinkler system 
connection shall be made between the public water main or 
meter and the building shutoff valve, and there shall not be 
intervening valves or connections. The fire department con- 
nection may be omitted when approved by the fire depart- 
ment. 

3. Automatic sprinkler systems in Group R Occupancies four 
stories or less may be in accordance with U.B.C. Standard 
No. 38-3. When residential sprinkler systems as set forth in 
U.B.C. Standard No. 38—3 are provided, exceptions to or re- 
ductions in code requirements based on the installation of an 
automatic fire-extinguishing system are not allowed. 


(e) Modifications. When a residential sprinkler system as set forth in 
U.B.C. Standard No. 38-1 is provided, exception to, or reductions in, 
code requirements allowed because of the installation of an automatic 
fire-extinguishing system are not permitted. 

(f) When sprinklers are installed in an insulated ceiling cavity not 
meeting exceptions of UBC Standard No. 38-1 or where blocked by 
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ducts or other similar obstructions, a space 6 inches or greater in depth 
with not less than 12 inches clearance from ducts or other similar ob- 
structions shall be provided under all sprinklers. 


NEW SECTION 


WAC 51-20-3802 AUTOMATIC FIRE-EXTINGUISHING 
SYSTEMS. Section 3802. (a) Where Required. An automatic fire- 
extinguishing systems shall be installed in the occupancies and loca- 
tions as set forth in this section. 

For provisions on special hazards and hazardous materials, see the 
Fire Code. 

(b) All Occupancies except Group R, Division 3 and Group M. Ex- 
cept for Group R, Division 3 and Group M Occupancies, an automatic 
sprinkler system shall be installed: 

l. In every story or basement of all buildings when the floor area 
exceeds 1,500 square feet and there is not provided at least 20 square 
feet of opening entirely above the adjoining ground level in each 50 
lineal feet or fraction thereof of exterior wall in the story or basement 
on at least one side of the building. Openings shall have a minimum 
dimension of not less than 30 inches. Such openings shall be accessible 
to the fire department from the exterior and shall not be obstructed in 
a manner that firefighting or rescue cannot be accomplished from the 
exterior. 

When openings in a story are provided on only one side and the op- 
posite wall of such story is more than 75 feet from such openings, the 
story shall be provided with an approved automatic sprinkler system, 
or openings as specified above shall be provided on at least two sides of 
an exterior wall of the story. 

If any portion of a basement is located more than 75 feet from 
openings required in this section, the basement shall be provided with 
an approved automatic sprinkler system. 

2. At the top of rubbish and linen chutes and in their terminal 
rooms. Chutes extending through three or more floors shall have addi- 
tional sprinkler heads installed within such chutes at alternate floors. 
Sprinkler heads shall be accessible for servicing. 

3. In rooms where nitrate film is stored or handled. 

4. In protected combustible fiber storage vaults as defined in the Fire 
Code. 

(c) Group A Occupancies. 1. Drinking establishments. An automatic 
sprinkler system shall be installed in rooms used by the occupants for 
the consumption of alcoholic beverages and unseparated accessory uses 
where the total area of such unseparated rooms and assembly uses ex- 
ceeds 5,000 square feet. For uses to be considered as separated, the 
separation shall not be less than as required for a one-hour occupancy 
separation. The area of other uses shall be included unless separated 
by at least a one-hour occupancy separation. 

2. Basements. An automatic sprinkler system shall be installed in 
basements classified as a Group A Occupancy when the basement is 
larger than 1,500 square feet in floor area. 

3. Exhibition and display rooms. An automatic sprinkler system 
shall be installed in Group A Occupancies which have more than 
12,000 square feet of floor area which can be used for exhibition or 
display purposes. 

4. Stairs. An automatic sprinkler system shall be installed in en- 
closed usable space below or over a stairway in Group A, Divisions 2, 
2.1, 3 and 4 Occupancies. See Section 3309(f). 

5. Every building containing a multitheater complex. 

6. Amusement buildings. An automatic sprinkler system shall be in- 
stalled in all amusement buildings. The main water-flow switch shall 
be electrically supervised. The sprinkler main cutoff valve shall be su- 
pervised. When the amusement building is temporary, the sprinkler 
water-supply system may be of an approved temporary type. 


EXCEPTION: An automatic sprinkler system need not be provided when the 
floor area of a temporary amusement building is less than 1,000 
square feet and the exit travel distance from any point is less 
than 50 feet. 


7. Other areas. An automatic sprinkler system shall be installed un- 
der the roof and gridiron, in the tie and fly galleries, and in all places 
behind the proscenium wall of stages; over and within permanent plat- 
forms in excess of 500 square feet in area; and in dressing rooms, 
workshops and storerooms accessory to such stages or permanent 
platforms. 


EXCEPTIONS: 1. Stages or platforms open to the auditorium room on three 
or more sides. 
2. Altars, pulpits or similar platforms and their accessory 
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rooms. 
3. Stage gridirons when side-wall sprinklers with 135°F. rated 
heads with heat-baffle plates are installed around the entire 
perimeter of the stage except for the proscenium opening at 
points not more than 30 inches below the gridiron or more 
than 6 inches below the baffle plate. 

4. Under stage or under platform areas less than 4 feet in 
clear height used exclusively for chair or table storage and 
lined on the inside with materials approved for one-hour fire- 
resistive construction. 


(d) Group B, Division 2 Occupancies. An automatic sprinkler sys- 
tem shall be installed in retail sales rooms classed as Group B, Division 
2 Occupancies where the floor area exceeds 12,000 square feet on any 
floor or 24,000 square feet on all floors or in Group B, Division 2 retail 
sales occupancies more than three stories in height. The area of 
mezzanines shall be included in determining the areas where sprinklers 
are required. 

(e) Group E Occupancies. 1. Basements. An automatic sprinkler 
system shall be installed in basements classified as a Group E Occu- 
pancy when the basement is larger than 1,500 square feet in floor area. 

2. Stairs. An automatic sprinkler system shall be installed in en- 
closed usable space below or over a stairway in Group E Occupancies. 
See Section 3309(f). 


LOCATION 


Fabrication areas 

Service corridors 

Storage rooms without dispensing 
„Storage rooms with dispensing 


Exit corridors 


1 
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3. Division 1. Ап automatic fire-extinguishing system shall be in- 
stalled in all buildings classified as Group E, Division 1 Occupancies. 


EXCEPTION: Portable school classrooms, provided: 
A. Aggregate area of clusters of portable school classrooms 
does not exceed 9,100 square feet; and 
B. Clusters of portable school classrooms shall be separated as 
required in Chapter 5. 


When not required by other provisions of this chapter, а fire-extin- 
guishing system installed in accordance with UBC Standard No. 38-1 
may be used for increases allowed in Chapter 5. Reductions in re- 
quired fire flow shall be in accordance with the Fire Code. 

(f) Group H Occupancies. 1. General. An automatic fire-extin- 
guishing system shall be installed in Group H, Divisions 1, 2, 3 and 7 
Occupancies. 

2. Division 4. An automatic fire-extinguishing system shall be in- 
stalled in Group H, Division 4 Occupancies having a floor area of more 
than 3,000 square feet. 

3. Division 6. An automatic fire-extinguishing system shall be in- 
stalled throughout buildings containing Group H, Division 6 Occupan- 
cies. The design of the sprinkler system shall not be less than that re- 
quired under U.B.C. Standard No. 38-1 for the occupancy hazard 
classifications as fo!lows: 


OCCUPANCY HAZARD CLASSIFICATION 


Ordinary Hazard Group 3 
Ordinary Hazard Group 3 
Ordinary Hazard Group 3 
Extra Hazard Group 2 


Ordinary Hazard Group 3! 


When the design area of the sprinkler system consists of a 


corridor protected by one row of sprinklers, the maximum number of 
sprinklers that needs to be calculated is 13. 


(g) Group I Occupancies. An automatic sprinkler system shall be 
installed in Group I Occupancies. 


EXCEPTION: In jails, prisons and reformatories, the piping system may be 


dry, provided a manually operated valve is installed at a con- 
tinuously monitored location. Opening of the valve will cause 
the piping system to be charged. Sprinkler heads in such sys- 
tems shall be equipped with fusible elements or the system shall 
be designed as required for deluge systems in U.B.C. Standard 
No. 38-1. 


(h) Group R, Division 1 Occupancies. An automatic sprinkler sys- 
tem shall be installed throughout apartment houses three or more stor- 
ies in height or containing 16 or more dwelling units, in congregate 
residences three or more stories in height and having an occupant load 
of 50 or more and in hotels three or more stories in height or contain- 
ing 20 or more guest rooms. Residential or quick-response standard 
sprinklers shall be used in the dwelling units and guest room portions 
of the building. 


NEW SECTION 
WAC 51-20-3900 CHAPTER 39. Stages and Platforms. 


NEW SECTION 


WAC 51-20-3901 SCOPE. Section 3901. (a) Standards of Qual- 
ity. Platforms and stages shall conform with the requirements of this 
chapter. 

The standards listed below labeled a "UBC Standard" are also listed 
in Chapter 60, Part 11, and are part of this code. 

1. UBC Standard No. 6-1, Proscenium Curtains 

2. UBC Standard No. 38-1, Installation of Sprinkler Systems 


3. UBC Standard No. 42-1, Test Method for Surface-burning 
Characteristics of Building Materials 

4. UBC Standard No. 43-1, Fire Tests of Building Construction and 
Materials. 

(b) Definitions. For the purpose of this chapter, certain terms are 
defined as follows: 

BATTEN is a flown metal pipe or shape on which lights or scenery 
are fastened. 

DROP is a large piece of scenic canvas or cloth which hangs verti- 
cally, usually across the stage arca. 

FLY is the space over the stage of a theater where scenery and 
equipment can be hung out of view. Also called lofts and rigging lofts. 

FLY GALLERY is a narrow raised platform at the side of legiti- 
mate stage from which the lines for flying scenery are manipulated. 

GRIDIRON is the arrangement of beams over a legitimate stage 
supporting the equipment for flying scenery and hanging battens from 
which curtains, scenery and lighting are hung. 

LEG DROP is a long narrow strip of fabric used for masking. When 
used on either or both sides of the acting arca, it is provided to desig- 
nate an entry onto the stage by the actors. It is also used to mask the 
side stage area. They may also be called "wings." 

PINRAIL is a beam at one side of a legitimate stage through which 
wooden or metal pins are driven and to which lines from the flies are 
fastened. 

PLATFORM is that raised area within a building used for the 
presentation of music, plays or other entertainment; the head table for 
special guests; the raised area for lectures and speakers; boxing and 
wrestling rings; theater in the round; and similar purposes wherein 
there are not overhead hanging curtains, drops, scenery or stage effects 
other than lighting. 
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PLATFORM, PERMANENT, is a platform used within an area 
for more than 30 days. 

PLATFORM, TEMPORARY, is a platform used within an area 
for not more than 30 days. 

PROSCENIUM WALL is the wall that separates the stage from 
the auditorium or house. 

STAGE is a partially enclosed area within a building used for the 
purpose of entertainment and shall be classified as either: 

Stage, Legitimate, 


OPTION I 


is a stage wherein curtains, drops, leg drops, scenery, lighting de- 
vices or other stage effects are retractable horizontally or suspended 
overhead. 


OPTION 2 


is a stage wherein curtains, drops, leg drops, scenery, lighting de- 
vices or other stage effects are retractable horizontally or vertically. 


Stage, Regular, is a stage wherein curtains, fixed leg drops, valances, 
scenery and other stage effects are hung and are not retractable, with 
the exception of a valance, a light trough, the main (house) curtain, a 
bank of lights and a single backdrop, which may be retractable without 
the stage being considered a legitimate stage. 

Stage, Thrust, is a platform extending beyond the proscenium arch 
and into the audience. 

THEATER-IN-THE-ROUND is an acting area in the middle of a 
room with the audience sitting all around it. 

(c) Materials and Design. Materials used in the construction of 
platforms and stages shall conform to the applicable materials and de- 
sign requirements as set forth in this code. 


NEW SECTION 


WAC 51-20-3903 STAGES. Section 3903. (a) Construction. 
Regular stages and thrust stages shall be constructed of materials as 
required for the type of construction of the building in which it is lo- 
cated. In all cases the finish floor may be of wood. 

Legitimate stages shall be constructed of materials as required for a 
Type І or II Е.К. building. Legitimate stage floors may be constructed 
with a wood floor of not less than 2 inches in nominal thickness on a 
resilient mounting upon a concrete or masonry floor. 

Openings through stage floors (traps) shall be equipped with tight— 
fitting trap doors of wood having a nominal thickness of not less than 2 
inches with approved safety locks. 

(b) Accessory Rooms. Dressing rooms, workshops and store rooms 
accessory to stages shall be separated from each other and from the 
stage by not less than one-hour fire-resistive construction, and open- 
ings within such separations shall be protected as required for 
corridors. 


EXCEPTION: A separation is not required for stages having a floor area not 
exceeding 500 square feet. 


OPTION 1 


(c) Vents. Stages exceeding 1,000 square feet in floor area shall be 
provided with one or more vents constructed of noncombustible mate- 
rial. Vents shall be located near the center and above the highest part 
of any stage. They shall be raised above the stage roof and shall have a 
total vent area equal to at least 5 percent of the floor area of the stage. 

The vents shall open by spring action or force of gravity sufficient to 
overcome the effects of neglect, rust, dirt, frost, snow or expansion by 
heat or warping of the framework. Glass, if used in vents, must be 
protected against falling onto the stage. A wire screen, if used under 
the glass, must be so placed that, if clogged, it cannot reduce the re- 
quired venting area or interfere with the operating mechanism or ob- 
struct the distribution of water from an automatic sprinkler. Vents 
shall be arranged to open automatically by the use of fusible links. The 
fusible links and operating cable shall hold each door closed against 
the minimum 30—pound counterforce which may be exerted by springs 
or counterweights. This minimum counterforce shall be exerted on 
each door through its entire arc of travel and for a minimum of 115 
degrees. А manual control shall be provided at an approved location. 

Springs, when employed to actuate vent doors, shall be capable of 
maintaining full required tension. Springs shall not be stressed more 
than 50 percent of their rated capacity and shall not be located directly 
in the airstream or exposed to the outside. 
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A fusible link shall be placed in the cable control system on the un- 
derside of the vent at or above the roof line or as approved by the 
building official and shall be so located as not to be affected by the op- 
eration of an automatic sprinkler system. Remote, manual or electrical 
controls shall provide for both opening and closing of the vent doors 
for periodic testing and shall be located at a point on the stage desig- 
nated by the building official. When remote control vents are electrical, 
power failure shall not affect its instant operation in the event of fire. 
Hand winches may be employed to facilitate operation of manually 
controlled vents. 

Curbs for vents shall be as required for skylights. 


OPTION 2 


(c) Vents. Stages exceeding 1,000 square feet in floor area shall be 
provided with one or more vents constructed of noncombustible mate- 
rial. Vents shall be located near the center and above the highest part 
of any stage. They shall be raised above the stage roof and shall have a 
total vent area equal to at least 5 percent of the floor area of the stage. 

The vents shall open by spring action or force of gravity sufficient to 
overcome the effects of neglect, rust, dirt, frost, snow or expansion by 
heat or warping of the framework. Glass, if used in vents, must be 
protected against falling onto the stage. А wire screen, if used under 
the glass, must be so placed that, if clogged, it cannot reduce the re- 
quired venting area or interfere with the operating mechanism or ob- 
struct the distribution of water from an automatic sprinkler. Vents 
shall be arranged to open automatically by the use of fusible links. The 
fusible links and operating cable shall hold each door closed against 
the minimum 30—pound counterforce which may be exerted by springs 
or counterweights. This minimum counterforce shall be exerted on 
each door through its entire arc of travel and for a minimum of 90 de- 
grees. A manual control shall be provided at an approved location. 

Springs, when employed to actuate vent doors, shall be capable of 
maintaining full required tension. Springs shall not be stressed more 
than 50 percent of their rated capacity and shall not be located directly 
in the airstream or exposed to the outside. 

A fusible link shall be placed in the cable control system on the un- 
derside of the vent at or above the roof line or as approved by the 
building official and shall be so located as not to be affectcd by the op- 
eration of an automatic sprinkler system. Remote, manual or electrical 
controls shall provide for both opening and closing of the vent doors 
for periodic testing and shall be located at a point on the stage desig- 
nated by the building official. When remote control vents are electrical, 
power failure shall not affect its instant operation in the event of fire. 
Hand winches may be employed to facilitate operation of manually 
controlled vents. 

Curbs for vents shall be as required for skylights. 


(d) Proscenium Walls. Legitimate stages shall be completely sepa- 
rated from the seating area by a proscenium wall of not less than two— 
hour fire—resistive noncombustible construction. 

Proscenium walls may have, in addition to the main proscenium 
opening, one opening at the orchestra pit level and not more than two 
openings into the auditorium at the stage floor level. Each of the latter 
two openings shall not be more than 25 square feet in area. 

АП openings in the proscenium wall of a legitimate stage shall be 
protected by a fire assembly having a I 1/2-hour fire-protection rat- 
ing. The main proscenium opening used for viewing performances shall 
be provided with an automatic-closing firc-protection curtain as pro- 
vided in U.B.C. Standard No. 6—1. Such curtain materials shall con- 
form to the following conditions: 

1. The curtain shall be tested in accordance with U.B.C. Standard 
No. 43-1 as modified in U.B.C. Standard No. 6-1. The time period for 
testing shall be not less than 30 minutes, and thc unexposed surface of 
the test sample shall not show any evidence of through penetration of 
flame or smoke, or excessive smoking (only the vapors escaping as a 
result of baking the sample). 

2. The curtain shall be listed by an approved agency and have a 
permanent marking giving the manufacturer's name, the approved 
agency's name or insignia, the rating achieved, and a statement that 
the curtain shall be installed in accordance with U.B.C. Standard No. 
6-1. 

3. Curtain fabrics shall havc a smoke density no greater than 25 
when tested in accordance with U.B.C. Standard No. 42-1. The cur- 
tain fabric shall be tested in the condition in which it is to be used. 

4. A water curtain or deluge system complying with U.B.C. Stan- 
dard No. 38-1 may be used only in conjunction with an automatically 
closing opaque noncombustible curtain in lieu of the proscenium fire— 
safety curtain described in U.B.C. Standard No. 6-1. Both the deluge 
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system and curtain closure shall be actuated by combination rate-of- 
temperature—rise and temperature devices located on the stage. The 
water system shall be designed to completely wet the entire curtain. 


OPTION 1 


(e) Gridirons, Fly Galleries and Pinrails. Gridirons, fly galleries and 
pinrails shall be constructed of noncombustible material. 


OPTION 2 


(e) Gridirons, Fly Galleries and Pinrails. Gridirons, fly galleries and 
pinrails shall be constructed of noncombustible material. Gridirons are 
not to be considered a floor, when measuring height above a floor for 
Section 1806, omitting of fireproofing. 


(f) Special Exiting. Each side of a legitimate stage shall be provided 
with at least one well-marked exit providing not less than 32 inches 
clear width. Such exit shall open directly to a street, exit court or exit 
passageway leading to a street. 

Fly galleries shall be provided with an exit stair not less than 30 
inches in width. Each tier of dressing rooms shall be provided with two 
exits meeting the requirements of Chapter 33. 

Stairways required by this subsection need not be enclosed. 


NEW SECTION 


WAC 51-20-5100 CHAPTER 51. Elevators, Dumbwaiters, Es- 
calators and Moving Walks. 


NEW SECTION 


WAC 51-20-5103 DELETE SECTION 5103, SPECIAL PRO- 
VISIONS. 


NEW SECTION 


WAC 51-20-5105 ELEVATOR MACHINE ROOM FLOORS. 
Section 5105. Elevator hoistways shall not be vented through an eleva- 
tor machine room unless such venting is accomplished by an approved 
duct system installed through the elevator machine room. Cable slots 
entering the machine room must be installed in a manner that inhibits 
the passage of smoke into the machine room. 


NEW SECTION 
WAC 51-20-5400 CHAPTER 54. Glass and Glazing. 


NEW SECTION 


WAC S1-20-5401 SCOPE. Section 5401. (a) General. The pro- 
visions of this chapter apply to: 
1. Exterior glass and glazing in all occupancies. 


OPTION 1 


EXCEPTION: Occupancy Groups К and M not over three stories in height 
and located in areas with a minimum basic wind speed less than 
80 miles per hour. 


OPTION 2 


EXCEPTION: Occupancy Groups К and M not over three stories in height 
and located in areas with a minimum basic wind speed not 
more than 80 miles per hour. 


2. Interior and exterior glass and glazing in all occupancies subject 
to human impact as specified in Section 5406. 

(b) Standards. Standards for materials shall be as specified in this 
chapter and UBC Standard No. 54-1. j 

Standards for glazing subject to human impact (hazardous location) 
as specified in Section 5406 shall be as specified in UBC Standard No. 
54-2. 

(c) Other Provisions. See Part IV of this code for additional glass 
requirements where openings are required to be fire protected, and 
Section 5204 for openings glazed with plastics. 

(d) Standards of Quality. The standards listed below labeled a 
"UBC Standard" are also listed in Chapter 60, Part 11, and are part of 
this code. 

1. UBC Standard No. 54-1, Glass Standard Specification 

2. UBC Standard No. 54-2, Safety Glazing 
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NEW SECTION 
WAC 51-20-91200 APPENDIX CHAPTER 12. 


NEW SECTION 


WAC 51-20-91223 DIVISION Il. REQUIREMENTS FOR 
GROUP R, DIVISION 4 AND DIVISION 5 OCCUPANCIES. Sec- 
tion 1223. General. (a) Purpose. The purpose of this division is to pro- 
vide minimum standards of safety for residential group care facilities. 

(b) Scope. 1. General. The provisions of this division shall apply to 
buildings or portions thereof that are to be used for Group R, Division 
4 and Division 5 Occupancies. 


OPTION 1 


2. Applicability of other provisions. Except as specifically required 
by this division, Group R, Division 4 and Division 5 Occupancies shall 
meet all applicable provisions of this code. Group R, Division 4 and 
Division 5 Occupancies need not be accessible to people with 
disabilities. 


or OPTION 2 


2. Applicability of other provisions. Except as specifically required 
by this division, Group R, Division 4 and Division 5 Occupancies shall 
meet all applicable provisions of this code. Group R, Division 4 and 
Division 5 Occupancies shall be accessible to people with disabilities. 


(c) Definitions. For the purpose of this division, certain terms are 
defined as follows: 

GROUP R, DIVISION 4 OCCUPANCIES shall be residential : 
group care facilities for ambulatory, nonrestrained persons who may 
have a mental or physical impairment (each accommodating more 
than five and not more than 16 clients or residents, excluding staff). 

GROUP R, DIVISION 5 OCCUPANCIES shall be residential 
group care facilities for semi-ambulatory and non-ambulatory, 
nonrestrained persons who have a mental or physical impairment (each 
accommodating more than five and not more than 16 clients or resi- 
dents, excluding staff). 

AMBULATORY PERSONS means persons physically and mental- 
ly capable of walking or traversing a normal path to safety, including 
the ascent and descent of stairs, without the physical assistance of an- 
other person. : 

NON-AMBULATORY PERSONS means persons physically or 
mentally unable to walk or traverse a normal path to safety without 
the physical assistance of another person. 

SEMI-AMBULATORY PERSONS means persons physically and 
mentally capable of traversing a normal path to safety with the use of 
mobility aids, but unable to ascend or descend stairs without the phys- 
ical assistance of another person. 

SEPARATE EXIT SYSTEM is a path of exit travel separated in 
such a manner from other required exits as to provide an atmospheric 
separation which precludes contamination by both paths by the same 
fire. 


NEW SECTION 


WAC 51-20-91224 CONSTRUCTION, HEIGHT AND AL- 
LOWABLE AREA. Section 1224. (a) General. Unless otherwise 
specified in this chapter, buildings or portions of buildings classified as 
Group К, Division 4 or Division 5 may be constructed of any materials 
allowed by this code, shall not exceed two stories in height nor be lo- 
cated above the second story in any building. Group R, Division 4 Oc- 
cupancies shall not exceed 3,000 square feet in floor area per story ex- 
сер! as provided in Sections 505 and 507. 


OPTION ! 


Where an approved automatic sprinkler system is installed in ac- 
cordance with UBC Standard No. 38—3, floor areas in a Group R, Di- 
vision 4 Occupancy may be increased to 6,000 square feet per story. 


or OPTION 2 


Where an approved automatic sprinkler system is installed in ac- 
cordance with UBC Standard No. 38-1, floor areas in a Group R, Di- 
vision 4 Occupancy may be increased to 6,000 square feet per story. 

(b) Special Provisions. (1) Residential or quick response standard 
sprinkler heads shall be used in all sprinkler systems installed in Group 
R, Division 4 and Division 5 Occupancies. 
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(2) Group R, Division 4 Occupancies having more than 3,000 square 
feet of floor area above the first story shall be of not less than one-hour 
fire—resistive construction throughout. 

(3) АП buildings classed as Group К, Division 5 shall: 

(A) Have installed an approved fully automatic fire extinguishing 
system conforming to UBC Standard No. 38-1; and, 

(B) In buildings with individual floor areas over 6,000 square feet, 
have an approved smoke barrier dividing the floor into at least two 
compartments, provided that each compartment shall provide no less 
than 30 square feet per occupant; and, 

(C) Be a minimum Type V, Опе-һош construction. 


EXCEPTION: Buildings classified as Group R, Division 5 may be of Type У- 
N construction provided: 
(i) The entire building has an interior wall and ceiling covering 
consisting of 1/2 inch gypsum wall board or an approved equal 
installed in accordance with Section 4711; and, 
(ii) An approved smoke detection system, supervised by an ap- 
proved central, proprietary, or remote station service, is in- 
stalled throughout the entire structure and interconnected to 
the sprinkler system. 


(c) Mixed Occupancies. Group R, Division 4 and Division 5 Occu- 
pancies shall be separated from Group H Occupancies by a four-hour 
fire-resistive occupancy separation and shall be separated from all 
other occupancies by a one-hour fire—resistive occupancy separation. 


EXCEPTIONS: 1. An occupancy separation need not be provided between a 

Group R, Division 4 or Division 5 Occupancy and a carport 
having no enclosed uses above, provided the carport is entirely 
open on two or more sides. 
2. In the one-hour occupancy separation between a Group R, 
Division 4 or Division 5 Occupancy and a Group M, Division 
1 Occupancy, the separation may be limited to the installation 
of materials approved for one-hour fire-resistive construction 
on the garage side and a self-closing, tight-fitting solid-wood 
door 1 3/8 inch in thickness, or a self-closing tight-fitting 
door having a fire-protection rating of not less than 20 min- 
utes when tested in accordance with Part 11 UBC Standard 
No. 43—2, which is part of this code, is permitted in lieu of a 
one-hour fire assembly. Fire dampers need not be installed in 
air ducts passing through the wall, floor or ceiling separating a 
Group R, Division 4 or Division 5 Occupancy from a Group 
M, Division 1 Occupancy, provided such ducts within the 
Group M Occupancy are constructed of steel having a thick- 
ness not less than 0.019 inch (No. 26 galvanized sheet gauge) 
and have no openings into the Group M Occupancy. 


NEW SECTION 


WAC 51-20-91225 LOCATION ON PROPERTY. Section 
1225. Exterior walls located less than 3 feet from property lines shall 
be of one-hour fire-resistive construction. Openings shall not be per- 
mitted in exterior walls located less than 3 feet from property lines. 
For other requirements, see Section 504 and Part IV. 


NEW SECTION 


WAC 51-20-91226 EXITS AND EMERGENCY ESCAPES. 
Section 1226. (a) General. 1. Group R, Division 4 and Division 5 Oc- 
cupancies shall be provided with exits as required by this section and 
Chapter 33 of this code. 

2. All Group R, Division 5 Occupancies located above the first floor 
shall have at least two exits directly to the exterior of the building, or 
into separate exit systems in accordance with Section 3309(a) and this 
chapter. 

(b) Exits Required. 1. Number of exits. Every story, bascment or 
portion thereof housing a Group R, Division 4 or Division 5 Occupan- 
cy shall have not less than two exits. 


EXCEPTIONS: 1. Basements used exclusively for the service of thc building 
may have one exit. For the purpose of this exception, storage 
rooms, laundry rooms, maintenance offices and similar uses 
Shall not be considered as providing service to the building. 

2. Storage rooms, laundry rooms and maintenance offices not 
exceeding 300 square feet in floor area may be provided with 
only one exit. 


2. Distance to exits. The maximum travel distance specified in 
Chapter 33 shall be reduced by 50 percent. 
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OPTION 1 


(c) Corridor Width. Corridors shall be not less than 36 inches in 
width. 

(d) Stairways. Stairways shall be constructed as required by Section 
3306 of this code. 


EXCEPTION: In buildings that are converted to a Group R, Division 4 or Di- 
vision 5 Occupancy, existing stairways may have an 8-inch 
maximum rise and 9-inch minimum run. Existing stairways 
may be 30 inches in width in Group R, Division 4 Occupancies, 
and 36 inches in width in Group R, Division 5 Occupancies. 


or OPTION 2 


(c) Corridor Width. Corridors shall be not less than 44 inches in 
width. 

(d) Stairways. Stairways shall be constructed as required by Section 
3306 of this code. 


EXCEPTION: In buildings that are converted to a Group R, Division 4 or Di- 
vision 5 Occupancy, existing stairways may have an 8-inch 
maximum rise and 9-inch minimum run. Existing stairways 
may be 30 inches in width in Group R, Division 4 Occupancies, 
and 44 inches in width in Group R, Division 5 Occupancies. 


(e) Emergency Exit Illumination. In the event of power failure, exit 
illumination shall be automatically provided from an emergency sys- 
tem. Emergency systems shall be supplied from storage batteries or an 
on site generator set and the system shall be installed in accordance 
with the requirements of the Electrical Code. : 

(f) Emergency Escape. Every sleeping room shall be provided with 
emergency escape or rescue facilities as required by Section 1204 of 
this code. 


NEW SECTION 


WAC 51-20-91227 LIGHT, VENTILATION AND SANITA- 
TION. Section 1227. Light, ventilation and sanitation shall be as 
specified in Section 1205. 


NEW SECTION 


WAC 51-20-91228 YARDS AND COURTS. Section 1228. 
Yards and courts shall be as specified in Section 1206. 


NEW SECTION 


WAC 51-20-91229 ROOM DIMENSIONS. Section 1229. 
Room dimensions shall be as specified in Section 1207. 


NEW SECTION 
WAC 51-20-91230 SECTION 1230. No requirements. 


NEW SECTION 


WAC 51-20-91231 SHAFT ENCLOSURES. Section 1231. Ex- 
its shall be enclosed as specified in Chapter 33. 

Elevator shafts, vent shafts, dumbwaiter shafts, clothes chutes and 
other vertical openings shall be enclosed and the enclosure shall be as 
specified in Section 1706. 


NEW SECTION 


WAC 51-20-91232 FIRE ALARM SYSTEMS. Section 1232. 
An approved automatic and manual fire alarm system, supervised by 
an approved central, proprietary, or remote station service, shall be 
provided in Group R, Division 4 and Division 5 Occupancies in ac- 
cordance with Section 14.104 (g) of the Fire Code. 


EXCEPTION: Heat detectors need not be provided where an approved auto- 
matic sprinkler system that is interconnected to the fire alarm 
system is provided throughout the building. 


NEW SECTION 


WAC 51-20-91233 HEATING. Section 1233. All habitable 
rooms shall be provided with heating facilitics capable of maintaining 
a room temperature of 70? F. at a point 3 feet above the floor. 
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NEW SECTION 


WAC 51220-91234 SPECIAL HAZARDS. Section 1234. (a) 
Heating Equipment. All heating equipment shall be permanently in- 
stalled. Chimneys and heating apparatus shall conform to the require- 
ments of Chapter 37 of.this code and the Mechanical Code. 

(b) Flammable Liquids. The storage and handling of gasoline, fuel 
oil or other flammable liquids shall be in accordance with the Fire 
Code. 


NEW SECTION 
WAC 51-20-93100 APPENDIX CHAPTER 31. 


DIVISION I 
U.S. DEPARTMENT OF HOUSING AND URBAN 
DEVELOPMENT 
FEDERAL FAIR HOUSING ACT 
GUIDELINES FOR SITE TERRAIN EXEMPTIONS 


NEW SECTION 


WAC 51-20-93115 SECTION 3115. (a) Purpose. The purpose of 
this division is to provide the United States Department of Housing 
and Urban Development Federal Fair Housing Act Guidelines for Site 
Terrain Exemptions. 

(b) Scope 1. General. The provisions of this division may apply to all 
buildings and dwelling units that are regulated by the Federal Fair 
Housing Act Amendments of 1988. 

2. Applicability of Other Provisions. Except as specifically allowed 
by this division for determining site terrain exemptions, Group R, Di- 
vision 1 apartment houses shall meet all applicable provisions of this 
code. 

(c) Definitions. For the purpose of this division, certain terms are 
defined as follows: 

COVERED MULTIFAMILY DWELLINGS means buildings con- 
sisting of four or more dwelling units if such buildings have one or 
more elevators; and ground floor dwelling units in other buildings con- 
sisting of four or more dwelling units. Dwelling units within a single 
structure separated by firewalls do not constitute separate buildings. 

FINISHED GRADE means the ground surface of the site after all 
construction, levelling, grading and development has been completed. 

UNDISTURBED SITE means the site before any construction, 
levelling, grading or development associated with the current project. 

(d) Site Impracticality. 1. General. Covered multifamily dwellings 
with elevators shall be designed and constructed to provide at least one 
accessible entrance on an accessible route, regardless of terrain or un- 
usual characteristics of the site. Covered multifamily dwellings without 
elevators shall be designed and constructed to provide at least one ac- 
cessible entrance on an accessible route unless terrain or unusual char- 
acteristics of the site are such that the following conditions are found 
to exist: 

A. Site Impracticality Due to Terrain. There are two alternative 
tests for determining a site impracticality due to terrain: The individu- 
al building test provided in paragraph (i), or the site analysis test pro- 
vided in paragraph (ii). These tests may be used as follows. 

A site with a single building having a common entrance for all units 
may be analyzed only as described in paragraph (i). 

All other sites, including a site with a single building having multi- 
ple entrances serving either individual dwellings units or clusters of 
dwelling units, may be analyzed using the methodology in either para- 
graph (i) or paragraph (ii). For these sites for which either test is ap- 
plicable, regardless of which test is selected, at least 20% of the total 
ground floor units in nonelevator buildings, on any site, must comply 
with the guidelines. 

(i) Individual Building Test. It is impractical to provide an accessi- 
ble entrance served by an accessible route when the terrain of the site 
is such that: 

(A) The slopes of the undisturbed site measured between the 
planned entrance and all vehicular or pedestrian arrival points within 
50 feet of the planned entrance exceed 10 percent. 

(B) The slopes of the planned finished grade measured between the 
entrance and all vehicular or pedestrian arrival points within 50 feet of 
the planned entrance also exceed 10 percent. 

If there are no vehicular or pedestrian arrival points within 50 feet 
of the planned entrance, the slope for the purpose of this paragraph (i) 
will be measured to the closest vehicular or pedestrian arrival point. 
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For purposes of these guidelines, vehicular or pedestrian arrival 
points includes public or resident parking areas; public transportation 
stops; passenger loading zones; and public streets or sidewalks. To de- 
termine site impracticality, the slope would be measured at ground 
level from the point of the planned entrance, or (ii) if there are no ve- 
hicular or pedestrian arrival points closed to the planned entrance. In 
the case of sidewalks, the closet point to the entrance will be where a 
public sidewalk entering the site intersects with the sidewalk to the en- 
trance. In the case of resident parking areas, the closest point to the 
planned entrance will be measured from the entry point to the parking 
area that is located closest to the planned entrance. 

(ii) Site Analysis Test. Alternatively, for a site having multiple 
buildings, or a site with a single building with multiple entrances, im- 
practicality of providing an accessible entrance served by an accessible 
route can be established by the following steps: 

(A) The percentage of the total buildable area of the undisturbed 
site with a natural grade less than 10% slope shall be calculated. The 
analysis of the existing slope (before grading) shall be done on a topo- 
graphic survey with two foot (2!) contour intervals with slope determi- 
nation made between each successive interval. The accuracy of the 
slope analysis shall be certified by a professional licensed engineer, 
landscape architect, architect or surveyor. 

(B) To determine the practicality of providing accessibility to 
planned multifamily dwellings based on the topography of the existing 
natural terrain, the minimum percentage of ground floor unites to be 
made accessible should equal the percentage of the total buildable area 
(not including floodplain, wetlands, or other restricted use areas) of the 
undisturbed site that has an existing natural grade of less than 10% 
slope. 

(C) In addition to the percentage established in paragraph (B), all 
ground floor units in a building, or ground floor units served by a par- 
ticular entrance, shall be made accessible if the entrance to the unites 
is on an accessible route, defined as a walkway with a slope between 
the planned entrance and a pedestrian or vehicular arrival point that is 
no greater than 8.33%. | 

B. Site Impracticality Due to Unusual Characteristics. Unusual 
characteristics include sites located in a federally-designated floodplain 
or coastal high-hazard area and sites subject to other similar require- 
ments of law or code that the lowest structural member of the lowest 
floor must be raised to a specified level at or above the base flood ele- 
vation. An accessible route to a building entrance is impractical due to 
unusual characteristics of the site when: 

(i) the unusual site characteristics result in a difference in finished 
grade elevation exceeding 30 inches and 10 percent measured between 
an entrance and all vehicular or pedestrian arrival points within 50 feet 
of the planned entrance; or 

(ii) if there are no vehicular or pedestrian arrival points within 50 
feet of the planned entrance, the unusual characteristics result in a 
difference in finished grade elevation exceeding 30 inches and 10 per- 
cent measured between an entrance and the closest vehicular or pedes- 
trian arrival point. 

2. Exceptions to Site Impracticality. Regardless of site considera- 
tions described in Section 3115 (d), an accessible entrance on an ac- 
cessible route is practical when: 

A. There is an elevator connecting the parking area with the dwell- 
ing units on a ground floor. (In this case, those dwelling units on the 
ground floor served by an elevator, and at least one of each type of 
public and common use areas, would be subject to these guidelines.) 
However: ` 

(i) Where a building elevator is provided only as a means of creating 
an accessible route to dwelling units on a ground floor, the building is 
not considered an elevator building for purposes of these guidelines; 
hence, only the ground floor dwelling units would be covered. 

(ii) If the building elevator is provided as a means of access to 
dwelling units other than dwelling units on a ground floor, then the 
building is an elevator building which is a covered multifamily dwell- 
ing, and the elevator in that building must provide accessibility to all 
dwelling units in the building, regardless of the slope of the natural 
terrain; or i 

B. An elevated walkway is planned between a building entrance and 
a vehicular or pedestrian arrival point and the planned walkway has a 
slope no greater than 10 percent. 


DIVISION И 
U.S. DEPARTMENT OF JUSTICE 
AMERICANS WITH DISABILITIES ACT 
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GUIDELINES FOR READILY ACHIEVABLE BARRIER 
REMOVAL 


NEW SECTION 


WAC 51-20-93116 SECTION 3116. (a) Purpose. The purpose of 
this division is to provide the United States Department of Justice, 
Americans with Disabilities Act Guidelines for readily achievable bar- 
rier removal in existing buildings. 

(b) Scope 1. General. The provisions of this division may be used as 
a guideline for the removal of readily achievable barriers to accessibil- 
ity in existing buildings, as required by the Americans with Disabilities 
Act of 1990. 

2. Applicability of Other Provisions. Except as specifically allowed 
by this division, all buildings and portions thereof shall meet all appli- 
cable provisions of this code. 

(c) Definitions. For the purpose of this division, certain terms are 
defined as follows: 

COMMERCE is travel, trade, traffic, commerce, transportation or 
communication— 

1. Among the several States; 

2. Between any foreign country or any territory or possession and 
any State; or 

3. Between points in the same State but through another State or 
foreign country. 

COMMERCIAL FACILITIES are facilities— 

1. Whose operations will affect commerce; 

2. That are intended for nonresidential use by a private entity; and 

3. That are not.— 

А. Facilities that are covered or expressly exempted from coverage 
under the Fair Housing Act of 1968, as amended (42 U.S.C. 3601- 
3631); 

B. Aircraft; or 

C. Railroad locomotives, railroad freight cars, railroad cabooses, 
commuter or intercity passenger rail cars (including coaches, dining 
cars, sleeping cars, lounge cars, and food service cars), any other rail- 
road cars described in section 242 of the American's with Disability 
Act or covered under title 11 of the American's with Disabilities Act, 
or railroad rights-of-way. For purposes of this definition, "rail" and 
"railroad" have the meaning given the term "railroad" in section 
202(e) of the Federal Railroad Safety Act of 1970 (46 U.S.C. 431(e)). 

PLACE OF PUBLIC ACCOMMODATION is a facility, operated 
by a private entity, whose operations affect commerce and fall within 
at least one of the following categories— 

1. An inn, hotel, motel, or other place of lodging, except for an es- 
tablishment located within a building that contains not more than five 
rooms for rent or hire and that is actually occupied by the proprietor 
of the establishment as the residence of the proprietor; 

2. A restaurant, bar, or other establishment serving food or drink; 

3. A motion picture house, theater, concert hall, stadium, or other 
place of exhibition or entertainment; 

4. An auditorium, convention center, lecture hall, or other place of 
public gathering; 

5. A bakery, grocery store, clothing store, hardware store, shopping 
center, or other sales or rental establishment; 

6. A laundromat, dry-cleaner, bank, barber shop, beauty shop, trav- 
el service, shoe repair service, funeral parlor, gas. station, office of an 
accountant or lawyer, pharmacy, insurance office, professional office of 
a health care provider, hospital, or other service establishment; 

7. A terminal, depot, or other station used for specified public 
transportation; 

8. A museum, library, gallery, or other place of public display or 
collection; 

9. A park, zoo, amusement park, or other place of recreation; 

10. A nursery, elementary, secondary, undergraduate, or postgradu- 
ate private school, or other place of education; 

11. A day care center, senior citizen center, homeless shelter, food 
bank, adoption agency, or other social service center establishment; 
and 

12. A gymnasium, health spa, bowling alley, golf course, or other 
place of exercise or recreation. 

PRIVATE ENTITY is a person or entity other than a public entity. 

Public accommodation is a private entity that owns, leases (or leases 
to), or operates a place of public accommodation. 

PUBLIC ENTITY is— 

1. Any State or local government; 
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2. Any department, agency, special purpose district, or other instru- 
mentality of a State or States or local government; and 

3. The National Railroad Passenger Corporation, and any commuter 
authority (as defined in section 103(8) of the Rail Passenger Service 
Act). 

READILY ACHIEVABLE is easily accomplishable and able to be 
carried out without much difficulty or expense. In determining whether 
an action is readily achievable, factors to be considered include— 

1. The nature and cost of the action needed under this part; 

2. The overall financial resources of the site or sites involved in the 
action; the number of persons employed at the site; the effect on ex- 
penses and resources, or the impact otherwise of the action upon the 
operation of the site; 

3. The overall financial resources of any parent corporation or entity; 
the overall size of the parent corporation or entity with respect to the 
number of its employees; the number, type, and location of its 
facilities; 

4. The type of operation or operations of the parent corporation or 
entity, including the composition, structure, and functions of the work- 
force of the parent corporation or entity; and 

5. The geographic separateness, and the administrative or fiscal re- 
lationship of the site or sites in question to the parent corporation or 
entity. 

UNDUE BURDEN is significant difficulty or expense. In determin- 
ing whether an action would result in an undue burden, factors to be 
considered include— 

|, The nature and cost of the action needed under this part; 

2. The overall financial resources of the site or sites involved in the 
action; the number of persons employed at the site; the effect on ex- 
penses and resources, or the impact otherwise of the action upon the 
operation of the site; 

3. The overall financial resources of any parent corporation or entity; 
the overall size of the parent corporation or entity with respect to the 
number of its employees; the number, type, and location of its 
facilities; 

4. The type of operation or operations of the parent corporation or 
entity, including the composition, structure, and functions of the work- 
force of the parent corporation or entity; and 

5. The geographic separateness, and the administrative or fiscal re- 
lationship of the site or sites in question to the parent corporation or 
entity. . | 

(d) Removal of Barriers. |. General. A public accommodation shall 
remove architectural barriers in existing facilities, including communi- 
cation barriers that are structural in nature, where such removal is 
readily achievable, i.e., easily accomplishable and able to be carried 
out without much difficulty or expense. 

(e) Examples. Examples of steps to remove barriers include, but are 
not limited to, the following actions: 

l. Installing ramps; 

2. Making curb cuts in sidewalks and entrances; 

3. Lowering shelves; 

4. Rearranging tables, chairs, vending machines, display racks, and 
other furniture; 

5. Lowering telephones; 

6. Adding raised letter markings on elevator control buttons; 

7. Installing flashing alarm lights; 

8. Widening doors; 

9. Installing offset hinges to widen doorways; 

10. Eliminating a turnstile or providing an alternative accessiblc 
path; 

11. Installing accessible door hardware; 

12. Installing grab bars in toilet stails; 

13. Rearranging toilet partitions to increase maneuvering space; 

14. Insulating lavatory pipes; 

15. Installing a raised toilet seat; 

16. Installing a full-length bathroom mirror; 

17. Lowering the paper towel dispenser in a bathroom; 

18. Creating a designated accessible parking space; 

19. Installing an aecessible paper cup dispenser at an existing inac- 
cessible water fountain; 

20. Removing high pile, low density carpeting: ог 

21. Modifying vehicle hand controls. 

(f) Priorities. A public accommodation shall take measures to com- 
ply with the barrier removal requirements of this section in accordance 
with the following order of priorities: 
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1. First, a public accommodation shall take measures to provide ac- 
cess to a place of public accommodation from public sidewalks, park- 
ing, or public transportation. These measures include, for example, in- 
stalling an entrance ramp, widening entrances, and providing accessi- 
ble parking spaces. 

2. Second, a public accommodation shall take measures to provide 
access to restroom facilities in places of public accommodation where 
restroom facilities are used by the public on more than an incidental 
basis. These measures include, for example, removal of obstructing 
furniture or vending machines, widening of doors, installations of 
ramps, providing accessible signage, widening of toilet stalls, and in- 
stallations of grab bars. 

3. Third, a public accommodation shail take measures to provide 
access to those areas of a place of public accommodation where goods 
and services are made available to the public. These measures include, 
for example, adjusting the layout of display racks, rearranging tables, 
widening doors, and installing ramps. 

4. Fourth, a public accommodation shall take any other measures 
necessary to provide access to the goods, services, facilities, privileges, 
advantages, or accommodations of a place of public accommodations. 

(g) Relationship to Alterations Requirements of Section 3109 of this 
Code. Measures taken solely to comply with the barrier removal re- 
quirements of this section are not required to conform to the require- 
ments for alterations in Section 3109 of this code. These measures in- 
clude, for example, installing a ramp with a steeper slope or widening a 
doorway to a narrower width than that required by Section 3109 of 
this code. No measure shall be taken, however, that poses a significant 
risk to the health or safety of individuals with disabilities or others. 

(h) Portable Ramps. Portable ramps should be used to comply with 
this division only when installation of a permanent ramp is not readily 
achievable. [n order to avoid any significant risk to the health or safety 
of individuals with disabilities or others in using portable ramps, due 
consideration shall be given to safety features such as nonslip surfaces, 
railings, anchoring, and strength of materials. 

(i) Interpretation of Readily Achievable. 1. Barrier removal is not 
readily achievable if it would result in significant loss of profit or sig- 
nificant loss of efficiency of operation. 

(2) The rearrangement of temporary or movable structures, such as 
furniture, equipment, and display racks is not readily achievable to the 
extent that it results in a significant loss of selling or serving space. 

(j) Alternatives to Barrier Removal. 1. General. Where a public ac- 
commodation can demonstrate that barrier removal is not readily 
achievable, a public accommodation shall not fail to make its goods, 
services, facilities, privileges, advantages, or accommodations available 
through alternative methods, if those methods are readily achievable. 

2. Examples. Examples of alternatives to barrier removal include, 
but are not limited to, the following actions: 

A. Providing curb service or home delivery; 

B. Retrieving merchandise from inaccessible shelves or racks; 

C. Relocating activities to accessible locations; 

D. Providing refueling service at inaccessible self-service gas 
stations. 

(k) Personal Devices and Services. This section does not require a 
public accommodation to provide its customers, clients, or participants 
with personal devices, such as wheelchairs, or services of a personal 
nature including assistance in eating, toileting, or dressing. 

(1) Multiscreen Cinemas. If it is not readily achievable to remove 
barriers to provide access by persons with mobility impairments to all 
of the theaters of a multiscreen cinema, the cinema shall establish a 
film rotation schedule that provides reasonable access for individuals 
who use wheelchairs to all films. Reasonable notice shall be provided to 
the public as to the location and time of accessible showings. 

(m) Readily Achievable and Undue Burden: Factors to be Consid- 
ered. т determining whether an action is readily achievable or would 
result in an undue burden, factors to be considered include: 

1. The nature and cost of the action needed under this part; 

2. The overall financial resources of the site or sites involved in the 
action; the number of persons employed at the site; the effect on ex- 
penses and resources, or the impact otherwise of the action upon the 
operation of the site; 

3. The overall financial resources of any parent corporation or entity; 
the overall size of the parent corporation or entity with respect to the 
number of its employees; the number, type, and location of its 
facilities; 

4. The type of operation or operations of the parent corporation or 
entity, including the composition, structure, and functions of the work- 
force of the parent corporation or entity; and 
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5. The geographic separateness, and the administrative or fiscal re- 
lationship of the site or sites in question to the parent corporation or 
entity. 

(n) Accessible or Special Goods. 1. This part does not require a 
public accommodation to alter its inventory to include accessible or 
special goods that are designed for, or facilitate use by, individuals 
with disabilities. 

2. A public accommodation shall order accessible or speciał goods at 
the request of an individual with disabilities, if, in the normal course of 
its operation, it makes special orders on request for institute goods, and 
if the accessible or special goods can be obtained from a supplier with 
whom the public accommodation customarily does business. 

3. Examples of accessible or special goods include items such as 
Brailled versions of books, books on audio cassettes, closed-captioned 
video tapes, special sizes or lines of clothing, and special foods to meet 
particular dietary needs. 

(o) Seating in Assembly Areas. 1. To the extent that it is readily 
achievable, a public accommodation shall: 

A. Provide a reasonable number of wheelchair seating spaces in as- 
sembly areas; and, 

B. Locate the wheelchair seating spaces so that they: 

(i) Are dispersed throughout the seating area; 

(ii) Provide lines of sight comparable to those in all viewing areas; 

(iii) Adjoin an accessible route of travel that also serves as a means 
of egress in case of emergency; and, 

(iv) Permit individuals who use wheelchairs to sit with family mem- 
bers or other companions. 


EXCEPTION: If removal of seats is not readily achievable, a public accom- 
modation shall provide a portable chair or other means to per- 
mit a family member or other companion to sit with an indi- 


vidual who uses a wheelchair. 


DIVISION Ш 
U.S. ARCHITECTURAL AND BARRIERS COMPLIANCE 
BOARD 
AMERICANS WITH DISABILITIES ACT 
ADDITIONAL GUIDELINES FOR ACCESSIBLE SIGNAGE 


NEW SECTION 


WAC 51-20-93117 SECTION 3117. (a) General. The purpose of 
this division is to provide additional design guidelines for accessible 
signage required by the Americans with Disabilities Act of 1990. 

(b) Character Proportion. Letters and numbers on signs shall have a 
width-to-height ratio of not less than 3:5 and not more than 1:1 and a 
stroke-width-to-height ratio of not less than 1:10 and not more than 
1:5. 

(c) Character Height and Letter Spacing. Characters and letters on 
signs shall be not less than 1 inch in height for all signs. 


EXCEPTIONS: 1. Characters and letters on signs located more than 66 inches 
above the floor shall be not less than 3 inches in height. 
2. Building directories shall be not less than 5/8 inches in 


height and may be mounted at any height above the floor. 


The spacing between letters shall be not less than 1/16 the height of 
the upper case letters. 

(d) Raised and Brailled Characters and Pictorial Symbol Signs 
(Pictograms). Letters and numerals shall be raised not less than 1/32 
inch; be upper case, sans serif or simple serif type; and shall be ac- 
companied with Grade 2 Braille. Raised characters shall be not less 
than 5/8 inch or more than 2 inches in height. Pictograms shall be ac- 
companied by the equivalent verbal description placed directly below 
the pictogram. The border dimension of the pictogram shall be not less 
than 6 inches in height. 

(e) Illumination. lllumination levels on the sign surface shall be not 
less than 10 footcandles and not more than 30 footcandles and shall be 
uniform over the sign surface. 


DIVISION IV 
U.S. ARCHITECTURAL AND BARRIERS COMPLIANCE 
BOARD 
AMERICANS WITH DISABILITIES ACT 
ALTERNATE GUIDELINES FOR DETECTABLE WARNINGS 


NEW SECTION 


WAC 51-20-93118 SECTION 3118. (a) General. The purpose of 
this division is to provide additional design guidelines for construction 
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and installation of truncated domes as required by the Americans with 
Disabilities Act of 1990. 

(b) Raised Truncated Domes. Raised truncated domes shall have a 
diameter of 0.9 inches nominal, a height of 0.2 inches nominal and a 
center-to—center spacing of 2.35 inches nominal. Raised truncated 
domes shall comply with Appendix Chapter 31, Division VII for visual 
contrast. 


DIVISION V 
U.S. ARCHITECTURAL AND BARRIERS COMPLIANCE 
BOARD 
AMERICANS WITH DISABILITIES ACT 
ALTERNATE GUIDELINES FOR AUDIBLE ALARMS 


NEW SECTION 


WAC 51-20-93119 SECTION 3119. (a) Purpose. The purpose of 
this division is to provide the United States Department of Justice, 
Americans with Disabilities Act Guidelines for audible alarms. 

(b) Audible Alarms. Audible alarms shall exceed the prevailing 
equivalent sound level in the room or space by at least 15 decibels, or 
shall exceed any maximum sound level with a duration of 30 seconds 
by 5 decibels, whichever is louder. Sound levels for alarm signals shall 
not exceed 120 decibels. 


: DIVISION VI 
U.S. ARCHITECTURAL AND BARRIERS COMPLIANCE 
BOARD 
AMERICANS WITH DISABILITIES ACT 
ALTERNATE GUIDELINES FOR VISIBLE ALARM 


NEW SECTION 


WAC 51-20-93120 SECTION 3120. (a) Purpose. The purpose of 
this division is to provide the United States Department of Justice, 
Americans with Disabilities Act Guidelines for visible alarms. 

(b) Visible Alarms. Visible alarm signals shall have the following 
minimum photometric and location features: 

1. The lamp shall be a xenon strobe type. 

2. The color shall be clear (i.e., unfiltered or clear filtered white 
light). 

3. The intensity shall be a minimum of 75 candela seconds and a 
maximum of 120 candela seconds. 

4. The flash rate shall be a minimum of 1 Hz and a maximum of 3 
Hz. 

5. The appliance shall be placed a minimum of 80 inches above the 
highest floor level within the space. 

6. No place in any room shall be more than 50 feet from the signal 
(in the horizontal plane). 

7. No place in corridors or hallways shall be more than 50 feet from 
the signal. 


DIVISION VII 
U.S. ARCHITECTURAL AND BARRIERS COMPLIANCE 
BOARD 
AMERICANS WITH DISABILITIES ACT 
ALTERNATE GUIDELINES FOR VISUAL CONTRAST 


NEW SECTION 


WAC 51-20-93121 SECTION 3121. (a) Purpose. The purpose of 
this division is to provide the United States Department of Justice, 
Americans with Disabilities Act Guidelines for visual contrast. 

(b) Guidelines for Visual Contrast. 1. Raised Truncated Domes. 
Raised truncated domes used as detectable warnings shall contrast vis- 
ually by 70 percent with adjoining surfaces. Contrast in percent shall 
be determined as follows: 


Contrast = (B! - B 2)/В !] x 100 
where: в! = light reflectance value (LR V) of the lighter area; and, 
B ^ = light reflectance value (LR V) of the darker area. 


The material used to provide contrast shall be an integral part of the 
walking surface. 

2. Signage. The characters and background of signs shall be eggshell 
(11 to 19 degree gloss on 60 degree glossimeter). Characters shall be 


[277] 


WSR 91-16-113 


light on a dark background (or dark on a light background) and con- 
trast with their background by at least 70 percent. Contrast in percent 
shall be determined as follows: 


Contrast = [(B ! - В 2)/В '] x 100 


where: в! = light reflectance value (LRV) of the lighter area; and, 
B “° = light reflectance value (LR V) of the darker area. 


Chapter 51-21 WAC 
STATE BUILDING CODE ADOPTION AND AMENDMENT OF 
THE 1991 EDITION OF THE UNIFORM BUILDING CODE 
STANDARDS 


NEW SECTION 


WAC 51-21-001 AUTHORITY. These rules are adopted under 
the authority of chapter 19.27 RCW. 


NEW SECTION 


WAC 51-21-002 PURPOSE. The purpose of these rules is to im- 
plement the provisions of chapter 19.27 RCW, which provides that the 
state building code council shall maintain the State Building Code in a 
status which is consistent with the purpose as set forth in RCW 19.27- 
.020. In maintaining the codes the council shall regularly review up- 
dated versions of the codes adopted under the act, and other pertinent 
information, and shall amend the codes as deemed appropriate by the 
council. 


NEW SECTION 


WAC 51-21-003 UNIFORM BUILDING CODE STAN- 
DARDS. The 1991 edition of the Uniform Building Code Standards as 
published by the International Conference of Building Officials is 
hereby adopted by reference with the following additions, deletions, 
and exceptions. 


NEW SECTION 


WAC 51-21-007 EXCEPTIONS. The exceptions and amend- 
ments to the Uniform Building Code Standards contained in the pro- 
visions of chapter 19.27 RCW shall apply in case of conflict with any 
of the provisions of these rules. 


NEW SECTION 


WAC 51-21-008 IMPLEMENTATION. The Uniform Building 
Code Standards adopted by chapter 51-21 WAC shall become effec- 
tive in all counties and cities of this state on July 1, 1992, unless local 
amendments have been approved by the state building code council. 


NEW SECTION 


WAC 51-21-31010 UBC STANDARDS МО. 31-1. Building 
and Facility Access Specifications. UBC Standard No. 31-1 is deleted 
in its entirety. 


NEW SECTION 


WAC 51-21-38030 UBC STANDARDS NO. 38-3. Installation 
of sprinkler systems in Group R Occupancies four stories or less. The 
following amendments are adopted to Chapter 38-3 of the UBC 
Standards. 


NEW SECTION 


WAC 51-21-38038 TABLE 1-5.1. Table 1-5.1 is amended to 
read as follows: 


Table 1—5.1 


Materials and Dimensions Standard . 


Spec. for Black and Hot-Dipped Zinc- 
Coated (Galvanized) Welded and 
Seamless Steel Pipe for Fire 


Protection Use ASTM A795 


Specification for Welded and 


Seamless Steel Pipe ASTM А53 


Wrought-Steel Pipe ANSI B36.10M 
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Materials and Dimensions Standard 
Specification for Electric-Resistance 
Welded Steel Pipe ASTM A135 
Copper Tube (Drawn, Seamless) 
Specification for Seamless Copper Tube ASTM В88 
Specification for General Requirements 
for Wrought Seamless Copper and 
Copper-Alloy Tube ASTM B251 
Brazing Filler Metal (Classification 
BCuP-3 or BCuP-4) AWS AS.8 
„Specification for Solder Metal, 95-5 
(Tin-Antimony-Grade 95TA) ASTM B32 
Specifications for CPVC Pipe ASTM F437 
ASTM F438 
ASTM F439 
ASTM F442 
Specification for Polybutylene Tube ASTM D 


3309 
NEW SECTION 


WAC 51-21-38039 TABLE 1-5.5. Table 1-5.5 is amended to 
read as follows: 


Table 1—5.5 
: Materials and Dimensions Standard 
Cast Iron | 
Cast Iron Threaded Fittings, 
Class 125 and 250 ANSI В16.4 
Cast Iron Pipe Flanges and 
Flanged Fittings ANSI В16.1 
Malleable Iron 
Malleable Iron Threaded Fittings, 
Class 150 and 300 ANSI B16.3 
Steel 
Factory-made Threaded Fittings 
Class 150 and 300 ANSI В16.9 
Buttwelding ends for Pipe, Valves, 
Flanges, and Fittings : ANSI В16.25 
Spec. for Piping Fittings of Wrought 
Carbon Steel and Alloy Steel for 
Moderate and Elevated Temperatures ASTM A234 
Pipe Flanges and Flanged Fittings, 
Steel Nickel Alloy and Other 
Special Alloys ANSI В16.5 
Forged Steel Fittings, Socket 
Welded and Threaded ANSI BI6.11 
Copper 
Wrought Copper and Copper Alloy 
Solder—Joint Pressure Fittings ANSI В16.22 
Cast Copper Alloy Solder-Joint 
Pressure fittings ANSI В16.18 
Plastic Fittings for CPVC Pipe ASTM F437 
ASTM F438 
ASTM F439 
ASTM F442 
Plastic Fittings for Polybutylene Tube ASTM D 
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WSR 91-16-114 
PROPOSED RULES 
BUILDING CODE COUNCIL 
(Filed August 7, 1991, 4:18 p.m.] 


Original. Notice. 

Title of Rule: 1991 Uniform Mechanical Code. 

Purpose: To consider whether to adopt and amend the 
1991 Uniform Mechanical Code as published by the т- 
ternational Conference of Building Officials. 

Other Identifying Information: Copies of the 1991 
Uniform Mechanical Code are available from: The 1п- 
ternational Conference of Building Officials, 5360 South 
Workman Mill Road, Whittier, California 90601. 

Statutory Authority for Adoption: RCW 19.27.074. 

Statute Being Implemented: Chapter 19.27 RCW. 

Summary: To adopt by reference and amend the 1991 
Uniform Mechanical Code. 

Reasons Supporting Proposal: This rule amends the 
1991 Uniform Mechanical Code to be adopted by refer- 
ence. These changes are necessary to provide an added 
measure of flexibility and safety to the 1991 Uniform 
Mechanical Code. 

Name of Agency Personnel Responsible for Drafting: 
Donald Kaiser, Ninth and Columbia Building, Mailstop 
GH-51, (206) 586-2251; Implementation: Linda 
Ramsey, Ninth and Columbia Building, Mailstop GH- 
51, (206) 586-3423; and Enforcement: Local 
governments. 

Name of Proponent: Washington State Building Code 
Council, governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: The rule would adopt by reference and amend the 
1991 [Uniform] Mechanical Code. The purpose is to 
update the existing 1988 Uniform Mechanical Code and 
assign the 1991 Uniform Mechanical Code its own 
WAC number chapter 51-22 WAC. The 1991 Uniform 
Mechanical Code will be amended to provide greater 
safety and flexibility than the existing 1991 Uniform 
Mechanical Code. 

Proposal Changes the Following Existing Rules: The 
proposed rule proposes the following changes to the 1991 
Uniform Mechanical Code: Expands the definition of 
unusually tight construction; expands the anchorage of 
appliances language; includes language on unvented 
portable heaters to be consistent with chapter 19.27A 
RCW; amends section 1002 and 1104 to provide flexi- 
bility in the construction of high-rise buildings; provides 
ventilation of refrigeration machinery rooms; and ex- 
pands the requirement for installation of dryer ducts. 

Small Business Economic Impact Statement: WAC 
51-22-1508 option 2 requires refrigeration rooms to be 
ventilated to the outside of the building. This require- 
ment will increase the construction cost to buildings 
containing refrigeration machinery rooms. Refrigeration 
machinery rooms are built where refrigeration loads are 
very large, this typically is in large cold storage build- 
ings; the State Building Code Council (SBCC) expects 
the cost to incorporate this requirement in the code to be 
proportional to the size of the cooling requirement. The 
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work can be completed by either a small or large busi- 
ness with the compliance cost being the same regardless 
of business size; the above statement is made to cover 
economic impacts, however, the SBCC has been unable 
to locate existing data to analyze the cost on businesses. 
The other amendments to the 1991 Uniform Mechanical 
Code do not require an SBEIS. 

Hearing Location: Spokane City Council Chambers, 
Spokane City Hall, West 808 Spokane Falls Boulevard, 
Spokane, WA, on September 13, 1991, at 9:00 a.m.; and 
at the Alpine Ballroom, Seattle Airport Hilton, 17620 
Pacific Highway South, SeaTac, WA 98188, on Friday, 
September 20, 1991, at 9:00 a.m. 

Submit Written Comments to: State Building Code 
Council, Ninth and Columbia Building, Mailstop СН- 
51, Olympia, Washington 98504-4151, by September 
25, 1991. 

Date of Intended Adoption: November 8, 1991. 

July 12, 1991 
Gene J. Colin 
Chair 


Chapter 51-22 WAC 
STATE BUILDING CODE ADOPTION AND AMENDMENT OF 
THE 1991 EDITION OF THE UNIFORM MECHANICAL CODE 


NEW SECTION 


WAC 51-22-001 AUTHORITY. These rules are adopted under 
the authority of chapter 19.27 RCW. 


NEW SECTION 


WAC 51-22-002 PURPOSE. The purpose of these rules is to im- 
plement the provisions of chapter 19.27 RCW, which provides that the 
state building code council shall maintain the State Uniform Mechani- 
cal Code in a status which is consistent with the purpose as set forth in 
RCW 19.27.020. In maintaining the codes the council shall regularly 
review updated versions of the codes adopted under the act, and other 
pertinent information, and shall amend the codes as deemed appropri- 
ate by the council. 


NEW SECTION 


WAC 51-22-003 UNIFORM MECHANICAL CODE. The 
1991 edition of the Uniform Mechanical Code, including Chapter 22, 
Fuel Gas Piping, Appendix B, published by the International Confer- 
ence of Building Officials and the International Association of Plumb- 
ing and Mechanical Officials is hereby adopted by reference with the 
exceptions noted in this WAC. 


NEW SECTION 


WAC 51-22-004 CONFLICT BETWEEN UNIFORM ME- 
CHANICAL CODE AND STATE ENERGY CODE CHAPTER 
51-11 WAC. In the case of conflict between the duct sealing or insu- 
lation requirements of section 1002 or section 1005 of this code and 
the duct sealing or insulation requirements of Chapter 51-11 WAC, 
the Washington State Energy Code, or where applicable, a local juris- 
diction's energy code, the provisions of such energy codes shall govern. 


NEW SECTION 


WAC 51-22-005 CONFLICT BETWEEN UNIFORM ME- 
CHANICAL CODE AND STATE VENTILATION AND IN- 
DOOR AIR QUALITY CODE CHAPTER 51-13 WAC. In the case 
of conflict between the Group R ventilation requirements of this code 
and the Group R ventilation requirements of Chapter 51-13 WAC, the 
Washington State Ventilation and Indoor Air Quality Code shall 
govern. 
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NEW SECTION 


WAC 51-22-007 EXCEPTIONS. The exceptions and amend- 
ments to the Uniform Mechanical Code contained in the provisions of 
chapter 19.27 RCW shall apply in case of conflict with any of the pro- 
visions of these rules. 


NEW SECTION 


WAC 51-22-008 IMPLEMENTATION. The Uniform Mechani- 
cal Code adopted by chapter 51-22 WAC shall become effective in all 
counties and cities of this state on July 1, 1992, unless local amend- 
ments have been approved by the state building code council. 


NEW SECTION 


WAC 51-22-0400 CHAPTER 4 DEFINITIONS AND AB- 
BREVIATIONS. 


NEW SECTION 


WAC 51-22-0423 U. U.B.C. STANDARDS is the Uniform 
Building Code Standards promulgated by the International Conference 
of Building Officials, as adopted by this jurisdiction. 

UNCONFINED SPACE is a room or space having a volume equal 
to at least 50 cubic feet per 1000 Btu/h of the aggregate input rating 
of all fuel-burning appliances installed in that space. Rooms commu- 
nicating directly with the space in which the appliances are installed, 
through openings not furnished with doors, are considered a part of the 
unconfined space. 

UNIT HEATER is a heating appliance designed for nonresidential 
space heating and equipped with an integral means for circulation of 
air. 

UNIT REFRIGERATION SYSTEM is a refrigerating unit not to 
exceed three-horsepower rating and which has been factory assembled 
and tested prior to its installation. Such unit shall not be connected to 
any ductwork. The unit shall be a complete one-unit package without 
remote parts. 

UNUSUALLY TIGHT CONSTRUCTION is construction where: 

(a) Walls and ceilings exposed to the outside atmosphere have a 
continuous water vapor retarder with a rating of one perm or less with 
any openings gasketed or sealed, and 

(b) Weatherstripping on openable windows and doors, and 

(c) Caulking or sealants are applied to areas such as joints around 
window and door frames, between sole plates and floors, between wall— 
ceiling joints, between wall panels and at penetrations for plumbing, 
electrical, and gas lines and at other openings, and 

(d) Any building built using the 1986 or 1991 Washington State 
Energy Code, 1986 or 1990 Northwest Energy Code, or Super Good 
Cents weatherization standards or equivalent. 


NEW SECTION 
WAC 51-22-0500 CHAPTER 5 EQUIPMENT—GENERAL. 


NEW SECTION 


WAC 51-22-0504 INSTALLATION. (a) Listed Appliances. Ex- 
cept as otherwise provided in the code, the installation of appliances 
regulated by this code shall conform to the conditions of listing. The 
appliance installer shall leave the manufacturer's installation and oper- 
ating instructions attached to the appliance. Clearance of listed appli- 
ances from combustible materials shall be as specified in the listing or 
on the rating plate. 

(b) Room Large in Comparison to Size of Equipment. Central heat- 
ing furnaces not listed for closet or alcove installation shall be installed 
in a room or space having a volume at least 12 times the total volume 
of the furnace; central heating boilers not listed for closet or alcove in- 
stallation shall be installed in a room or space having a volume 16 
times the volume of the boiler. If the ceiling height of the room or 
space is greater than 8 feet, the volume shall be calculated on the basis 
of 8 foot height. 

(c) Unlisted Appliances. Unlisted appliances shall be installed with 
the standard clearances from combustible construction specified in Ta- 
ble No. 5-A. Unlisted appliances may have the standard clearances of 
Table No. 5-А reduced by employing the forms of protection specified 
in Table No. 5-B. Forms of protection specified in Table No. 5-B may 
be utilized to reduce clearances to combustible construction for all ap- 
plicable appliances. 
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(d) Anchorage of Appliances. Appliances designed to be fixed in po- 
sition shall be securely fastened in place. Supports for appliances shall 
be designed and constructed to sustain vertical and horizontal loads 
within the stress limitations specified in the Building Code. All floor 
supported mechanical equipment and fixed appliances shall be an- 
chored to the structure to resist displacement vertically and on both 
horizontal axis due to seismic motion. Suspended mechanical equip- 
ment and appliances shall have rigid vertical hangers and be braced in 
both horizontal directions. Connections by pipes or ducts which are or 
contain non-rigid elements, are not of inherent sufficient strength, or 
„which are not themselves adequately anchored shall not be acceptable 
as equipment or appliance anchors. Approved, factory fabricated isola- 
tion cushions and dampers are permitted between supports or braces 
and the equipment housing. In no case shall flues or vents be used to 
support or restrain equipment or appliances. 

(e) Identification of Equipment. When more than one heating, cool- 
ing, ventilating or refrigerating system is installed on the roof of a 
building or within the building, it shall be permanently identified as to 
the area or space served by the equipment. 

(f) LPG Appliances. Liquefied petroleum gas-burning appliances 
shall not be installed in a pit, basement or similar location where 
heavier-than-air gas might collect. Appliances so fueled shall not be 
installed in an above-grade under-floor space or basement unless such 
location is provided with an approved means for removal of unburned 
gas. 


NEW SECTION 


WAC 51-22-0800 CHAPTER 8 VENTED DECORATIVE AP- 
PLIANCES, FLOOR FURNACES, VENTED WALL FURNACES, 
UNIT HEATERS AND ROOM HEATERS. 


NEW SECTION 


WAC 51-22-0807 ROOM HEATERS. (a) Vented Freestanding. 
Vented freestanding room heaters shall be installed with clearances 
'from combustible material as set forth in Table No. 5-A. 


EXCEPTION: Heaters listed for reduced clearances may be installed at the 
clearances specified on the required manufacturer's label. 


Vented freestanding room heaters shall not be located so that a door 
can swing within less than 12 inches of a warm-air outlet of the heat- 
er, measured at right angles to the outlet. Doorstops or door closers 
shall not be installed to obtain such clearance. 

Vented freestanding room heaters shall be located at least 36 inches 
below any part of a structure projecting over the heater. This projec- 
tion shall include doors or windows that could project over the heater. 

Vented freestanding room heaters shall be safely and securely in- 
stalled to prevent accidental displacement. 

(b) Vented Overhead. Vented overhead room heaters shall be safely 
and securely supported with hangers and brackets of noncombustible 
material and shall be installed with clearances from combustible mate- 
rial as specified on the required manufacturer's label 


EXCEPTION: Installation of overhead heaters in aircraft storage or serving 
areas of Group B, Division 3 Occupancies shall comply with the 
requirements of Section 802. 


(c) Unvented. Unvented fuel-burning room heaters shall not be in- 
stalled, used, maintained, or permitted to exist in a Group 1 Occupan- 
cy nor shall an unvented heater be installed in any building, whether as 
a new or as a replacement installation, unless permitted by this section. 
This subsection shall not apply to portable oil-fired unvented heating 
appliances used as supplemental heating in Group B, M or R Occu- 
pancies and regulated by the Fire Code. 

Approved, unvented portable oil-fueled heaters may be used as a 
supplemental heat source in any Group M, R, B-2, or B-4 Occupancy 
provided that such heaters shall not be located in any sleeping room or 
bathroom, and shall comply with RCW 19.274.080, 19.27A.090, 19- 
.27А.100, 19.27A.110, and 19.274.120. 

(d) Overhead Radiant Heaters. Listed or approved unvented over- 
head room heaters may be installed in Group A, Division 2, 2.1, 3, or 
4; Groups B, H, Division 4; Group H, Division 5, or Group M Occu- 
pancy, provided the installation conforms to all of the following 
requirements: 

1. All portions of the heater are located at least 8 feet above the 
floor. 
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2. At least two unobstructed permanent openings are provided to the 
room or space containing such heaters. These openings shall open di- 
rectly to the outside of the building through the floor, roof or wall. The 
minimum combined total area of these openings shall be at least 1 
square inch for each 1000 Btu/h input of the heater or heaters, with a 
minimum total area of 100 square inches. One half of the required 
openings shall be above the heater or heaters and one half shall be lo- 
cated below the heater or heaters. 


EXCEPTION: When approved by the building official, provisions may be 
made to exhaust the product of combustion to the exterior by 
mechanical means. 


3. Heaters shall be safely and securely supported with hangers and 
brackets of noncombustible materials and installed with clearances 
from combustible material as specified on the required manufacturer's 
label. 


NEW SECTION 


WAC 51-22-1000 CHAPTER 10 DUCTS. 


NEW SECTION 


WAC 51-22-1002 MATERIAL. (a) General. Supply air, return 
air, and outside air for heating, cooling or evaporative cooling systems 
Shall be conducted through duct systems constructed of metal as set 
forth in Tables Nos. 10-A, 10-B and 10-C; metal ducts complying 
with the U.M.C. Standard No. 10-2 with prior approval; or factory— 
made air ducts complying with U.M.C. Standard No. 10-1. Ducts, 
plenums, and fittings may be constructed of concrete, clay, ceramics, 
or other approved non-metallic materials when installed in the ground 
or in a concrete slab, provided the joints are tightly sealed. 

Corridors shall not be used to convey air to or from rooms if the 
Corridor is required to be of fire-resistive construction by Section 3305 
(g) of the U.B.C. 


EXCEPTIONS: 1. Where such air is part of an engineered smoke control sys- 
tem. 
2. Corridors conforming to Section 3321 (c) of the Uniform 
Building Code in Group 1 Occupancies. 
3. Corridors serving residential occupancies may be supplied 
without specific mechanical exhaust subject to the following: 
A. The supply air is 100% outside air, and 
B. The units served by the corridor have conforming ventila- 
tion independent of the air supplied to the corridor, and 
C. For other than high-rise buildings, the supply fan will au- 
tomatically shut off upon activation of corridor smoke detec- 
tors which shall be spaced at no more than 30 feet on center 
along the corridor, or 
D. For high-rise buildings, corridor smoke detector activation 
will close required smoke/fire dampers at the supply inlet to 
the corridor at the floor receiving the alarm. 


Concealed building spaces or independent construction within build- 
ings may be used as ducts or plenums. 

When gypsum products are exposed in ducts or plenums, the air 
temperature shall be restricted to a range from 50°Е. to 125?F. and 
moisture content shall be controlled so that the material is not ad- 
versely affected. For the purpose of this Section, gypsum products shall 
not be exposed in ducts serving the direct exhaust from evaporative 
coolers, and in other air handling systems regulated by this chapter 
where the design engineer determines that the temperature of the gyp- 
sum product will be below the dew point temperature under normal 
operating conditions. 

See Section 904 for limitations on combustion products venting sys- 
tems extending into or through duct or plenums. 

See Section 1104 for limitations on environmental air system ex- 
haust ducts extending into or through ducts or plenums. 

(b) Combustibles within Ducts or Plenums. Materials exposed with- 
in ducts or plenums shall have a flame-spread index of not more than 
25 and a smoke-developed rating of not more than 50 when tested in 
accordance with the test for Surface Burning Characteristics of Build- 
ing Materials, U.B.C. Standard No. 42-1. 


EXCEPTIONS: 1. Return-air and outside-air ducts, plenums or concealed 
spaces which serve a dwelling unit may be of combustible 
construction. 

2. Air filters serving a dwelling unit. 

3. Air filters listed by an approved testing agency as comply- 
ing with reference standards included in Appendix C. 

4. Air filters used as water evaporation medium in an evapo- 
rative cooler. 
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5. Charcoal filters when protected with an approved fire sup- 
pression system. 

6. Electrical wiring in plenums shall comply with the Electri- 
cal Code. Flame propagation and smoke production charac- 
teristics of exposed electric cables installed in concealed space 
used as air plenums shall: 

A. Exhibit a flame travel of 5 feet or less, and 

B. Produce smoke having an average optical density not 
greater than 0.15 and having a peak optical density of 0.5 or 
less when tested in accordance with U.M.C. Standard No. 10- 
3. 

C. Wiring meeting these requirements shall be listed and la- 
beled as plenum cable as required by the Electrical Code. 

7. Nonmetallic fire sprinkler piping in plenums shall be listed 
and shall meet the following requirements: 

A. Exhibit flame travel of 5 feet or less, and 

B. Produce smoke having an average optical density not 
greater than 0.15 and having a peak optical density of 0.5 or 
less when tested in accordance with U.M.C. Standard No. 10— 
3. 


(b) Factory-made Air Ducts. Factory-made air ducts shall be ap- 
proved for the use intended or shall conform to the requirements of 
U.M.C. Standard No. 10-1. Each portion of a factory-made air duct 
system shall be identified by the manufacturer with a label or other 
suitable identification indicating compliance with U.M.C. Standard 
No. 10-1 and its class designation. These ducts shall be listed and shall 
be installed in accordance with the terms of their listing, and the re- 
quirements of U.M.C. Standard No. 10-5. 

(c) Joints and Seams of Ducts. Joints of duct systems shall be made 
substantially airtight by means of tapes, mastics, gasketing or other 
means. 

Crimp joints for residential round ducts shall have a contact lap of 
at least 1 1/2 inch and shall be mechanically fastened by means of at 
least three sheet-metal screws equally spaced around the joint, or an 
equivalent fastening method. . 

Joints and seams for 0.016-inch (No. 28 gage) and 0.013-inch (No. 
30 gage) residential rectangular ducts shall be as specified in Table 
No. 10-А for 0.019-inch (No. 26 gage) material. 

Joints and seams for rectangular duct systems shall be as specified in 
Table No. 10-A. 

Joints and seams for flat oval ducts and round ducts in other than 
single dwelling units shall be as specified in Table No. 10-B. 

Joints and seams and all reinforcements for factory-made air ducts 
and plenums shall meet with the conditions of prior approval in ac- 
cordance with the installation instructions that shall accompany the 
product. 

(d) Metal. Every duct, plenum or fitting of metal shall comply with 
Table No. 10-А or Table No. 10-В. 


EXCEPTIONS: 1. Ducts, plenums and fittings for systems serving single 
dwelling units may comply with Table No. 10-C. 
2. Ducts systems complying with U.M.C. Standard No. 10-1. 


(e) Tin. Existing tin ducts may be used when cooling coils are added 
to a heating system, provided the first 10 feet of the duct or plenum 
measured from the cooling coil discharge are constructed of metal of 
the gage thickness set forth in Table No. 10-A, No. 10-B, or No. 10— 
C of this chapter or are of approved material and construction. Tin 
ducts completely enclosed in inaccessible concealed areas need not be 
replaced. All accessible ducts shall be insulated to comply with Table 
No. 10-D of this Chapter. For the purpose of this subsection, ducts 
shall be considered accessible where the access space is 30 inches or 
greater in height. 

(f) Vibration Isolators. Vibration isolators installed between me- 
chanical equipment and metal ducts (or castings) shall be made of an 
approved material and shall not exceed 10 inches in length. 


NEW SECTION 


WAC 51-22-1100 CHAPTER 11 VENTILATION SYSTEMS 
AND PRODUCT-CONVEYING SYSTEMS. 


NEW SECTION 


WAC 51-22-1104. ENVIRONMENTAL AIR DUCTS. Environ- 
mental air ducts not regulated by other provisions of this code shall 
comply with this section. Ducts shall be substantially airtight and shall 
comply with the provisions of Chapter 10. Exhaust ducts shall termi- 
nate outside the building and shall be equipped with back-draft 
dampers. Environmental air ducts which have an alternate function as 
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a part of an approved smoke-control system do not require design as 
Class 1 product-conveying ducts. 

Ducts used for domestic kitchen range ventilation and domestic 
clothes dryers shall be of metal and shall have smooth interior surfac- 
es. Commercial dryer exhaust ducts shall be installed in accordance 
with their listing. For additional requirements for domestic dryer ex- 
haust systems, see Section 1903 


EXCEPTION: Approved flexible duct connectors not more than 6 feet in 
length may be used in connection with domestic dryer exhausts. 
Flexible duct connectors shall not be concealed within 
construction. 


Bathroom and laundry room exhaust ducts may be of gypsum wall- 
board subject to the limitations of Section 1002 (a). 

When gypsum products are exposed in ducts and plenums, the air 
temperature shall be restricted to a range from 50°F to 125?F and 
moisture content shall be controlled so that the material is not ad- 
versely affected. For the purpose of this Section, gypsum products shall 
not be exposed in ducts serving exhaust from public showers swimming 
pools, jacuzzi rooms, and in other air handling systems where the de- 
sign engineer determines that the temperature of the gypsum product 
will be below the dew point temperature under normal operating 
conditions. 

Exhaust ducts shall not extend into or through ducts or plenums. 


EXCEPTION: Exhaust ducts conveying environmental air may pass through a 
duct or plenum provided that: 
1. The duct is maintained under sufficient negative pressure to 
prevent leakage of the exhaust air to the surrounding duct or 
plenum; or 
2. If maintained under a positive pressure with respect to the 
surrounding duct or plenum, the exhaust duct will be sealed to 
prevent leakage; or 
3. The surrounding air stream is an exhaust air stream not in- 
tended for recirculation to the building and cross contamination 
of the two air streams will not create a hazardous condition. 


NEW SECTION 


WAC 51-22-1500 CHAPTER 15 MECHANICAL REFRIG- 
ERATING EQUIPMENT. 


NEW SECTION 


WAC 51-22-1508 REFRIGERATION MACHINERY ROOM 
VENTILATION. 


OPTION 1 


Emergency refrigeration machinery room ventilation. 

Sec. 1508. Refrigeration machinery rooms shall be provided with 
means of ventilation to the outside of the building. Such emergency 
ventilation shall be either of the following: i 

1. A separate and individual exhaust system of ventilation serving no 
other area and having the capacity to provide a complete change of air 
in such room at least once every five minutes and discharge to the out- 
side of the building at a location not less than 20 feet from any exteri- 
or door, window or ventilation air inlet in any building. Provisions shall 
be made for makeup air to replace that being exhausted. Each exhaust 
ventilation system shall be controlled by a readily accessible emergency 
ventilation switch located within 2 feet of the switch specified in Sec- 
tion 1509, and the switch shall be labeled to comply with Section 1519. 

2. A mechanical ventilation or gravity ventilation openings to the 
outside of the building shall be sized in accordance with Table No. 15— 
B based on accumulated horsepower in the rooms with refrigeration 
units. 

Gravity openings shall be so installed that approximately one half of 
the required area is located within 12 inches of the ceiling and one half 
of the required area is located within 12 inches of the floor of the 
room. Every portion of the lower opening shall be horizontal or slope 
downward from the opening in the refrigeration machinery room to the 
exterior of the building at or above the adjacent ground level. 


OPTION 2 


Refrigeration machinery room ventilation. 

Sec. 1508. Refrigeration machinery rooms shall be provided with 
means of ventilation to the outside of the building. Such ventilation 
shall also incorporate provisions for emergency ventilation. The two 
requirements may be combined in one system, conforming to the fol- 
lowing requirements: 
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1. An emergency exhaust system serving no other area and having 
the capacity to provide a complete change of air in such room at least 
once every five minutes and discharge to the outside of the building at 
a location not less than 20 feet from any exterior door, window or any 
operable opening in any building. Provisions shall be made for makeup 
air to replace that being exhausted. Each exhaust ventilation system 
shall be controlled by a readily accessible emergency ventilation switch 
located within 2 feet of the switch specified in Section 1509, and the 
switch shall be labeled to comply with Section 1519. Operating status 
indicator shall be provided at the switch and at the fire control center. 

2. A mechanical ventilation system or gravity ventilation openings to 
the outside of the building shall be sized in accordance with Table No. 
15-B based on accumulated horsepower in the rooms with refrigera- 
tion units and shall operate continuously. . 

Gravity openings shall be so installed that approximately one half of 
the required area is located within 12 inches of the ceiling and one half 
of the required area is located within 12 inches of the floor of the 
room. Every portion of the lower opening shall be horizontal or slope 
downward from the opening in the refrigeration machinery room to the 
exterior of the building at or above the adjacent ground level. 

Equipment and components located in a refrigeration machinery 
room shall be protected from freezing or other low temperature 
damage. 

3. Where gravity ventilation is not provided, operation of the me- 
chanical ventilation shall occur anytime the space is occupied, or oper- 
ations or maintenance personnel are present. 


NEW SECTION 


WAC 51-22-1900 CHAPTER 19 MISCELLANEOUS HEAT- 
PRODUCING APPLIANCES. 


NEW SECTION 


WAC 51-22-1903 CLOTHES DRYERS. (a) Moisture Exhaust 
Ducts. Moisture exhaust ducts shall terminate on the outside of the 
building and shall be equipped with a back-draft damper. Screens 
shall not be installed at the duct termination. Ducts for exhausting 
clothes dryers shall not be connected or installed with sheet metal 
screws or other fasteners which will obstruct the flow. Clothes-dryer 
moisture-exhaust duct shall not be connected to a gas vent connector, 
gas vent or chimney. Clothes dryer moisture exhaust ducts shall not 
extend into or through ducts or plenums. Clothes Dryer exhaust ducts 
shall be protected by a steel plate or clip not less than 1/16 inch (1.59 
mm) in thickness and of sufficient width to fully protect the duct. 
Plates or clips shall be placed on the finish face of all framing mem- 
bers which the clothes dryer exhaust duct passes through when there is 
less than one-and-one-quarter inch (1 1/4") of framing material be- 
tween the duct and the finish face. Plates or clips shall also be placed 
where nails or screws from finish or other work are likely to penetrate 
the clothes dryer exhaust duct. 

(b) Length Limitation. Unless otherwise permitted or required by 
the dryer manufacturer's installation instructions and approved by the 
building official, domestic dryer moisture exhaust ducts shall not ex- 
ceed a total combined horizontal and vertical length of 14 feet, includ- 
ing two 90-degree elbows. Two feet shall be deducted for each 90— 
degree elbow in excess of two. 

(c) Domestic Clothes Dryers. When a compartment or space for a 
domestic clothes dryer is provided, a minimum 4-inch-diameter mois- 
ture exhaust duct of approved material shall be installed in accordance 
with this section and Section 1104. 

(d) Commercial Clothes Dryers. The installation of commercial 
clothes dryer exhaust ducts shall comply with the appliance manufac- 
turer's installation instructions. 
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BUILDING CODE COUNCIL 
[Filed August 7, 1991, 4:21 p.m.] 


Original Notice. 
Title of Rule: Chapter 51—24 WAC, adoption and 
amendment of the 1991 Edition of the Uniform Fire 
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Code, and chapter 51-25 WAC, adoption of the 199] 
Edition of the Uniform Fire Code Standards. 

Purpose: To consider whether to adopt, or amend and 
adopt the 1991 Uniform Fire Code and the 1991 Uni- 
form Fire Code Standards. 

Other Identifying Information: Copies of the 199] 
Uniform Fire Code and Uniform and Uniform Fire 
Code Standards are available from: The International 
Conference of Building Officials, 5360 South Workman 
Mill Road, Whittier, California 90601. 

Statutory Authority for Adoption: RCW 19.27.074. 

Statute Being Implemented: Chapter 19.27 RCW. 

Summary: The proposed rule includes adoption of the 
Uniform Fire Code and Standards, with amendments. 
The rule incorporates the existing amendments to Arti- 
cle 80, as found in chapter 51-16 WAC; references to 
chapter 173-360 WAC; similar amendments proposed in 
chapter 51-20 WAC, adoption and amendment of the 
Uniform Building Code; and maintains existing lan- 
guage concerning spraying application in dry apparatus 
for the application of flammable finishes. 

Reasons Supporting Proposal: Chapter 19.27 RCW. 

Name of Agency Personnel Responsible for Drafting 
and Implementation: Donna Voss, Ninth and Columbia 
Building, Mailstop GH-51, Olympia, Washington, (206) 
586-8999; and Enforcement: Local governments. 

Name of Proponent: State Building Code Council, 
governmental. 

Agency Comments or Recommendations, if any, as to 
Statutory Language, Implementation, Enforcement, and 
Fiscal Matters: The council especially seeks comments 
on the following issues and options that are proposed in 
the rule: WAC 51-24-09105 Revise the definition of 
control area. WAC 51-24-10507 Require automatic 
fire-extinguishing systems in new schools, as outlined in 
the Uniform Building Code. WAC 51—24-25107 Option: 
Add exception for ramp slope of aisles in theaters. Ramp 
slope exception from 1988 UBC. WAC 51-24-45211 
Option: Revise the spraying procedure in drying appara- 
tus. Revised language is from the 1988 UFC. WAC 51- 
24-80103(b) Option: Hazardous materials management 
plan. Is compliance with 40 CFR "Hazardous Chemical 
Reporting and Community Right-To-Know Regula- 
tions" under Title III of the Superfund Amendments 
and Reauthorization Act of 1986 (SARA) adequate to 
meet the requirements for a HMMP? WAC 51-24- 
80103(c) Option: Hazardous materials inventory plan. Is 
compliance with 40 CFR "Hazardous Chemical Report- 
ing and Community Right-To-Know Regulations" un- 
der Title III of the Superfund Amendments and Reau- 
thorization Act of 1986 (SARA) adequate to meet the 
requirements for a HMIP? WAC 51-24-80109 Option: 
Personnel training and written procedures. Is compliance 
with 40 CFR "Hazardous Chemical Reporting and 
Community Right-To-Know Regulations" under Title 
III of the Superfund Amendments and Reauthorization 
Act of 1986 (SARA) adequate to meet the requirements 
for this section? WAC 51-24-80110 Option: Facility 
closure plan. Allow notification of fire departments in 
lieu of the requirement for a plan. WAC 51-24-80111 
Option: Delete provisions for out—of-service facilities. 
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WAC 51-24-80114 Option: Add section referencing na- 
tionally recognized standards of good practice. WAC 
51-24—80301(k) Option: Storage plan. Is compliance 
with 40 CFR "Hazardous Chemical Reporting and 
Community Right-To-Know Regulations" under Title 
III of the Superfund Amendments and Reauthorization 
Act of 1986 (SARA) adequate to meet the requirements 
for this section? WAC 51-24-99352 Appendix Chapter 
III-E, Group R, Division 4 and 5 Occupancies Fire De- 
partment Response Times. (This section is intended to 
work with the amendments for long-term residential 
care facilities proposed in chapter 51-21 WAC.) WAC 
51-24-99500 Option: Appendix V. Nationally Recog- 
nized Standards of Good Practice. Inclusion of The 
Chlorine Institute Publications in this appendix. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: The purpose is to amend and adopt the 1991 Uni- 
form Fire Code and the 1991 Uniform Fire Code Stan- 
dards. Adoption will require local building departments 
to commence enforcement of this code and the standards 
on July 1, 1991, as part of the State Building Code. 

Proposal Changes the Following Existing Rules: The 
proposal updates the state's Uniform Fire Code and 
Uniform Fire Code Standards from the 1988 to the 1991 
version. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

The council has considered whether this rule is subject 
to the Regulatory Fairness Act and has determined that 
it is not for the following reasons: Amendments related 
to Articles 9 and 80 result in no substantive change over 
existing regulations. Amendments to Article 80 were ad- 
dressed in the Small Business Economic Impact State- 
ment for Proposed Adoption of Chapter 9 of Uniform 
Building Code and Article 80 of the Uniform Fire Code 
as found in WSR 89-17-138. Amendments related to 
Section 45.211, maintain existing language found in the 
1988 Edition of the Uniform Fire Code, adopted in 
chapter 51-16 WAC. Amendments to Sections 9.117, 
10.507(e), 25.107 (e) and (f), are in response to existing 
requirements on day care home facilities (chapter 51-16 
WAC), provide for the installation of automatic sprin- 
kler systems in new Group E, Division 1 Occupancies, 
existing provisions as addressed in chapter 51-20 WAC. 
Amendments to Article 79, add references to chapter 
173-360 WAC. The impacts of chapter 173-360 WAC 
to small businesses have been addressed by the Depart- 
ment of Ecology in WSR 90—15—060. 

Hearing Location: City Council Chambers, Spokane 
City Hall, West 808 Spokane Falls Boulevard, Spokane, 
WA 99201, on September 13, 1991, at 9:00 a.m.; and at 
the Alpine Ballroom, Seattle Airport Hilton, 17620 Pa- 
cific Highway South, SeaTac, WA 98188, on September 
20, 1991, at 9:00 a.m. 

Submit Written Comments to: Gene Colin, State 
Building Code Council, Ninth and Columbia Building, 
Mailstop GH-51, Olympia, Washington 98504—4151, by 
September 20, 1991. : 
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Date of Intended Adoption: November 8, 1991. 
July 12, 1991 
Gene J. Colin 
Chair 


Chapter 51-24 WAC 
STATE BUILDING CODE ADOPTION AND AMENDMENT OF 
THE 199] EDITION OF THE UNIFORM FIRE CODE 


NEW SECTION 


WAC 51-24-001 AUTHORITY. These rules are adopted under 
the authority of chapter 19.27 RCW. 


NEW SECTION 


WAC 51-24-002 PURPOSE. The purpose of these rules is to im- 
plement the provisions of chapter 19.27 RCW, which provides that the 
state building code council shall maintain the State Building Code in a 
status which is consistent with the purpose as set forth in RCW 19.27- 
.020. In maintaining the codes the council shall regularly review up- 
dated versions of the codes adopted under the act, and other pertinent 
information, and shall amend the codes as deemed appropriate by the 
council. 


NEW SECTION 


WAC 51-24-003 UNIFORM FIRE CODE. The 1991 edition of 
the Uniform Fire Code published by the International Conference of 
Building Officials and the Western Fire Chiefs Association is hereby 
adopted by reference with the following additions, deletions, and 
exceptions. 


NEW SECTION 


WAC 51-24007 EXCEPTIONS. The exceptions and amend- 
ments to the Uniform Fire Code contained in the provisions of chapter 
19.27 RCW shall apply in case of conflict with any of the provisions of 
these rules. 


NEW SECTION 


WAC 51-24-008 IMPLEMENTATION. The Uniform Fire 
Code adopted by chapter 51-24 WAC shall become effective in all 
counties and cities of this state on July 1, 1992, unless local amend- 
ments have been approved by the state building code council. 


NEW SECTION 
WAC 51-24-04000 ARTICLE 4. PERMITS. 
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NEW SECTION 


WAC 51-24-04123 TABLE NO. 4.108-C, PERMIT AMOUNTS FOR HAZARDOUS MATERIALS. 


TABLE NO. 4.108-C 


PERMIT AMOUNTS FOR HAZARDOUS MATERIALS 


TYPE OF MATERIAL 


Cellulose nitrate 
Combustible fiber 
Combustible liquids 
Corrosive gases 
Corrosive liquids 
Cryogens 
Explosives 
Flammable gases 
Flammable liquids 
Flammable solids 
Highly toxic gases (including pesticides 
and fumigants) 
Highly toxic liquids and solids (includin 
pesticides and fumigants) 
Liquified petroleum gases 
Magnesium 
Nitrate film 
Oxidizing gases 
Oxidizing liquids: Class 
Class 
Class 
Class 
Oxidizing solids: Class 
Class 
Class 
Class 
Organic peroxide liquids 
and solids: Class 
Class 
Class 
Class 
Pyrophoric gases 
Pyrophoric liquids 
Pyrophoric solids 
Radioactive materials (including gases, 
liquids and solids) 
Toxic gases 
Toxic liquids 
Toxic solids 
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AMOUNT 


See No. C.4 
See No. c.5 
See No. f.3 
See No. c.7 
55 gallons 
See No. c.8 
See No. e.1 
See No. c.7 
See No. f.3 
100 pounds 


See No. c.7 


Any amount 
See No. 1.1 
See No. m.1 
See No. c.3 
See No. c.7 
Any amount 
1 gallon 

10 gallons 
55 gallons 
Any amount 
10 pounds 

100 pounds 
500 pounds 


Any amount 
Any amount 
10 pounds 

20 pounds 

See No. c.7 
Any amount 
Any amount 


See No. r.1 
See No. c.7 
50 gallons 
500 pounds 
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TABLE NO. 4.108-C--PERMIT AMOUNTS FOR HAZARDOUS MATERIALS! 
(continued) 


TYPE OF MATERIAL 


Unstable (reactive) gases 
Unstable (reactive liquids: 


Unstable (reactive) solids: 


Water-reactive liquids: 


Water-reactive solids: 


AMOUNT 


See No. c.7 


Class 4 Any amount 
Class 3 Any amount 
Class 2 5 gallons 

Class 1 10 gallons 
Class 4 Any amount 
Class 3 Any amount 
Class 2 50 pounds 

Class 1 100 pounds 
Class 3 Any amount 
Class 2 5 gallons 

Class 1 10 gallons 
Class 3 Any amount 
Class 2 50 pounds 

Class 1 100 pounds 


! See Article 80 for additional requirements and exceptions. 


NEW SECTION 


WAC 51-24-09000 ARTICLE 9. DEFINITIONS AND AB- 
BREVIATIONS. 


NEW SECTION 


WAC 51-24-09105 SECTION 9.105. CARCINOGEN is a sub- 
stance that causes the development of cancerous growths in living tis- 
sue. A chemical is considered to be a carcinogen if: 

(a) It has been evaluated by the International Agency for Research 
on Cancer (IARC) and found to be a carcinogen or potential carcino- 
gen, or 

(b) It is listed as a carcinogen or potential carcinogen in the latest 
edition of the Annual Report on Carcinogens published by the Na- 
tional Toxicology Program, or 

(c) It is regulated by OSHA as a carcinogen. 


CARGO TANK is a container having a liquid capacity in excess of 
110 gallons used for carrying flammable or combustible liquids, LP- 
gas, or hazardous chemicals and mounted permanently or otherwise 
upon a tank vehicle. The term "cargo tank" does not apply to contain- 
ers solely for the purpose of supplying fuel for propulsion of the vehicle 
upon which it is mounted. 


CARNIVAL is a mobile enterprise principally devoted to offering 
amusement or entertainment to the public in, upon or by means of 
portable amusement rides or devices or temporary structures in any 
number or combination, whether or not associated with other struc- 
tures or forms of public attraction. 


CEILING LIMIT is the maximum concentration of an airborne 
contaminant to which one may be exposed. The ceiling limits utilized 
are to be those published in 29 CFR 1910.1000. 


CELLULOSE NITRATE PLASTICS (Pyroxylin) is a plastic sub- 
stance, material or compound, other than cellulose nitrate film, covered 
by Article 33, or guncotton or other explosive covered by Article 77, 
having cellulose nitrate as a base, or whatever name known, when in 
the form of blocks, slabs, sheets, tubes or fabricated shapes. For re- 
quirements, see Article 27. 


CENTRAL SUPPLY is that portion of system which normally sup- 
plies piping systems. 


ССА is the Compressed Gas Association. 
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CFR is the Code of Federal Regulations of the United States 
Government. 


CHEMICAL is any element, chemical compound or mixture of ele- 
ments or compounds or both. 


CHEMICAL NAME is the scientific designation of a chemical in 
accordance with the nomenclature system developed by the Interna- 
tional Union of Pure and Applied Chemistry, the Chemical Abstracts 
Service rules of nomenclature, or a name which will clearly identify a 
chemical for the purpose of conducting an evaluation. 


CHEMICAL PLANT is a plant or that portion of a plant other 
than a refinery or distillery where flammable or combustible liquids are 
produced by chemical reactions or used in chemical reactions. 


CHIEF OR CHIEF OF THE FIRE DEPARTMENT is the chief 
officer of the fire department serving the jurisdiction or the chief offi- 
cer's authorized representative. 


CHIEF ENGINEER is the chief. 


CHIEF OF THE POLICE or POLICE DEPARTMENT is the 
chief law enforcement officer of the jurisdiction or the chief law en- 
forcement officer's authorized representative. 


CHIEF OF THE BUREAU OF FIRE PREVENTION is the head 
of the fire prevention bureau. 


CLASSIFIED PRODUCT is a product that has been evaluated 
with respect to (a) the properties of the product, (b) a limited spec- 
trum of hazards to life or property, (c) suitability of the product for 
certain uses and (d) other conditions by a nationally recognized testing 
laboratory or approved organization. 


CLOSED CONTAINER is a container sealed by means of a lid or 
other device such that liquid, vapor or dusts will not escape from it 
under ordinary conditions of use or handling. 


COMBUSTIBLE FIBERS are readily ignitable and free-burning 
fibers, such as cotton, sisal, henequen, ixtle, jute, hemp, tow, cocoa fi- 
ber, oakum, baled waste, baled wastepaper, kapok, hay, straw, excelsi- 
or, Spanish moss or other like materials. 


COMBUSTIBLE FIBER STORAGE BIN is a metal or metal- 
lined container with a capacity not exceeding 100 cubic feet and 
equipped with a self-closing cover. 


COMBUSTIBLE FIBER STORAGE ROOM is a room with a ca- 
pacity not exceeding 500 cubic feet separated from the remainder of a 
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building by not less than a one-hour occupancy separation constructed 
in accordance with the Building Code. 


COMBUSTIBLE FIBER STORAGE VAULT, PROTECTED, is a 
room with a capacity exceeding 1,000 cubic feet separated from a re- 
mainder of a building by not less than a two-hour occupancy separa- 
tion constructed in accordance with the Building Code and provided 
with an approved automatic sprinkler system. 


COMBUSTIBLE FIBER STORAGE VAULT, UNPROTECTED, 
is a room with a capacity not exceeding 1,000 cubic feet separated 
from the remainder of the building by a two-hour occupancy separa- 
tion constructed in accordance with the Building Code and provided 
with approved safety vents to the outside. 


COMBUSTIBLE LIQUID is a liquid having a flash point at or 
above 100?F. Combustible liquids are subdivided as follows: 

Class П liquids are those having flash points at or above 100? F. and 
below 140?F. 

Class Ш-А liquids are those having flash points at or above 140?F. 
and below 200?F. 

Class III-B liquids are those liquids having flash points at or above 
200? F. 


COMBUSTIBLE WASTE MATTER includes magazines; books; 
trimmings from lawns, trees or flower gardens; pasteboard boxes; rags; 
paper; straw; sawdust; packing material; shavings; boxes; rubbish; and 
refuse that will ignite through contact with flames of ordinary 
temperatures. 


COMMODITY is a combination of products, packing materials and 
containers. 


COMPRESSED GAS is (a) a gas or mixture of gases having an 
absolute pressure exceeding 40 psi at 709Ғ. in a container, ог 

(b) A gas or mixture of gases having an absolute pressure exceeding 
104 psi in a container at 130?F., regardless of the pressure at 70°F., or 

(c) A liquid having a vapor pressure exceeding 40 psi at 100?F. as 
determined by UFC Standard No. 9-5. 


CONDENSATE TANK is a tank which is installed in the vapor- 
return piping of a уарог-гесоуегу system to collect condensed gasoline 
and is capable of being emptied of liquids without opening. 


CONGREGATE RESIDENCE is any building or portion thereof 
which contains facilities for living, sleeping and sanitation, as required 
by the Building Code, and may include facilities for eating and cook- 
ing, for occupancy by other than a family. A congregate residence may 
be a shelter, convent, monastery, dormitory, fraternity or sorority 
house but does not include jails, hospitals, nursing homes, hotels or 
lodging houses. 


CONTAINER. See Articles 79 and 80. 


CONTINUOUS GAS-DETECTION SYSTEM is a gas-detection 
system where the analytical instrument is maintained in continuous 
operation and sampling is performed without interruption. Analysis 
may be performed on a cyclical basis at intervals not to exceed 30 
minutes. 


OPTION 1 


CONTROL AREA is a space within a building where the exempt 
amounts may be stored, dispensed, used or handled. 


OPTION 2 


CONTROL AREA is a space within a building where the exempt 
amounts may be stored, dispensed, used or handled. Storage or use of 
quantities in excess of those listed in the tables are required by UBC 
901 to be rated as the appropriate Group H occupancy. 


CONVERSION OIL BURNER is a burner for field installation in 
heating appliances such as boilers and furnaces. It may be furnished 
with or without a primary safety control. Under special circumstances, 
it may be installed for firing ovens, water heaters, ranges, special fur- 
naces and the like. A burner of this type may be a pressure-atomizing 
gun type, a horizontal or vertical rotary type, or a mechanical or natu- 
ral draft-vaporizing type. 


CONVERSION RANGE OIL BURNER is an oil burner designed 
to burn kerosene, range oil or similar fuel. It is intended primarily for 
installation in a stove or range, a portion or all of which was originally 
designed to utilize solid fuel and to which a flue is connected. 
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CORROSIVE is a chemical that causes visible destruction of, or ir- 
reversible alterations in, living tissue by chemical action at the site of 
contact. A chemical is considered to be corrosive if, when tested on the 
intact skin of albino rabbits by the method described in Appendix A to 
CFR 49 Part 173, it destroys or changes irreversibly the structure of 
the tissue at the site of contact following an exposure period of four 
hours. This term does not refer to action on inanimate surfaces. 


CORROSIVE LIQUID is a liquid which, when in contact with liv- 
ing tissue, will cause destruction or irreversible alteration of such tissue 
by chemical action. Examples include acidic, alkaline or caustic 
materials. 


COVERED MALL BUILDING is a single building enclosing a 
number of tenants and occupancies such as retail stores, drinking and 
dining establishments, entertainment and amusement facilities, offices, 
and other similar uses wherein two or more tenants have a main en- 
trance into one or more malls. 


CRUDE PETROLEUM is a hydrocarbon mixture that has a flash 
point below 150?F. and which has not been processed in a refinery. 


CRYOGENIC FLUID is a fluid that has a normal boiling point 
below 150?F. 


CRYOGENIC IN-GROUND CONTAINER is a container in 
which the maximum liquid level is below the normal surrounding grade 
and is constructed essentially of natural materials such as earth and 
rock and dependent upon the freezing of water-saturated earth mate- 
rials for its tightness or impervious nature. 


CRYOGENIC VESSEL is a pressure vessel, low-pressure tank or 
atmospheric tank designed to contain a cryogenic fluid on which vent- 
ing, insulation, refrigeration or a combination of these is used in order 
to maintain the operating pressure within the design pressure and the 
contents in a liquid phase. 


CUT-OFF STORAGE is indoor storage which is separated from 
other building areas by not less than a two-hour fire-resistive occu- 
pancy separation. 


CYLINDER is a pressure vessel designed for pressures higher than 
40 pounds per square inch, absolute and having a circular cross sec- 
tion. It does not include a portable tank, multiunit tank car tank, cargo 
tank or tank car. . 


NEW SECTION 


WAC 51-24-09107 SECTION 9.107. ELECTRICAL BLAST- 
ING CAP is a shell containing a charge of detonating compound de- 
signed to be fired by an electric current. 


ELECTRICAL CODE is the National Electrical Code, promulgat- 
ed by the National Fire Protection Association, as adopted by the 
Washington State Department of Labor and Industries, Electrical 
Section. 


ELECTRICAL FIRING UNIT is the source of electrical current 
used to ignite electric matches. Generally, the firing unit will have 
switches to control the routing of the current to various firework items 
and will have a test circuit and warning indicators. 


ELECTROSTATIC FLUIDIZED BED is a container holding pow- 
der coating material which is aerated from below so as to form an air-- 
supported expanded cloud of such material which is electrically 
Charged with a charge opposite to the charge of the object to be 
coated. Such object is transported through the container immediately 
above the charged and aerated materials in order to be coated. 


ENCAPSULATED is a method of packaging consisting of a plastic 
sheet completely enclosing the sides and top of a pallet load. The term 
encapsulated does not apply to banding or individual plastic-enclosed 
items inside a large nonplastic-enclosed container. 


EXCESS FLOW CONTROL is a fail-safe system designed to shut 
off flow due to a rupture in pressurized piping systems. 


EXCESS FLOW VALVE is a valve inserted into a compressed gas 
cylinder, portable tank or stationary tank that is designed to positively 
shut off the flow of gas in the event that its predetermined flow is 
exceeded. 


EXECUTIVE BODY is the governing body of the jurisdiction 
adopting this code. 
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EXIT is a continuous and unobstructed means of egress to a public 
way, and shall include aisles, doors, doorways, gates, corridors, exterior 
exit balconies, ramps, stairways, smokeproof enclosures, horizontal ex- 
its, exit passageways, exit courts and yards. 


EXIT COURT is a yard or court providing egress to a public way 
for one or more required exits. 


EXIT PASSAGEWAY is an enclosed means of egress connecting a 
required exit or exit court with a public way. 


EXPLOSION is an effect produced by the sudden violent expansion 
of gases, which may be accompanied by a shock wave or disruption, or 
both, of enclosing materials or structures. An explosion may result 
from (a) chemical changes such as rapid oxidation, deflagration or 
detonation, decomposition of molecules and runaway polymerization 
(usually detonations); (b) physical changes such as pressure tank rup- 
tures; or (c) atomic changes (nuclear fission or fusion). 


EXPLOSIVE is (a) a chemical that causes a sudden, almost instan- 
taneous release of pressure, gas and heat when subjected to sudden 
shock, pressure, or high temperatures or (b) a material or chemical, 
other than a blasting agent, that is commonly used or intended to be 
used for the purpose of producing an explosive effect and is regulated 
by Article 77. 


EXPLOSIVE MATERIALS are explosives, blasting agents and 
detonators including, but not limited to, dynamite and other high ex- 
plosives; slurries, emulsions and water gels; black powder and pellet 
powder; initiating explosives; detonators or blasting caps; safety fuses; 
squibs; detonating cord; igniter cord; igniters and Class B special 
fireworks. 


EXTENSION CORD and PORTABLE FLEXIBLE CORD is 
flexible cord of any length which has one male connector on one end 
and one or more female connectors on the other, and no built-in over- 
current protection. 


NEW SECTION 


WAC 51-24-09110 SECTION 9.110. HANDLING is the delib- 
erate transport of material by any means to a point of storage or use. 


HAZARDOUS CHEMICAL REACTION is a reaction which 
generates pressure or byproducts which may cause injury, illness or 
harm to humans, domestic animals, livestock or wildlife. 


HAZARDOUS FIRE AREA is land which is covered with grass, 
grain brush or forest, whether privately or publicly owned, which is so 
situated or is of such inaccessible location that a fire originating upon 
such land would present an abnormally difficult job of suppression or 
would result in great and unusual damage through fire or resulting 
erosion. Such areas are designated by the chief on a map maintained in 
the office of the chief. : 


HAZARDOUS MATERIALS are those chemicals or substances 
which are physical hazards or health hazards as defined and classified 
in Article 80 whether the materials are in usable or waste condition. 


HAZARDOUS PRODUCTION MATERIAL (HPM) is a solid, 
liquid or gas that has a degree-of-hazard rating in health, flammabili- 
ty or reactivity of Class 3 or 4 as ranked by UFC Standard No. 79-3 
and which is used directly in research, laboratory or production pro- 
cesses which have as their end product materials which are not 
hazardous. 


HAZARDOUS WATERSHED FIRE AREA is a location within 
500 feet of a forest or brush-, grass— or grain-covered land, exclusive 
of small individual lots or parcels of land located outside of a brush, 
forest or grass-covered area. 


HEALTH HAZARD is a classification of a chemical for which 
there is statistically significant evidence based on at least one repro- 
ducible study conducted in accordance with established scientific prin- 
ciples that acute health effects may occur in exposed persons. The term 
"health hazard" includes chemicals which are toxic or highly toxic 
agents, irritants, corrosives, hepatotoxins, nephrotoxins, neurotoxins, 
agents which can have an acute effect on the hematopoietic system, 
and agents that have acute effects on the lungs, skin, eyes or mucous 
membranes. 


HEATING AND COOKING APPLIANCE is an electric, gas or 
oil-fired appliance not intended for central heating. 
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HIGH EXPLOSIVE is explosive material, such as dynamite, which 
can be caused to detonate by means of a No. 8 test blasting cap when 
unconfined. 


HIGHLY TOXIC MATERIAL is a material which produces a le- 
thal dose or lethal concentration which falls within any of the follow- 
ing categories: 


(a) A chemical that has a median lethal dose (LDso) of 50 milli- 
grams or less per kilogram of body weight when administered orally to 
albino rats weighing between 200 and 300 grams each. 

(b) A chemical that has a median lethal dose (1.050) of 200 milli- 
grams or less per kilogram of body weight when administered by con- 
tinuous contact for 24 hours, or less if death occurs within 24 hours, 
with the bare skin of albino rabbits weighing between 2 and 3 kilo- 
grams each. 

(c) A chemical that has a median lethal concentration (LCso) in air 
of 200 parts per million by volume or less of gas or vapor, or 2 milli- 
grams per liter or less of mist, fume or dust, when administered by 
continuous inhalation for one hour, or less if death occurs within one 
hour, to albino rats weighing between 200 and 300 grams each. 

Mixtures of these materials with ordinary materials, such as water, 
may not warrant classification as highly toxic. While this system is 
basically simple in application, any hazard evaluation which is re- 
quired for the precise categorization of this type of material shall be 
performed by experienced, technically competent persons. 


HIGHLY TOXIC PESTICIDE is a pesticide which is required by 
federal regulation to bear a skull and crossbones and be labeled with 
the word "poison." 


HIGHLY VOLATILE LIQUID is a liquid with a boiling point of 
less than 68?F. 


HIGH-PILED COMBUSTIBLE STORAGE is combustible mate- 
rials in closely packed piles more than 15 feet in height or combustible 
materials on pallets or in racks more than 12 feet in height. For certain 
special-hazard commodities such as rubber tires, plastics, some flam- 
mable liquids, idle pallets, etc., the critical pile height may be as low as 
6 feet. 


HIGH-RACK STORAGE SYSTEM is a system located in an area 
having no occupant load that has storage over 40 feet in height, racks 
placed such that aisles are not provided as required by Scction 81.108, 
and automated stock handling. 


HIGHWAY is a public street or public road. 


HORIZONTAL EXIT is an exit from one building into another 
building on approximately the same level, or through or around a wall 
constructed as required in the Building Code for a two-hour occupan- 
cy separation and which completely divides a floor into «wo or more 
separate areas so as to establish an area of refuge affording safety 
from fire or smoke coming from the area from which escape is made. 


HOTEL is any building containing six or more guest rooms intended 
or designed to be used, or which are used, rented or hired out to be 
occupied, or which are occupied for sleeping purposes by guests. 


HPM FLAMMABLE LIQUID is an HPM liquid that is defined as 
being either a flammable or combustible liquid. 


HPM STORAGE ROOM is a room used for the storage or dis- 
pensing of HPM and which is classified as a Group H, Division 2, 3 or 
7 Occupancy. 


HYPERGOLIC MATERIAL is a material which is capable of ig- 
niting spontaneously upon contact with another substance. 


NEW SECTION 


WAC 51-24-09117 SECTION 9.117. OCCUPANCY is the pur- 
pose for which a building or part thereof is used or intended to be 
used. 


OCCUPANCY CLASSIFICATION. For the purpose of this code, 
certain occupancies are defined as follows: 


Group A Occupancies: 

Division 1. Any assembly building or portion of a building with a 
legitimate stage and an occupant load of 1,000 or more. 

Division 2. Any building or portion of a building having an assembly 
room with an occupant load of less than 1,000 and a legitimate stage. 
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Division 2.1. Any building or portion of a building having an assem- 
bly room with an occupant load of 300 or more without a legitimate 
stage, including such buildings used for educational purposes and not 
classed as a Group E or Group B, Division 2 Occupancy. 

Division 3. Any building or portion of a building having an assembly 
room with an occupant load of less than 300 without a legitimate 
stage, including such buildings used for educational purposes and not 
classed as a Group E or Group B, Division 2 Occupancy. 

Division 4. Stadiums, reviewing stands and amusement park struc- 
tures not included within other Group A Occupancies. 

For amusement buildings, see Building Code requirements for 
Group A Occupancies. 


Group B Occupancies: 

Division 1. Repair garages where work is limited to exchange of 
parts and maintenance requiring no open flame, welding or use Class I, 
П or Ш-А liquids, motor vehicle fuel-dispensing stations and parking 
garages not classified as Group B, Division 3 open parking garages or 
Group M, Division 1 private garages. 

Division 2. Drinking and dining establishments having an occupant 
load of less than 50, wholesale and retail stores, office buildings, print- 
ing plants, police and fire stations, factories and workshops using ma- 
terials not highly flammable or combustible, storage and sales rooms 
for combustible goods, paint stores without bulk handling. Building or 
portions of buildings having rooms used for educational purposes be- 
yond the 12th grade with less than 50 occupants in any room. 

Division 3. Aircraft hangars where no repair work is done except 
exchange of parts and maintenance requiring no open flame welding or 
the use of Class Гог ПІ flammable liquids. 

Open parking garages. 

Helistops. 

Division 4. Ice plants, power plants, pumping plants, cold storage, 
creameries. 

Factories and workshops using noncombustible and nonexplosive 
materials. 

Storage and sales rooms containing only noncombustible and nonex- 
plosive materials that are not packaged or crated in or supported by 
combustible material. 


Group E Occupancies: 

Division 1. Any building used for educational purposes through the 
12th grade by 50 or more persons for more than 12 hours per week or 
four hours in any one day. 

Division 2. Any building used for educational purposes through the 
12th grade by less than 50 persons for more than 12 hours per week or 
four hours in any one day. 

Division 3. Any building or portion thereof used for day-care pur- 
poses for more than six children. 


EXCEPTION: Family child day-care homes shall be considered Group R, Di- 
vision 3 Occupancies. 


Group H Occupancies: 

Division 1. Occupancies with quantity of material in the building in 
excess of the exempt amounts listed in the Building Code (see UBC 
Table No. 9-A) which present a high explosion hazard, including but 
not limited to: 

(a) Explosives, blasting agents, fireworks and black powder. 


EXCEPTION: Storage and the use of pyrotechnic special effect materials in 
motion picture, television, theatrical and group entertainment 
production when under permit as required in the Fire Code. 
The time period for storage shall not exceed 90 days. 


(b) Unclassified detonatable organic peroxides. 

(c) Class 4 oxidizers. 

(d) Class 3 or 4 detonatable unstable (reactive) materials. 

Division 2. Occupancies with quantity of material in the building in 
excess of the exempt amounts listed in the Building Code (see UBC 
Table No. 9-A) which present a moderate explosion hazard or a haz- 
ard from accelerated burning, including but not limited to: 

(a) Class I organic peroxides. 

(b) Class 3 nondetonatable unstable (reactive) materials. 

(c) Pyrophoric gases. 

(d) Flammable or oxidizing gases. 

(e) Class I, П or Ш-А flammable or combustible liquids which are 
used in normally open containers or systems or in closed containers 
pressurized at more than 15—pounds-per-square-inch gage. 


EXCEPTION: Aerosols. 
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(f) Combustible dusts in suspension or capable of being put into 
suspension in the atmosphere of the room or area. 


EXCEPTIONS: 1. Rooms or areas used for woodworking where no more than 
three fixed in-place woodworking appliances are utilized may 
be classified as a Group B, Division 2 Occupancy, provided 
the appliances are equipped with dust collectors sufficient to 
remove dust generated by the appliances. 

2. Lumberyards and similar retail stores utilizing only power 
saws may be classified as Group B, Division 2 Occupancies. 


The building official may revoke the use of these exceptions for due 
cause. 

(g) Class 3 oxidizers. 

Division 3. Occupancies with quantity of material in the building in 
excess of the exempt amounts listed in the Building Code (see UBC 
Table No. 9-A) which present a high fire or physical hazard, including 
but not limited to: 

(a) Class II, Ш or IV organic peroxides. 

(b) Class 1 or 2 oxidizers. 

(c) Class I, II or III-A flammable liquids or combustible liquids 
which are utilized or stored in normally closed containers or systems 
and containers pressurized at 15-pounds-per-square-inch gage or less 
and aerosols. 

(d) Class Ш-В combustible liquids. 

(e) Pyrophoric liquids or solids. 

(f) Water reactives. 

(g) Flammable solids, including combustible fibers or dusts, except 
for dusts included in Division 2. 

(h) Flammable or oxidizing cryogenic fluids (other than inert). 

(i) Class 1 unstable (reactive) gas or Class 2 unstable (reactive) 
materials. 

Division 4. Repair garages not classified as a Group B, Division 1. 

Division 5. Aircraft repair hangars and heliports not classified as 
Group B, Division 3. 1 

Division 6. Semiconductor fabrication facilities and comparable re- 
search and development areas when the facilities in which hazardous 
production materials (HPM) are used and the aggregate quantity of 
materials are in excess of the exempt amounts listed in the Building 
Code (see UBC Table No. 9-А or 9-В). Such facilities and areas shall 
be designed and constructed in accordance with the Building Code. See 
UBC Section 911. 

Division 7. Occupancies having quantities of materials in excess of 
those listed in Table No. 9-В that are health hazards, including: 

(a) Corrosives. 

(b) Highly toxic materials. 

(c) Irritants. 


Group 1 Occupancies: 

Division 1.1. Nurseries for the full-time care of children under the 
age of six (each accommodating more than five persons). Hospitals, 
sanitariums, nursing homes with nonambulatory patients and similar 
buildings (each accommodating more than five persons). 

Division 1.2. Health-care centers for ambulatory patients receiving 
outpatient medical care which may render the patient incapable of un- 
assisted self-preservation. (Each tenant space accommodating more 
than five persons). 

Division 2. Nursing homes for ambulatory patients, homes for chil- 
dren six years of age or over (each accommodating more than five 
person). 

Division 3. Mental hospitals, mental sanitariums, jails, reformatories 
and buildings where personal liberties of inmates are similarly 
restrained. 


EXCEPTION: Group 1 Occupancies shall not include buildings used only for 
private residential purposes or for a family group. 


Group M Occupancies: 

Division 1. Private garages, sheds and agricultural buildings when 
not over 1,000 square feet in area. 

Division 2. Fences, tanks and towers. 


Group R Occupancies: 

Division 1. Hotels and apartments. Congregate residences (each ac- 
commodating more than 10 persons). 

Division 2. Not used. 

Division 3. Dwellings, family child day care homes and lodging 
houses. Congregate residences (each accommodating 10 persons or 
less). 


OIL-BURNING EQUIPMENT is an oil burner of any type to- 
gether with its tank, piping, wiring, controls and related devices. Oil- 
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burning equipment includes oil burners, oil-fired units and heating and 
cooking appliances but does not include equipment exempted by Sec- 
tion 61.101. 


OIL-FIRED UNIT is a heating appliance equipped with one or 
more oil burners and the necessary safety controls, electrical equip- 
ment and related equipment manufactured for assembly as a complete 
unit. Oil-fired unit does not include kerosene stoves or oil stoves. 


OPEN-AIR GRANDSTANDS and BLEACHERS are seating fa- 
cilities which are located so that the side toward which the audience 
faces is unroofed and without an enclosing wall. 


OPEN BURNING is the burning of a bonfire, rubbish fire or other 
fire in an outdoor location where fuel being burned is not contained in 
an incinerator, outdoor fireplace or barbecue pit. 


OPERATING LINE is a group of separated operating buildings of 
specific arrangement used in the assembly, modification, recondition- 
ing, renovation, maintenance, inspection, surveillance, testing or manu- 
facturing of explosives. 


ORGANIC COATING is a liquid mixture of binders, such as 
alkyd, nitrocellulose, acrylic or oil and flammable and combustible 
solvents such as hydrocarbon, ester, ketone or alcohol, which when 
spread in a thin film converts to a durable protective and decorative 
finish. 


ORGANIC PEROXIDE is an organic compound that contains the 
bivalent -0-0- structure and which may be considered to be a struc- 
tural derivative of hydrogen peroxide where one or both of the hydro- 
gen atoms have been replaced by an organic radical. Organic peroxides 
may present an explosion hazard (detonation or deflagration) or they 
may be shock sensitive. They may also decompose into various unsta- 
ble compounds over an extended period of time. 


OSHA is the Occupational Safety and Health Administration. 


OWNER includes persons having vested or contingent interest in 
the property in question and their duly authorized agents or attorneys, 
purchasers, devisees and fiduciaries. 


OXIDIZER is a chemical other than a blasting agent or explosive 
that initiates or promotes combustion in other materials, thereby caus- 
ing fire either of itself or through the release of oxygen or other gases. 


NEW SECTION 
WAC 51-24-10000 ARTICLE 10. FIRE PROTECTION. 


DIVISION II 
FIRE APPARATUS ACCESS ROADS 


NEW SECTION 


WAC 51-24-10201 SECTION 10.201. GENERAL. Fire appa- 
ratus access roads shall be provided and maintained in accordance with 
locally adopted street, road, and access standards. 


Delete Sections 10.202, 10.203, 10.204, 10.205, and 10.206 entirely. 


NEW SECTION 


WAC 51-24-10507 REQUIRED INSTALLATIONS OF AU- 
TOMATIC FIRE-EXTINGUISHING SYSTEMS. SECTION 
10.507. (a) General. An automatic fire-extinguishing system shall be 
installed in the occupancies and locations as set forth in this section. 

For provisions on special hazards and hazardous materials, see Sec- 
tions 10.501 and Articles 45, 48, 49 and 80. 

(b) All Occupancies except Group R, Division 3 and Group M. Ex- 
cept for Group R, Division 3 and Group M Occupancies, an automatic 
sprinkler system shall be installed: 

1. In every story or basement of all buildings when the floor area 
exceeds 1,500 square feet and there is not provided at least 20 square 
feet of opening entirely above the adjoining ground level in each 50 
lineal feet or fraction thereof of exterior wall in the story or basement 
on at least one side of the building. Openings shall have a minimum 
dimension of not less than 30 inches. Such openings shall be accessible 
to the fire department from the exterior and shall not be obstructed in 
a manner that firefighting or rescue cannot be accomplished from the 
exterior. 
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When openings in a story are provided on only one side and the op- 
posite wall of such story is more than 75 feet from such openings, the 
story shall be provided with an approved automatic sprinkler system, 
or openings as specified above shall be provided on at least two sides of 
an exterior wall of the story. 

If any portion of a basement is located more than 75 feet from 
openings required in this section, the basement shall be provided with 
an approved automatic sprinkler system. 

2. At the top of rubbish and linen chutes and in their terminal 
rooms. Chutes extending through three or more floors shall have addi- 
tional sprinkler heads installed within such chutes at alternate floors. 
Sprinkler heads shall be accessible for servicing. 

3. In rooms where nitrate film is stored or handled. 

4. In protected combustible fiber storage vaults as defined in this 
code. 

(c) Group A Occupancies. 1. Drinking establishments. An automatic 
sprinkler system shall be installed in rooms used by the occupants for 
the consumption of alcoholic beverages and unseparated accessory uses 
where the total area of such unseparated rooms and assembly uses ex- 
ceeds 5,000 square feet. For uses to be considered as separated, the 
separation shall not be less than as required for a one-hour occupancy 
separation. The area of other uses shall be included unless separated 
by at least a one-hour occupancy separation. 

2. Basements. An automatic sprinkler system shall be installed in 
basements classified as a Group A Occupancy when the basement is 
larger than 1,500 square feet in floor area. 

3. Exhibition and display rooms. An automatic sprinkler system 
shall be installed in Group A Occupancies which have more than 
12,000 square feet of floor area which can be used for exhibition or 
display purposes. 

4. Stairs. An automatic sprinkler system shall be installed in en- 
closed usable space below or over a stairway in Group A, Divisions 2, 
2.1, 3 and 4 Occupancies. 

5. Multitheater Complexes. Every building containing a multitheater 
complex. 

6. Amusement buildings. An automatic sprinkler system shall be in- 
stalled in all amusement buildings. The main water-flow switch shall 
be electrically supervised. The sprinkler main cutoff valve shall be su- 
pervised. When the amusement building is temporary, the sprinkler 
water-supply may be of an approved temporary type. 


EXCEPTION: An automatic sprinkler system need not be provided when the 
floor area of a temporary amusement building is less than 1,000 
square feet and the exit travel distance from any point is less 


than 50 feet. 


7. Other areas. An automatic sprinkler system shall be installed un- 
der the roof and gridiron, in the tie and fly galleries, and in all places 
behind the proscenium wall of stages; over and within permanent plat- 
forms in excess of 500 square feet in area; and in dressing rooms, 
workshops and storerooms accessory to such stages or permanent 
platforms. 


EXCEPTIONS: 1. Stages or platforms open to the auditorium room on three 
or more sides. 

2. Altars, pulpits or similar platforms and their accessory 
rooms. 

3. Stage gridirons when side-wall sprinklers with 135°F. rated 
heads with heat-baffle plates are installed around the entire 
perimeter of the stage except for the proscenium opening at 
points not more than 30 inches below the gridiron or more 
than 6 inches below the baffle plate. 

4. Under stage or under platform areas less than 4 feet in 
clear height used exclusively for chair or table storage and 
lined on the inside with materials approved for one-hour fire- 
resistive construction. 


(d) Group B, Division 2 Occupancies. An automatic sprinkler sys- 
tem shall be installed in retail sales rooms classified as Group B, Divi- 
sion 2 Occupancies where the floor area exceeds 12,000 square feet on 
any floor or 24,000 square feet on all floors or in Group B, Division 2 
retail sales occupancies more than three stories in height. The area of 
mezzanines shall be included in determining the areas where sprinklers 
are required. 

(e) Group E Occupancies. 1. Basements. An automatic sprinkler 
system shall be installed in basements classified as a Group E Occu- 
pancy when the basement is larger than 1,500 square feet in floor area. 

2. Stairs. An automatic sprinkler system shall be installed in en- 
closed usable space below or over a stairway in Group E Occupancies. 
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OPTION 


3. Division 1. An automatic fire-extinguishing system shall be in- 
stalled in all buildings classified as E-1 Occupancies. 


EXCEPTION: Portable school classrooms, provided: 
A. Aggregate area of clusters of portable school classrooms 
does not exceed 9,100 square feet; and 
B. Clusters of portable school classrooms shall be separated as 
required in Chapter 5. 


When not required by other provisions of this chapter, a fire-extin- 
guishing system installed in accordance with UBC Standard No. 38-1 
may be used for increases allowed in Chapter 5. Reductions in re- 
quired fire flow shall be in accordance with the Fire Code. 


(f) Group H Occupancies. 1. Divisions 1, 2, 3 and 7. An automatic 
fire-extinguishing system shall be installed in Group H, Divisions 1, 2, 
3 and 7 Occupancies. 

2. Division 4. An automatic fire-extinguishing system shall be in- 
stalled in Group H, Division 4 Occupancies having a floor area of more 
than 3,000 square feet. 

3. Division 6. An automatic fire-extinguishing system shall Бе in- 
stalled throughout buildings containing Group H, Division 6 Occupan- 
cies. The design of the sprinkler system shall not be less than that re- 
quired by the Building Code for the occupancy hazard classifications 
as follows: 


OCCUPANCY HAZARD 


LOCATION CLASSIFICATION 


Ordinary Hazard Group 3 
Ordinary Hazard Group 3 
Ordinary Hazard Group 3 
Extra Hazard Group 2 

Ordinary Hazard Group 3! 


Fabrication areas 

Service corridors 

Storage rooms without dispensing 
Storage rooms with dispensing 
Exit corridors 


1 When the design area of the sprinkler system consists of a corridor protected 


by one row of sprinklers, the maximum number of sprinklers that need to be 
calculated is 13. 


(g) Group | Occupancies. An automatic sprinkler system shall be 
installed in Group 1 Occupancies. 


EXCEPTION: In jails, prisons and reformatories, the piping system may be 
dry, provided a manually operated valve is installed at a con- 
tinuously monitored location. Opening of the valve will cause 
the piping system to be charged. Sprinkler heads in such sys- 
tems shall be equipped with fusible elements or the system shall 
be designed as required for deluge systems by the Building 
Code. See UBC Standard No. 38-1. 


(h) Group R, Division 1 Occupancies. An automatic sprinkler sys- 
tem shall be installed throughout apartment houses three or more stor- 
ies in height or containing 16 or more dwelling units, in congregate 
residences three or more stories in height and having an occupant load 
of 50 or more, and in hotels three or more stories in height or contain- 
ing 20 or more guest rooms. 

Residential or quick-response standard sprinkler heads shall be used 
in the dwelling units and guest room portions of the building. 


NEW SECTION 
WAC 51-24-25000 ARTICLE 25 PLACES OF ASSEMBLY. 


NEW SECTION 


WAC 51-24-25107 AISLES. SECTION 25.107. (a) General. 
Aisles leading to required exits shall be provided from all portions of 
buildings. Aisles located within an accessible route of travel shall also 
comply with the Building Code for accessibility. 

(b) Width in Occupancies without Fixed Seats. The width of aisles 
in occupancies without fixed seats shall comply with this section. Aisle 
widths shall be provided in accordance with the following: 

1. In areas serving employees only, the minimum aisle width may be 
24 inches but not less than the width required by the number of em- 
ployees served. 

2. In public areas of Group B, Division 2 Occupancies, and in as- 
sembly occupancies without fixed seats, the minimum clear aisle width 
shall be 36 inches where tables, counters, furnishings, merchandise or 
other similar obstructions are placed on one side of the aisle only and 
44 inches when such obstructions are placed on both sides of the aisle. 

(c) Width in Assembly Occupancies with Fixed Seats. Aisles in as- 
sembly occupancies with fixed seats shall comply with this section. The 
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clear width of aisles shall be based on the number of occupants within 
the portion of the seating areas served by the aisle. 

The clear width of an aisle in inches shall not be less than the occu- 
pant load served by the aisle multiplied by 0.3 for aisles with slopes 
greater than 1 vertical to 8 horizontal and not less than 0.2 for aisles 
with slopes of 1 vertical to 8 horizontal or less. In addition, when the 
rise of steps in aisles exceeds 7 inches, the aisle clear width shall be 
increased by 1 1/4 inches for each 100 occupants or fraction thereof 
served for each 1/4 inch of riser height above 7 inches. 

Where exiting is possible in two directions, the width of such aisles 
shall be uniform throughout their length. 

When aisles converge to form a single path of exit travel, the aisle 
width shall not be less than the combined required width of the 
converging aisle. 

In assembly rooms with fixed seats arranged in rows, the clear width 
of aisles shall not be less than set forth above and not less than the 
following: 

48 inches for stairs having seating on both sides. 

36 inches for stairs having seating on one side. 

23 inches between a stair handrail and seating when the aisles are 
subdivided by the handrail. 

42 inches for level or ramped aisles having seating on both sides. 

36 inches for level or ramped aisles having seating on one side. 

23 inches between a stair handrail and seating when an aisle does 
not serve more than five rows on one side. 

(d) Aisle Termination. Aisles shall terminate at a cross aisle, foyer, 
doorway or vomitory. Aisles shal! not have a dead end greater than 20 
feet in length. 


EXCEPTION: A longer dead-end aisle is permitted when seats served by the 
dead-end aisle are not more than 24 seats from another aisle 
measured along a row of seats having a minimum clear width 
of 12 inches plus 0.6 inch for each additional seat above seven 
in a row. 


Each end of a cross aisle shall terminate at an aisle, foyer, doorway 
or vomitory. 


OPTION 1 


(e) Ramp Slope. The slope of ramped aisles shall not be more than 1 
vertical in 8 horizontal. Ramped aisles shall have a slip-resistant 
surface. 


OPTION 2 


(e) Ramp Slope. The slope of ramped aisles shall not be more than 1 
vertical in 8 horizontal. Ramped aisles shall have a slip-resistant 
surface. 


EXCEPTION: When provided with fixed seating, theaters may have a slope 
not steeper than 1 vertical to 5 horizontal. 


OPTION 1 


(f) Aisle Steps. 1. When prohibited. Steps shall not be used in aisles 
having a slope of I vertical to 8 horizontal or less. 

2. When required. Aisles with a slope steeper than 1 vertical to 8 
horizontal shall consist of a series of risers and treads extending across 
the entire width of the aisle. 

The height of risers shall not be more than 7 inches and not less 
than 4 inches and the tread run shall not be less than 11 inches. The 
riser height shall be uniform within each flight and the tread run shall 
be uniform throughout the aisle. Variations in run or height between 
adjacent treads or risers shall not exceed 3/16 inch. A contrasting 
marking stripe or other approved marking shall be provided on each 
tread at the nosing or leading edge such that the location of each tread 
is readily apparent when viewed in descent. Such stripe shall be a 
minimum of I inch wide and a maximum of 2 inches wide. 


EXCEPTION: When the slope of aisle steps and the adjoining seating area is 
the same, the riser heights may be increased to a maximum of 
9 inches and may be nonuniform but only to the extent necessi- 
tated by changes in the slope of the adjoining seating area to 
maintain adequate sightlines. Variations may exceed 3/16 inch 
between adjacent risers provided the exact location or such 
variations is identified with a marking stripe on each tread at 
the nosing or leading edge adjacent to the nonuniform riser. 
The marking stripe shall be distinctively different from the 
contrasting marking stripe. 
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OPTION 2 


(f) Aisle Steps. 1. When prohibited. Steps shall not be used in aisles 
having a slope of 1 vertical to 8 horizontal or less. 

2. When required. Aisles with a slope steeper than 1 vertical to 8 
horizontal shall consist of a series of risers and treads extending across 
the entire width of the aisle, except as provided in subsection (e). 

The height of risers shall not be more than 7 inches and not less 
than 4 inches and the tread run shall not be less than 11 inches. The 
riser height shall be uniform within each flight and the tread run shall 
be uniform throughout the aisle. Variations in run or height between 
adjacent treads or risers shall not exceed 3/16 inch. A contrasting 
marking stripe or other approved marking shall be provided on each 
tread at the nosing or leading edge such that the location of each tread 
is readily apparent when viewed in descent. Such stripe shall be a 
minimum of 1 inch wide and a maximum of 2 inches wide. 


EXCEPTION: When the slope of aisle steps and the adjoining seating area is 
the same, the riser heights may be increased to a maximum of 
9 inches and may be nonuniform but only to the extent necessi- 
tated by changes in the slope of the adjoining seating area to 
maintain adequate sightlines. Variations may exceed 3/16 inch 
between adjacent risers provided the exact location or such 
variations is identified with a marking stripe on each tread at 
the nosing or leading edge adjacent to the nonuniform riser. 
The marking stripe shall be distinctively different from the 
contrasting marking stripe. 


(g) Handrails. Handrails shall comply with the height, size and 
shape dimensions set forth in the Building Code [See UBC Section 
3306(1)] and shall have rounded terminations or bends. Ramped aisles 
having a slope steeper than 1 vertical to 15 horizontal and aisle stairs 
(two or more adjacent steps) shall have handrails located either at the 
side or within the aisle width. Handrails may project into the required 
aisle width a distance of 3 1/2 inches. 


EXCEPTIONS: 1. Handrails may Бе omitted on ramped aisles having a slope 
not greater than 1 vertical in 8 horizontal when fixed seating 
is on both sides of the aisle. 

2. Handrails may be omitted when a guardrail is at the side of 
an aisle which conforms to the size and shape requirements 
for handrails. 


Handrails located within the aisle width shall be discontinuous with 
gaps or breaks at intervals not to exceed five rows. These gaps or 
breaks shall have a clear width of not less than 22 inches and not more 
than 36 inches measured horizontally. Such handrails shall have an 
additional intermediate handrail located 12 inches below the main 
handrail. 


NEW SECTION 


WAC 51-24-45000 ARTICLE 45. APPLICATION OF FLAM- 
MABLE FINISHES. 


NEW SECTION 


WAC 51-24-45211 DRYING APPARATUS. SECTION 
45.211. (a) General. Drying apparatus shall be in accordance with this 
section and Article 62. 

(b) Spray Booths and Spraying Rooms. 1. General. Spray booths 
and spraying rooms shall not be alternately used for the purpose of 
drying by arrangements which could cause a material increase in the 
surface temperature of the spray booth or spraying room unless such 
spray booths or spraying rooms are used for automobile refinishing in 
accordance with Section 45.211(b) 2. 

2. Automobile refinishing. A. General. Spray booths and spraying 
rooms which are used for automobile refinishing with drying conducted 
therein using drying apparatus shall be in accordance with this 
subsection. 

B. Drying apparatus. Drying apparatus used in spraying rooms shall 
be of the portable infrared typc. 

Drying apparatus used in spray booths shall be of the portable in- 
frared type, or if other types of drying apparatus arc used, the spray 
booth, including drying apparatus, shall be listed and approved for use 
with flammable vapors and combustible residues and shall be provided 
with explosion control. 
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OPTION 1 


C. Spraying procedure. The spraying procedure shall use low-vol- 
ume spray application. 


OPTION 2 


C. Spraying procedure. The procedure shall be restricted to low— 
volume, occasional spray application. 


D. Housekeeping. The interior of the spray booth or spraying room 
shall be kept free of overspray deposits. 

E. Interlocks. The spraying apparatus, drying apparatus and venti- 
lating system for the spray booth or spraying room shall be equipped 
with suitable interlocks arranged to: 

(i) Prevent operation of spraying apparatus while drying operations 
are in progress, 

(ii) Purge spray vapors from the spray booth or spraying room for a 
period of not less than three minutes before drying apparatus can be 
operated. 

(iii) Have the ventilating system maintain a safe atmosphere within 
the spray booth or spraying room during the drying process and auto- 
matically shut off drying apparatus in the event of a failure of the 
ventilating system, and 

(iv) Automatically shut off the drying apparatus if the air tempera- 
ture exceeds 125? F. when other than portable infrared drying appara- 
tus is used. 

F. Portable infrared apparatus. When portable infrared drying ap- 
paratus is used, electrical wiring and portable infrared drying equip- 
ment shall comply with this article and the Electrical Code. Electrical 
equipment located within 18 inches of floor level shall be approved for 
Class I, Division 2 hazardous locations. Metallic parts of drying appa- 
ratus shall be properly electrically bonded and grounded. 

During spraying operations, portable drying apparatus and electrical 
connections and wiring thereto shall not be located within spray 
booths, spraying rooms or other areas where spray residue could be 
deposited thereon. 

(c) Spraying areas. Drying or baking units using a heating system 
having open flames or which could produce sparks shall not be in- 
stalled in a spraying area. 

When such units are installed adjacent to a spraying area, they shall 
be equipped with an interlocked ventilating system arranged to: 

1. Thoroughly ventilate the drying space before the heating system 
can be started, 

2. Maintain a safe atmosphere at any source of ignition, and 

3. Automatically shut down the heating system in the event of a 
failure of the ventilating system. 


NEW SECTION 


WAC 51-24-79000 ARTICLE 79. 
COMBUSTIBLE LIQUIDS. 


FLAMMABLE AND 


NEW SECTION 


WAC 51-24-79601 GENERAL. SECTION 79.601. (a) Loca- 
tion. Flammable and combustible liquid storage tanks located under- 
ground, outside of or under buildings, shall be in accordance with this 
section. Tanks shall be located with respect to existing foundations and 
supports such that the loads carried by the latter cannot be transmitted 
to the tank. The distance from any part of a tank storing liquids to the 
nearest wall of a basement, pit, cellar or property linc shall not be less 
than 3 feet. А minimum distance of 1 foot, shell to shell, shall be 
maintained between underground tanks. 

(b) Depth and Cover. Excavation for underground storage tanks 
shall be made with duc care to avoid undermining of foundations of 
existing structures. Underground tanks shall be set on firm foundations 
and surrounded with at least 6 inches of noncorrosive inert material 
such as clean sand or gravel well-tamped in place or in accordance 
with the manufacturer's installation instructions. Tanks shall be cov- 
ered with a minimum of 2 feet of earth or shall be covered by not less 
than 1 foot of earth, on top of which shall be placed a slab of rein- 
forced concrete not less than 4 inches thick. When underground tanks 
are or are likely to be subjected to traffic, they shall be protected 
against damage from vehicles passing over them by at least 3 feet of 
earth cover, or 18 inches of well-tamped earth plus 6 inches of rein- 
forced concrete, or 8 inches of asphaltic concrete. When asphaltic or 
reinforced concrete paving is used as part of the protection, it shall ex- 
tend at least | foot horizontally beyond the outline of the tank in all 
directions. 
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For tanks built in accordance with Section 79.106, the burial depth 
and the height of the vent line shall be such that the static head im- 
posed at the bottom of the tank will not exceed 10 psig if the fill or 
vent pipe is filled with liquid. 

If the depth of cover exceeds 7 feet or the manufacturer's specifica- 
tions, reinforcements shall be provided in accordance with the tank 
manufacturer's recommendations. 

Nonmetallic underground tanks shall be installed in accordance with 
manufacturer's instructions. The minimum depth of cover shall be as 
specified in this subsection. 

(c) Locations Subject to Flooding. Where a tank could become 
buoyant due to a rise in the level of the water table or due to location 
in an area that is subject to flooding, the tank shall be anchored in 
place. See Appendix ІІ-В or manufacturer's installation instructions. 

(d) Leaking Tanks. Leaking tanks shall be handled in accordance 
with WAC 173-360-325. 

(e) Used Tanks. Reinstallation of used tanks is allowed when such 
tanks comply with the requirements of Sections 79.106 and 79.603. 
See Section 2.304(b). 

(f) Tank Lining. Steel tanks are allowed to be lined only for the 
purpose of protecting the interior from corrosion or providing compati- 
bility with a material to be stored. Only those liquids tested for com- 
patibility with the lining material are allowed to be stored in lined 
tanks. Lining of leaking underground storage tanks shall be done in 
accordance with the provisions of WAC 173-360-325. 

Tank opening, cleaning, preparation, inspection, lining, closing and 
testing shall be in accordance with UFC Standard No. 79-6. 

For permits to alter a tank, see Section 4.108. 

Interior-lined underground tanks shall be protected from corrosion 
in accordance with Section 79.603. 


NEW SECTION 


WAC 51-24-79603 CORROSION PROTECTION. SECTION 
79.603. Underground tanks and piping shall be properly designed, in- 
stalled and maintained, and protected from corrosion by either of the 
following methods: 

(a) Through the use of cathodic protection systems in accordance 
with recognized standards of design. See Section 2.304(b), WAC 173- 
360—320, or 

(b) Through the use of approved corrosion-resistant materials of 
construction such as special alloys; nonmetallic, reinforced plastic 
coatings; composites; or equivalent systems. 

If conditions, based on adequate proof, warrant the deletion of the 
corrosion-protection requirements, the chief may waive the corrosion— 
protection requirements. 

New underground steel tanks and piping shall be tested by the 
structure-to-soil-potential method after the system is in operation. 
The tank manufacturer shall provide a structure lead and a test sta- 
tion. The criteria for adequate corrosion protection shall be in accord- 
ance with recognized standards. Testing shall be done at installation 
and not less than once every five years thereafter by qualified persons 
approved by the chief. 


EXCEPTION: Approved and listed composite fiberglass-reinforced plastic 
tanks. 


NEW SECTION 


WAC 51-24-80000 ARTICLE 80. HAZARDOUS МАТЕКІ- 
ALS. 


NEW SECTION 


WAC 51-24-80101 SCOPE. SECTION 80.101. (a) General. 
Prevention, control and mitigation of physical hazards and health haz- 
ards related to storage, dispensing, use and handling of hazardous ma- 
terials and information needed by emergency response personnel shall 
be in accordance with this article. 


EXCEPTIONS: 1. Off-site hazardous materials transportation in accordance 
DOT requirements. 
2. The quantities of alcoholic beverages, medicines, foodstuffs 
and cosmetics, containing not more than 50 percent by volume 
of water-miscible liquids and with the remainder of the solu- 
tions not being flammable, in retail sales occupancies are un- 
limited when packaged in individual containers not exceeding 
4 liters. 
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(b) Material Classification. Hazardous materials are those chemicals 
or substances defined as such in Article 9. See Appendix VI-A for the 
classification of hazard categories and hazard evaluations. 


EXCEPTION: For the purpose of this article, carcinogens, irritants and sensi- 
tizers do not include commonly used building materials and 
consumer products which are not otherwise regulated by this 
code. 


The classification system referenced in Division II shall apply to all 
hazardous materials, including those materials regulated elsewhere in 
this code. 

(c) Application. Division I shall apply to all hazardous materials, 
including those materials regulated elsewhere in this code, except that 
when specific requirements are provided in other articles, those specific 
requirements shall apply. 

When a material has multiple hazards, all hazards shall be 
addressed. 

The provisions of this article are waived when such provisions are 
preempted by other codes, statutes or ordinances. The details of any 
action granting any such waiver shall be recorded and entered in the 
files of the code enforcement agency. 

(d) Existing Buildings. For existing buildings, see Section 1.103(b). 

(e) Retail Sales and Display. For retail display of nonflammable 
solid and nonflammable or noncombustible liquid hazardous materials 
in Group B, Division 2 retail sales occupancies, see Section 80.112. 

(f) Notwithstanding any other language to the contrary, Article 80 
is adopted in the State of Washington for the purpose to provide re- 
quirements for the prevention, control and mitigation of physical haz- 
ards and health hazards only. 


NEW SECTION 


WAC 51-24-80103 PERMITS. SECTION 80.103. (a) General. 
Where required by the chief: 

1. Permits are required to store, dispense, use or handle hazardous 
material in excess of quantities specified in Section 4.108. 

2. A permit is required when a material is classified as having more 
than one hazard category if the quantity limits are exceeded in any 
category. 

3. Permits are required to install, repair, abandon, remove, place 
temporarily out of service, close or substantially modify a storage fa- 
cility or other area regulated by this article. See also Sections 80.110 
and 80.111. 


EXCEPTIONS: 1. Routine maintenance. 
2. For emergency repair work performed on an emergency 
basis, application for permit shall be made within two working 
days of commencement of work. 


Permittee shall apply for approval to close storage, use or handling 
facilities at least 30 days prior to the termination of the storage, use or 
handling of hazardous materials. Such application shall include any 
change or alteration of the facility closure plan filed pursuant to Sec- 
tion 80.110. This 30—day period may be waived by the chief if there 
are special circumstances requiring such waiver. 


OPTION I 


(b) Hazardous Materials Management Plan. When required by the 
chief, each application for a permit shall include a Hazardous Materi- 
als Management Plan (HMMP). See Appendix II-E. 


OPTION 2 


(b) Hazardous Materials Management Plan. When required by the 
Chief, each application for a permit pursuant to this article shall in- 
clude a Hazardous Materials Management Plan (HMMP) in accord- 
ance with Appendix II—E. 


EXCEPTION: Compliance with requirements of 40 CFR "Hazardous Chemi- 
cal Reporting and Community Right-To-Know Regulations" 
under Title ІП of the Superfund Amendments and Reauthori- 
zation Act of 1986 (SARA) will satisfy the requirement of this 
subsection. 


OPTION 1 


(c) Hazardous Materials Inventory Statement. When required by 
the chief, each application for a permit shall include a Hazardous Ma- 
terials Inventory Statement (HMIS). See Appendix 11-Е. 
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OPTION 2 


(c) Hazardous Materials Inventory Statement. When required by 
the chief, each application for a permit pursuant to this article shall 
include a Hazardous Materials Inventory Statement (HMIS) in ac- 
cordance with Appendix П-Е. 


EXCEPTION: Compliance with requirements of 40 CFR "Hazardous Chemi- 
cal Reporting and Community Right-To-Know Regulations" 
under Title III of the Superfund Amendments and Reauthori- 
zation Act of 1986 (SARA) will satisfy the requirement of this 
subsection. 


NEW SECTION 


WAC 51224-80108 CONSTRUCTION REQUIREMENTS. 
SECTION 80.108. (a) General. Buildings or portions thereof, in which 
hazardous materials are stored, handled or used shall be constructed in 
accordance with the Building Code, as specified in U.B.C. Chapter 9. 

(b) Control Areas. 1. Boundaries. Boundaries of a control area shall 
be formed by one or more of the following: 

А. An occupancy separation with a minimum one-hour fire—resistive 
rating, or 

B. The exterior wall, roof or foundation of the building. 

2. Number. The number of control areas in buildings or portions of 
buildings used for retail sales shall not exceed two. The number of 
control areas in buildings used for other than retail sales shall not ex- 
ceed four. 


NEW SECTION 


WAC 51-24-80109 PERSONNEL TRAINING AND WRIT- 
TEN PROCEDURES. SECTION 80.109. Persons responsible for 
the operation of areas in which hazardous materials are stored, dis- 
pensed, handled or used shall be familiar with the chemical nature of 
the materials and the appropriate mitigating actions necessary in the 
event of fire, leak or spill. 

Responsible persons shall be designated and trained to be liaison 
personnel for the fire department. These persons shall aid the fire de- 
partment in preplanning emergency responses and identification of the 
locations where hazardous materials are located and shall have access 
to Material Safety Data Sheets and be knowledgeable in the site 
emergency response procedures. 


OPTIONAL 


EXCEPTION: Compliance with requirements of 40 CFR "Hazardous Chemi- 
cal Reporting and Community Right-To-Know Regulations" 
under Title III of the Superfund Amendments and Reauthori- 
zation Act of 1986 (SARA) will satisfy the requirements of this 
section. 


NEW SECTION 
WAC 51-24-80110 SECTION 80.110. 
OPTION 1 


Facility Closure Plan. Section 80.110. The permit holder or applicant 
shall submit a plan to the fire department to terminate storage, dis- 
pensing, handling or use of hazardous materials at least 30 days prior 
to facility closure. The plan shall demonstrate that hazardous materi- 
als which were stored, dispensed, handled or used in the facility have 
been transported, disposed of or reused in a manner that eliminates the 
need for further maintenance and any threat to public health and 
safety. Such plan shall be submitted in accordance with Section 
80.103. 


OPTION 2 


Facility Closure or Placement Out of Service Notification. Section 
80.110. The permit holder or applicant shall notify the fire department 
of its intent to terminate storage, dispensing, handling or use of haz- 
ardous materials at least 30 days prior to facility closure or placing fa- 
cility out of service. 
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NEW SECTION 
WAC 51-24-80111 SECTION 80.111. 
OPTION I 


Out-of-Service Facilities. Section 80.111. Facilities placed out of ser- 
vice shall be in accordance with this section. 

(a) Temporarily Out-of-Service Facilities. Facilities which are tem- 
porarily out of service shall continue to be permitted, monitored and 
inspected. 

(b) Permanently Out-of-Service Facilities. Facilities for which a 
permit is not kept current or is not monitored and inspected on a reg- 
ular basis shall be deemed to be permanently out of service and shall 
be closed in accordance with Section 80.110. 

See also Section 80.103. 


OPTION 2 


Delete Section 80.111 Out-of-Service Facilities entirely. 


NEW SECTION 


WAC 51-24-80113 SECTION 80.113. Notwithstanding Section 
1.103(b) conditions in existence at the time of the adoption of this ar- 
ticle may continue if such condition was legal at the time of the adop- 
tion of this code, provided such condition is not dangerous to life or 
does not present a distinct and substantial hazard to property. 


NEW SECTION 
WAC 51-24-80114 SECTION 80.114. 
OPTIONAL 


Section 80.114. The intent of this article is to promote compliance with 
nationally recognized standards, including those identified in Appendix 
V—A and any guidance or directives from nationally recognized stan- 
dards development organizations. Compliance with such standards 
shall be considered by the chief in judging compliance with the intent 
of this article. 
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NEW SECTION 
WAC 51-24-80120 TABLE NO. 80.112-А 


TABLE NO. 80.112-A 
DENSITY FACTORS FOR EXEMPT AMOUNTS IN RETAIL SALES 


HAZARD CATEGORIES CLASS DENSITY FACTOR (p) 
Physical Hazards: B 
Oxidizers; unstable (reactive) materials; 
water-reactive materials Class 4 N.P. 
Class 3 0.075 
Class 2 0.006 
Class 1 0.003 


Health Hazards: 
Highly toxic solids and liquids; corrosives; 
„other health hazard solids, liquids and gases ALL 0.0013 


МР = Not permitted 


1 Hazard categories are as specified in Division II. Density factors shall not apply to categories other 
than those listed. . 
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NEW SECTION 


WAC 51-24-8020 HAZARD CATEGORIES. SECTION 
80.202. (a) Physical Hazards. The materials listed in this subsection 
are classified as physical hazards. A material with a primary classifi- 
cation as a physical hazard can also present a health hazard. 

1. Explosives and blasting agents, regulated elsewhere in this code. 

2. Compressed gases, regulated in this article and elsewhere in this 
code. 

3. Flammable and combustible liquids regulated elsewhere in this 
code. 

4. Flammable solids. 

5. Organic peroxides. 

6. Oxidizers. 

7. Pyrophoric materials. 

8. Unstable (reactive) materials. 

9. Water-reactive solids and liquids. 

10. Cryogenic fluids, regulated under this article and elsewhere in 
this code. 

(b) Health Hazards. The materials listed in this subsection are clas- 
sified as health hazards. A material with a primary classification as a 
health hazard can also present a physical hazard. 

1. Highly toxic or toxic materials, including highly toxic or toxic 
compressed gases. 

2. Radioactive materials. 

3. Corrosives. 


NEW SECTION 


WAC 51-24-80301 GENERAL. SECTION 80.301. (a) Ap- 
plicability. 1. General. Application of this division shall be in accord- 
ance with this subsection. 

2. Quantities exceeding exempt amounts. Storage of hazardous ma- 
terials, in containers, cylinders and tanks, in excess of the exempt 
amounts specified in Sections 80.302 through 80.314 shall be in ac- 
cordance with this division. 

3. Quantities not exceeding exempt amounts. A. General. Storage of 
hazardous materials, in containers, cylinders and tanks, not exceeding 
the exempt amounts specified in Sections 80.302 through 80.314 is not 
required to be in accordance with this division except as provided in 
this subsection. 

B. Storage conditions. Storage conditions for liquid and solid oxidiz- 
ers, organic peroxides, and unstable (reactive) and water-reactive ma- 
terials shall be as set forth in Sections 80.306(a)2, 80.307(a)2, 
80.309(a)2 and 80.310(a)2. 

C. Contamination prevention. Contamination prevention for organic 
peroxides shall be as set forth in Section 80.307(a)2. 

D. Separation. Separation of incompatible hazardous materials shall 
be in accordance with Section 80.301 (n). 

4. Materials regulated by other articles. Hazardous materials regu- 
lated by other articles are not required to be in accordance with this 
division unless specifically indicated in this division. 

(b) Containers and Tanks. 1. Design and construction. Containers 
and tanks shall be designed and constructed in accordance with na- 
tionally recognized standards. See Section 2.304(b). 

2. Tanks out-of-service for 90 days. Stationary tanks not used for a 
period of 90 days shall be properly safeguarded or removed in a man- 
ner approved by the chief. Such tanks shall have the fill line, gauge 
opening and pump connection secured against tampering. Vent lines 
shall be properly maintained. 

Tanks which are to be placed back in service shall be tested in a 
manner approved by the chief. 

3. Defective containers and tanks. Defective containers and tanks 
shall be removed from service, repaired, or disposed of in accordance 
with nationally recognized standards of good practice such as the 
American Petroleum Institute (API) or American Society of Mechan- 
ical Engineers (ASME). See Section 2.304(b). 

4. Empty containers and tanks. Empty containers and tanks previ- 
ously used for the storage of hazardous materials shall be free from 
residual material and vapor as defined by DOT, the Resource Conser- 
vation and Recovery Act (RCRA) or other regulating authority or 
maintained as specified for the storage of the hazardous material. 

5. Underground tanks. Underground tanks not otherwise excepted 
by this section used for the storage of hazardous materials shall be lo- 
cated and protected in accordance with Sections 79.601 and 79.603 of 
this code. Secondary containment shall be provided for all new instal- 
lations of underground tanks. 
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EXCEPTION: Underground storage tanks regulated by 40 CFR 280 or state 
law. 


6. Aboveground tanks. Aboveground stationary tanks used for the 
storage of hazardous materials shall be located and protected in ac- 
cordance with the provisions for exterior storage of the particular ma- 
terial involved and shall be marked as required by Section 80.301 (d). 

(c) Piping, Valves and Fittings. Piping, valves, fittings and related 
components appurtenant to or intended for the storage of hazardous 
materials shall be designed and fabricated from materials compatible 
with the material to be contained and shall be of adequate strength 
and durability to withstand the pressure, structural and seismic stress, 
and exposure to which they could be subjected. 

(d) Signage. In addition to the hazard identification signs required 
by Section 80.107, stationary aboveground tanks shall be placarded 
with hazard identification signs as specified in U.F.C. Standard No. 
79—3 for the specific material contained. 

Signs prohibiting smoking shall be provided in storage areas and 
within 25 feet of outdoor storage areas. 

Signs shall not be obscured or removed. 

Signs shall be in English as a primary language or in symbols al- 
lowed by this code. 

Signs shall be durable. The size, color and lettering shall be in ac- 
cordance with nationally recognized standards. 

(e) Security. The storage of hazardous materials shall be protected 
against tampering or trespassers by fencing or other control measures. 

(f) Ignition Sources. Smoking, use of open flames or high-tempera- 
ture devices in a manner which creates a hazardous condition shall not 
be permitted. 


EXCEPTION: Energy-consuming equipment listed for use with the hazardous 
material stored. 


(g) Protection from Light. Materials which are sensitive to light 
shall be stored in containers designed to protect them from such 
exposure. 

(h) Shock Padding. Materials which are shock sensitive shall be 
padded, suspended ог otherwise protected against accidental 
dislodgement and dislodgement during seismic activity. For seismic re- 
quirements and the seismic zone in which the material is located, sec 
the Building Code. 

(i) Shelf Storage. Shelving shall be of substantial construction, ade- 
quately braced and anchored. For seismic requirements and the seismic 
zone in which the material is located, see the Building Code. 

Shelves shall be provided with a lip or guard when used for the 
storage of individual containers. 


EXCEPTION: Storage in hazardous materials storage cabinets or laboratory 
furniture specifically designed for such use. 
Shelf storage of hazardous materials shall be maintained in an 
orderly manner. 


(j) Maximum Quantity on Site. The storage of hazardous materials 
shall be in accordance with the local zoning ordinance. 


OPTION I 


(k) Storage Plan. A storage plan shall be provided for all storage 
facilities. The plan shall indicate the intended storage arrangement, 
including the location and dimensions of aisles. 


OPTION 2 


(К) Storage Plan. A storage plan shall be provided for all storage 
facilities. The plan shall indicate the intended storage arrangement, 
including the location and dimensions of aisles. Compliance with re- 
quirements of 40 CFR "Hazardous Chemical Reporting and Commu- 
nity Right-To-Know Regulations" under Title HI of the Superfund 
Amendments and Reauthorization Act of 1986 (SARA) will satisfy 
the requirements of this subsection. 


(1) Spill Control, Drainage Control and Secondary Containment. 1. 
General. Unless exempted or otherwise provided for in Sections 80.302 
through 80.314, rooms, buildings or areas used for the storage of solid 
and liquid hazardous materials shall be provided with a means to con- 
trol spillage and to contain or drain off spillage and fire-protection 
water discharged in the storage area in accordance with this 
subsection. 

2. Spill control. Floors shall be recessed a minimum of 4 inches or 
shall be provided with liquid-tight raised sill to a minimum height of 4 
inches so as to prevent the flow of liquid to adjoining areas. When liq- 
uid-tight sills are provided, they are not required at door openings 
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which are provided with an open-grate trench which connects to the 
room drainage system. 

‚3. Drainage control. A. General. The room, building or area shall be 
provided with a drainage system to direct the flow of liquids to an ap- 
proved location, or, when required in Sections 80.302 through 80.314, 
the room, building or area shall be designed to provide secondary con- 
tainment for the hazardous materials and fire-protection water. 

B. Slope. A slope to drain not less than | percent shall be provided. 

C. Capacity for fire-extinguishing water. Drains from the area shall 
be sized to carry the automatic fire-extinguishing system design flow 
rate over the system design area. 

D. Materials. Materials of construction for the drainage system shall 
be compatible with the stored materials. 

E. Incompatible materials. Incompatible materials shall be separated 
from each other in drain systems. They may be combined when they 
have been rendered acceptable by an approved means for discharge 
into the public sewer. 

F. Termination. Flow from the drainage system shall be directed to 
an approved location. 

Drainage of spillage and fire-protection water may be directed to a 
neutralizer or treatment system which complies with the following: 

(i) The system shall be designed to handle the maximum worst case 
spill from the single largest container plus the volume of fire-protec- 
tion water from the system over the minimum design area for a period 
of 20 minutes, and 

(ii) The system shall be designed to overflow from the neutralizer or 
treatment system so that liquid leakage and fire-protection water is 
directed to a safe location away from the building, valves, means of 
egress, adjoining property and fire department access roadways. 

4. Secondary containment. When required in Sections 80.302 
through 80.314, drains shall be directed to a containment system or 
other location designed as secondary containment for the hazardous 
materials liquids and fire-protection water, or the building, room or 
area shall be designed to provide secondary containment of hazardous 
material liquids and fire-protection water through the use of recessed 
floors or liquid-tight raised sills. 


EXCEPTION: The provisions of this subsection may be waived when the chief 
has determined that such enforcement is preempted by other 
codes, statutes or ordinances. See Section 80.101. 


Secondary containment shall be designed to retain the spill from the 
largest single container plus the design flow rate of the automatic fire— 
extinguishing system for the area of the room or area in which the 
storage is located or the system design area, whichever is smaller. The 
containment capacity shall be capable of containing the flow for a pe- 
riod of 20 minutes. 

Overflow from the secondary containment system shall be provided 
to direct liquid leakage and fire-protection water to a safe location 
away from the building, valves, means of egress, fire access roadway, 
adjoining property or storm drains. 

If the storage area is open to rainfall, the secondary containment 
shall be designed to accommodate the volume of a 24-hour rainfall as 
determined by a 25-уеаг storm. When curbs аге used, provisions shall 
be made for draining accumulations of groundwater or rainwater. 

When secondary containment is required, a monitoring method ca- 
pable of detecting hazardous material leakage from the primary con- 
tainment into the secondary containment shall be provided. Visual in- 
spection of the primary containment is the preferred method; however, 
other means of monitoring is approved by the chief. Where secondary 
containment is subject to the intrusion of water, a monitoring method 
for such water shall be provided. When monitoring devices are provid- 
ed, they shall be connected to distinct visual or audible alarms. 

(m) Ventilation. Unless exempted or otherwise provided for in Sec- 
tions 80.302 through 80.314, indoor storage areas and storage build- 
ings shall be provided with mechanical exhaust ventilation. Threshold 
Limit Values (TLV) as established by the American Conference of 
Governmental and Industrial Hygienists (ACGIH), OSHA or 
Washington Industrial Safety and Health Act — Chapter 296-62 
WAC will be utilized for establishing minimum standards where ven- 
tilation is required. 


EXCEPTION: Where natural ventilation can be shown to be acceptable for 
the materials as stored. 


Exhaust ventilation systems shall comply with the following: 
1. Installation shall be in accordance with the provisions of the Me- 
chanical Code. 
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2. Mechanical ventilation shall be at a rate of not less than 1 cubic 
foot per minute per square foot of floor area over the storage area. 

3. Systems shall operate continuously. Alternate designs may be ap- 
proved by the chief. 

4. A manual shutoff control shall be provided outside the room ad- 
jacent to the access door into the room or in a location approved by the 
chief. The switch shall be of the break-glass type and shall be labeled 
"Ventilation System Emergency Shutoff." 

5. Exhaust ventilation shall be arranged to consider the density of 
the potential fumes or vapors released. For fumes or vapors that are 
heavier than air, exhaust shall be taken from a point within 12 inches 
of the floor. 

6. The location of both the exhaust and inlet air openings shall be 
arranged to provide air movement across all portions of the floor or 
room to prevent the accumulation of vapors. 

7. Exhaust ventilation shall not be recirculated within the room or 
building if the materials stored are capable of emitting hazardous 
vapors. 


(n) Separation of Incompatible Hazardous Materials. Storage of in- 
compatible hazardous materials shall be separated. 


EXCEPTION: Containers of solids or liquids having a capacity of less than 5 
pounds or 1/2 gallon when stored in quantities not exceeding 
exempt amounts. 


Separation shall be accomplished by: 

l. Segregating incompatible hazardous materials storage by a dis- 
tance of not less than 20 feet, 

2. Isolating incompatible hazardous materials storage by а noncom- 
bustible partition extending not less than 18 inches above and to the 
sides of the stored material, or 

3. Storing in hazardous materials storage cabinets or gas cabinets. 
Materials which are incompatible shall not be stored within the same 
cabinet. 

(o) Hazardous Materials Storage Cabinets. 1. General. When stor- 
age cabinets are used to comply with this article, such cabinets shall be 
in accordance with this subsection. 


EXCEPTION: Compressed gases shall be stored in cabinets designed in ac- 
cordance with Section 80.303. 


Cabinets shall be conspicuously labeled in red letters on contrasting 
background "Hazardous—Keep Fire Away." 

2. Construction. The interior of cabinets shall be treated, coated or 
constructed of materials that are nonreactive with the hazardous ma- 
terial stored. Such treatment, coating or construction shall include the 
entire interior of the cabinet. Cabinets shall either be listed as suitable 
for the intended storage or constructed in accordance with the 
following: 

A. Cabinets shall be of steel having a thickness of not less than 
0.044 inch (18 gage). The cabinet, including the door, shall be double 
walled with 1 1/2-inch airspace between the walls. Joints shall be 
riveted or welded and shall be tight-fitting. Doors shall be well fitted, 
self-closing and equipped with a self-latching device. 

B. The bottoms of cabinets utilized for the storage of liquids shall be 
liquid-tight to a minimum height of 2 inches. 

For requirements regarding electrical equipment and devices within 
cabinets used for the storage of hazardous gases or liquids, see the 
Electrical Code. 

(p) Fire-extinguishing Systems. Unless exempted or otherwise pro- 
vided for in Sections 80.302 through 80.314, indoor storage areas and 
storage buildings shall be protected by an automatic sprinkler system. 
The design of the sprinkler system shall not be less than that required 
by the Building Code for Ordinary Hazard Group 3 with a minimum 
design area of 3,000 square feet. See UBC Standard No. 38-1. Where 
the materials or storage arrangement require a higher level of sprinkler 
system protection in accordance with nationally recognized standards, 
the higher level of sprinkler system protection shall be provided. 


EXCEPTION: Approved alternate automatic fire-extinguishing systems are 
allowed. 


(q) Explosion Control. Unless exempted or otherwise provided for in 
Sections 80.302 through 80.314, indoor storage areas and storage 
buildings shall be provided with explosion control in accordance with 
the Building Code. 

(r) Electrical Wiring and Equipment. Electrical wiring and equip- 
ment shall be installed in accordance with the Washington State Elec- 
trical Code Chapter 296-46 WAC. 


| 296 | 


Washington State Register, Issue 91-16 


(s) Standby Power. When mechanical ventilation, treatment sys- 
tems, temperature control, alarm, detection or other electrically oper- 
ated systems are required, such systems shall be connected to a sec- 
ondary source of power to automatically supply electrical power in the 
event of loss of power from the primary source. See the Washington 
State Electrical Code Chapter 296-46 WAC. 

(t) Limit Controls. 1. General. Unless exempted or otherwise pro- 
vided for in Sections 80.302 through 80.314, limit controls shall be 
provided in accordance with this subsection. 

2. Liquid-level limit control. Atmospheric tanks with a capacity ex- 
ceeding 500 gallons used for the storage of hazardous materials liquids 
shall be equipped with a liquid-level limit control to prevent overfilling 
of the tank. 


EXCEPTION: Tanks monitored by a system which will limit net contents by 
weight. 


3. Temperature control. Materials which must be stored at tempera- 
tures other than normal ambient temperatures to prevent a hazardous 
reaction shall be stored in an area provided with a means to maintain 
the temperature within a safe range. Redundant temperature control 
equipment which will operate upon failure of the primary temperature 
control system shall be provided. Alternate means which prevent a 
hazardous reaction are allowed. 

4. Pressure control. Stationary tanks used for the storage of hazard- 
ous materials liquids which can generate pressures exceeding the tank 
design limits due to exposure fires or internal reaction shall have some 
form of construction or device that will relieve excessive internal pres- 
sure. Such relief devices shall vent to an approved location or to an 
exhaust scrubber or treatment system when specified in Sections 
80.302 through 80.314. 

(u) Emergency Alarm. An approved emergency alarm system shall 
be provided in buildings, rooms or areas used for the storage of haz- 
ardous materials. Emergency alarm signal devices shall be installed 
outside of each interior exit door of storage buildings, rooms or areas. 
Activation of the emergency alarm-initiating device shall sound a local 
alarm to alert occupants of an emergency situation involving hazard- 
ous materials. 

(v) Supervision. When emergency alarm, detection or automatic 
fire-extinguishing systems are required in Sections 80.302 through 
80.314, such systems shall be supervised by an approved central, pro- 
prietary or remote station service or shall initiate an audible and visual 
signal at a constantly attended on-site location. 

(w) Protection from Vehicles. Guard posts or other means shall be 
provided to protect exterior storage tanks from vehicular damage. 
When guard posts are installed, the posts shall be: 

1. Constructed of steel not less than 4 inches in diameter and con- 
crete filled, 

2. Spaced not more than 4 feet between posts on center, 

3. Set not less than 3 feet deep in a concrete footing of not less than 
а 15-inch diameter, 

4. Set with the top of the posts not less than 3 feet above ground, 
and 

5. Located not less than 5 feet from the tank. 

(x) Clearance from Combustibles. The area surrounding an exterior 
storage area or tank shall be kept clear of combustible materials and 
vegetation for a minimum distance of 30 feet. 

(y) Noncombustible Floor. Except for surfacing, floors of storage 
areas shall be of noncombustible construction. 

(z) Professional Engineer. The chief is authorized to require design 
submittals to bear the stamp of a professional engineer. 

(aa) Weather Protection. When overhead noncombustible construc- 
tion is provided for sheltering exterior hazardous material storage ar- 
eas, such storage shall not be considered indoor storage when all of the 
following conditions are met: 

1. Supports shall be of noncombustible construction. 

2. Supports and walls shall not obstruct more than 25 percent of the 
perimeter of the storage area. 

3. The distance to buildings, property lines, streets, alleys, public 
ways or exits to a public way shall not be less than the distance re- 
quired for an exterior hazardous material storage area without weather 
protection. 


NEW SECTION 


WAC 51-24-80303 TOXIC AND HIGHLY TOXIC COM- 
PRESSED GASES. SECTION 80.303. (a) Indoor Storage. 1. Gen- 
eral. Indoor storage of toxic and highly toxic compressed gases shall be 
in accordance with this subsection, and Sections 80.30] and 80.303(c). 
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2. Exempt amounts. When the amount of highly toxic or toxic com- 
pressed gases stored in one control area exceeds that specified in Table 
No. 80.303-A, such storage shall be within a room or building con- 
forming with the Building Code requirements for a Group H, Division 
7 Occupancy. 

3. Fire-extinguishing system. In addition to Section 80.301(p), the 
following requirements shall apply: 

A. Gas cabinets or exhausted enclosures for the storage of cylinders 
shall be internally sprinklered. 

B. Alternate fire-extinguishing systems shall not be used for either 
storage areas, gas cabinets or exhausted enclosures. 


EXCEPTION: Where water is incompatible with the hazardous material 
stored, the chief may approve alternate fire suppression meth- 
ods to an automatic sprinkler system. 


4. Explosion venting or suppression. When flammable gases which 
are toxic or highly toxic are stored in rooms outside of gas cabinets or 
exhausted enclosures, the storage rooms shall be provided with explo- 
sion venting or suppression in accordance with the provisions of Sec- 
tion 80.301 (q). 

5. Spill control, drainage control and secondary containment. Spill 
control, drainage control and secondary containment are not required 
for the storage of highly toxic or toxic compressed gases. 

6. Ventilation and storage arrangement. A. Ventilated area. Storage 
of cylinders shall be within ventilated gas cabinets, exhausted enclos- 
ures or within a ventilated separate gas storage room. Storage of port- 
able and stationary tanks shall be within a separate ventilated room 
without other occupancy or use. lf gas cabinets are provided, the room 
or area in which they are located shall have independent exhaust 
ventilation. 

B. Gas cabinets. When gas cabinets are provided they shall be: 

(i) Operated at negative pressure in relation to the surrounding area, 

(ii) Provided with self-closing limited access ports or noncombusti- 
ble windows to give access to equipment controls. The average velocity 
of ventilation at the face of access ports or windows shall be not less 
than 200 feet per minute with a minimum of 150 feet per minute at 
any point of the access port or window, 

(iii) Connected to an exhaust system, 

(iv) Provided with self-closing doors, and 

(v) Constructed of not less than 0.097-inch (12 gage) steel. 

C. Separate gas storage rooms. When separate gas storage rooms 
are provided, they shall be designed to: 

(i) Operate at a negative pressure in relation to the surrounding 
area, and 

(1) Direct the exhaust ventilation to an exhaust system. 

D. Treatment systems. (i) General. Treatment systems shall be uti- 
lized to handle the accidental release of gas. Treatment systems shall 
be utilized to process all exhaust ventilation to be discharged from gas 
cabinets, exhausted enclosures or separate gas storage rooms. 

(ii) Design. Treatment systems shall be capable of diluting, 
adsorbing, absorbing, containing, neutralizing, burning or otherwise 
processing the entire contents of the largest single tank or cylinder of 
gas stored or used. When a total containment system is utilized, the 
system shall be designed to handle the maximum anticipated pressure 
of release to the system when it reaches equilibrium. 

(iii) Performance. Treatment systems shall be designed to reduce the 
maximum allowable discharge concentration of the gas to one-half 
IDLH at the point of discharge to the atmosphere. When more than 
one gas is emitted to the treatment system, the treatment system shall 
be designed to handle the worst-case release based on the release rate, 
the quantity and the IDLH for all the gases stored or used. 

(iv) Sizing. Treatment systems shall be sized to process the maxi- 
mum worst-case release of gas based оп the maximum flow rate of re- 
lease from the largest cylinder or tank utilized. The entire contents of 
tanks and cylinders shall be considered. 

(v) Stationary tanks. Stationary tanks shall be labeled with the 
maximum rate of release for the gas contained based on valves or fit- 
tings that are inserted directly into the tank. If multiple valves or fit- 
tings are provided, the maximum flow rate of release for the valve or 
fitting with the highest flow rate shall be indicated. If liquefied gases 
are in contact with valves or fittings, the liquid flow rate shall be uti- 
lized for purposes of computation. Flow rates indicated on the label 
Shall be converted to cubic feet per minute of gas at normal tempera- 
ture and pressure. 

(vi) Portable tanks and cylinders. For portable tanks and cylinders, 
the maximum flow rate of release shall be calculated based on assum- 
ing the total release from the cylinder or tank within the time specified 
in Table No. 80.303-B. When portable tanks or cylinders are equipped 


WSR 91-16-115 


with approved excess flow or reduced flow valves, the worst-case re- 
lease will be determined by the maximum achievable flow from the 
valve as determined by the valve manufacturer or the gas supplier. 
Reduced flow and excess flow valves shall be permanently marked by 
the manufacturer to indicate the maximum design flow rate. Such 
markings shall indicate the flow rate for air under standard conditions. 

7. Emergency power. Emergency power shall be provided in lieu of 
standby power for: 

A. Exhaust ventilation, including the power supply for treatment 
systems, 

B. Gas-detection systems, 

C. Emergency alarm sysiems, and 

D. Temperature—control systems. 

8. Limit controls. In addition to the limit controls required by Sec- 
tion 80.301(t), excess flow control shall be provided for stationary 
tanks which are piped for filling or dispensing. 

9. Gas detection. A continuous gas-detection system shall be pro- 
vided to detect the presence of gas at or below the permissible exposure 
limit or ceiling limit. The detection system shall initiate a local alarm 
and transmit a signal to a constantly attended control station. The 
alarm shall be both visual and audible and shall be designed to provide 
warning both inside and outside of the storage area. The audible alarm 
shall be distinct from all other alarms. 


EXCEPTIONS: 1. Signal transmission to a constantly attended control station 

need not be provided when not more than one cylinder is 
stored. 
2. A continuous gas-detection system need not be provided for 
toxic gases when the physiological warning properties for the 
gas are at a level below the accepted permissible exposure 
limit for the gas. 


The gas-detection system shall be capable of monitoring the room 
or area in which the gas is stored at or below the permissible exposure 
limit or ceiling limit and the discharge from the treatment system at or 
below one-half the IDLH limit. 

10. Smoke detection. An approved supervised smoke-detection sys- 
tem shall be provided in rooms or areas where highly toxic compressed 
gases are stored indoors. Activation of the detection systems shall 
sound a local alarm. 

11. Storage conditions. The number of cylinders contained in a sin- 
gle gas cabinet shall not exceed three. 


EXCEPTION: Cabinets containing cylinders not exceeding 1 pound net con- 
tents each shall be limited to a maximum of 100 cylinders. 


(b) Exterior Storage. 1. General. Exterior storage of highly toxic or 
toxic compressed gases shall be in accordance with this subsection and 
Section 80.301 and 80.303(c). 

2. Distance from storage to exposures. Exterior storage of highly 
toxic or toxic compressed gases shall comply with the Building Code 
and the following: 

A. Distance limitation to exposures. The exterior storage of highly 
toxic or toxic compressed gases shall not be within 75 feet of a build- 
ing, property line, street, alley, public way or exit to a public way un- 
less the storage is shielded by a structure having a minimum fire-re- 
sistive rating of two hours and which interrupts the line of sight be- 
tween the storage and the exposure. The protective structure shall be 
at least 5 feet from exposures. The protective structure shall not have 
more than two sides at approximately 90-degree directions, or three 
sides with connecting angles of approximately 135 degrees. 

B. Openings in exposure buildings. When the storage area is located 
closer than 75 feet to a building, openings into a building other than 
piping shall not be above the height of the top of the shielding struc- 
ture or within 50 feet horizontally from the storage area whether or 
not shielded by a protective structure. 

C. Air intakes. The storage area shall not be within 75 feet of air 
intakes. 

3. Canopies. Portable tanks and cylinders stored outside of buildings 
shall be stored under a canopy of noncombustible construction. Such 
storage shall not be considered indoor storage. 


EXCEPTION: Portable tanks and cylinders used for storing anhydrous ammo- 
nia (fertilizer grade). 


An automatic fire-sprinkler system shall be provided for canopies 
provided for the storage of highly toxic or toxic compressed gases. 


EXCEPTION: Where water is incompatible with the hazardous material 
stored, the chief may approve alternate fire suppression meth- 
ods to an automatic sprinkler system. 
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4. Piping and controls. In addition to the requirements of Section 
80.301(c), piping and controls on stationary tanks shall be in accord- 
ance with the following: 

A. Pressure-relief devices shall be vented to a treatment system de- 
signed in accordance with Section 80.303(a) 6 D. 

B. Where filling or dispensing connections are provided, they shall 
be provided with a means of local exhaust. Such exhaust shall be de- 
signed to capture fumes and vapors. The exhaust shall be directed to a 
treatment system designed in accordance with Section 80.303(a) 6 D. 

C. Stationary tanks shall be provided with a means of excess flow 
control on tank inlet and outlet connections. 


EXCEPTIONS: l. Inlet connections that are designed to preclude backflow. 
2. Pressure-relief devices. 


5. Spill control, drainage control and secondary containment. Spill 
control, drainage control and secondary containment are not required 
for the exterior storage of highly toxic or toxic compressed gases. 

(c) Special Provisions. 1. Seismic protection. Stationary tanks and 
associated piping systems shall be seismically braced in accordance 
with the Building Code. 

2. Security. Storage areas shall be secured against unauthorized 
entry. 

3. Gas cabinets for leaking cylinders. At least one gas cabinet or ex- 
hausted enclosure shall be provided for the handling of leaking 
cylinders. 


EXCEPTIONS: 1. A cabinet or exhausted enclosure need not be provided for 
leaking cylinders if all cylinders are stored within gas cabinets 
or exhausted enclosures. ` 
2. A cabinet or exhausted enclosure need not be provided for 
leaking cylinders if а U.S. DOT approved cylinder contain- 
ment vessel is provided. 


The cabinet or enclosure shall be located as follows: 

A. Within or adjacent to exterior storage areas, or 

B. Within separate gas storage rooms used for cylinders. 

The gas cabinet or exhausted enclosure shall be connected to an ех- 
haust system. See Section 80.303(a) 6 D. 

4. Local exhaust for leaking portable tanks. A means of local ex- 
haust shall be provided to capture leaks from portable tanks. Portable 
ducts or collection systems designed to be applied to the site of a leak 
in a valve or fitting on the tank are acceptable. The local exhaust sys- 
tem shall be connected to a treatment system as specified in Section 
80.303(a) 6 D. The local exhaust system shall be provided: 

A. Within or immediately adjacent to exterior storage areas, or 

B. Within separate gas storage rooms used for portable or stationary 
tanks. 


NEW SECTION 


WAC 51-24-80305 FLAMMABLE SOLIDS AND COMBUS- 
TIBLE DUSTS. SECTION 80.305. (a) Indoor Storage. 1. General. 
Indoor storage of flammable solids shall be in accordance with this 
subsection and Section 80.301. Storage of combustible fibers shall be 
in accordance with Article 28. 

2. Exempt amounts. When the amount of flammable solids stored in 
one control area exceeds that specified in Table Мо. 80.305-А, such 
storage shall be within a room or building conforming to the Building 
Code requirements for a Group H, Division 3 Occupancy, or a Group 
H, Division 2 Occupancy when combustible dusts are stored in piles or 
within open containers. 

3. Spill control, drainage control and secondary containment. Spill 
control, drainage control and secondary containment are not required 
for the storage of flammable solids. 

4. Explosion venting or suppression. Rooms, buildings or equipment 
used for the storage of combustible dusts shall be provided with explo- 
sion venting, equivalent protective devices or suppression in accordance 
with the provisions of Section 80.301 (q). 

5. Ventilation. Mechanical exhaust ventilation is not required. 

6. Storage conditions. Flammable solids stored in quantities greater 
than 1,000 cubic feet shall be separated into piles each not larger than 
1,000 cubic feet. Aisle widths between piles shall be equal to not less 
than the height of the piles or 4 feet, whichever is greater. 

Flammable solids shall not be stored in basements. 

(b) Exterior Storage. 1. General. Exterior storage of flammable sol- 
ids shall be in accordance with this subsection and Section 80.301. 
Storage of combustible fibers shall be in accordance with Article 28. 

2. Distance from storage to exposures. Exterior storage of flammable 
solids shall not be within 20 feet of any building, property line, street, 
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alley, public way, or exit to a public way. An unpierced two-hour fire 
resistive wall extending not less than 30 inches above and to the sides 
of the storage area is allowed in lieu of such distance. 

3. Spill control, drainage control and secondary containment. Spill 
control, drainage control and secondary containment are not required 
for exterior storage of flammable solids. 

4. Storage conditions. Exterior storage of flammable solids shall be 
separated into piles not larger than 5,000 cubic feet each. Aisle widths 
between piles shall be not less than one-half the height of the piles or 
10 feet, whichever is greater. 


NEW SECTION 


WAC 51-24-80315 DELETE SECTION 80.315 CARCINO- 
GENS, IRRITANTS, SENSITIZERS AND OTHER HEALTH 
HAZARD SOLIDS, LIQUIDS AND GASES ENTIRELY. 


NEW SECTION 


WAC 51-24-80401 SECTION 80.401. General. (a) Applica- 
bility. Dispensing, use and handling of hazardous materials in excess of 
the exempt amounts specified in Tables Nos. 80.402—A and 80.402-B 
shall be in accordance with this division. 


EXCEPTIONS: 1. Hazardous materials regulated by other articles in this 
code. 
2. Underground storage tanks regulated by 40 CFR 280 or 
state law. 


The provisions for toxic compressed gases shall apply only after 
consideration of the hazard potential, alternatives for controlling the 
hazard, and the cost and benefits of the alternatives. 

(b) Containers, Cylinders and Tanks. 1. General. Containers, cylin- 
ders and tanks utilized for the dispensing, use or handling of hazardous 
materials shall be in accordance with this subsection. 

2. Design and construction. Containers, cylinders and tanks shall be 
designed and constructed in accordance with nationally recognized 
standards. See Section 2.304(b). 

3. Tanks out of service for 90 days. Stationary tanks not used for a 
period of 90 days shall be properly safeguarded or removed in a man- 
ner approved by the chief. Such tanks shall have the fill line, gage 
opening and pump connection secured against tampering. Vent lines 
shall be properly maintained. 

4. Defective containers, cylinders and tanks. Defective containers, 
cylinders and tanks shall be removed from service, repaired, or dis- 
posed of in accordance with nationally recognized standards of good 
practice. 

5. Empty containers, cylinders and tanks. Empty containers, cylin- 
ders and tanks previously containing hazardous materials shall be free 
from residual material and vapor or stored as specified for the storage 
of hazardous material in accordance with Division III. 

6. Underground tanks. Underground tanks not otherwise excepted 
by this section containing hazardous materials shall be located and 
protected in accordance with Sections 79.601 and 79.603 of this code. 
Secondary containment shall be provided for all new underground 
tanks. 

7. Aboveground tanks. Aboveground tanks containing hazardous 
materials shall be located and protected in accordance with the provi- 
sions for exterior storage of the particular materials as specified in Di- 
vision III. Such tanks shall be marked as required by Section 
80.401 (n). 

(c) Piping, Tubing, Valves and Fittings. 1. General. Piping, tubing, 
valves and fittings conveying hazardous materials shall be installed in 
accordance with approved standards and shall be in accordance with 
this subsection. 

2. Design and Construction. Piping, tubing, valves, fittings and re- 
lated components used for hazardous materials shall be in accordance 
with the following: 

A. Piping, tubing, valves, fittings and related components shall be 
designed and fabricated from materials compatible with the material 
to be contained and shall be of adequate strength "апа durability to 
withstand the pressure, structural and seismic stress and exposure to 
which they are subject. 

B. Piping and tubing shall be identified in accordance with national- 
ly recognized standards to indicate the material conveyed. 

C. Emergency shutoff valves shall be identified and the location shall 
be clearly visible and indicated by means of a sign, and 


[299] 


WSR 91-16-115 


D. Backflow-prevention or check valves shall be provided when the 
backflow of hazardous materials could create a hazardous condition or 
cause the unauthorized discharge of hazardous materials. 

3. Supply piping. Supply piping and tubing for gases and liquids 
having a health hazard ranking of 3 or 4 in accordance with UFC 
Standard No. 79—3 shall also be in accordance with the following: 

A. Piping and tubing utilized for the transmission of highly toxic or 
toxic materials shall have welded or brazed connections throughout 
unless an exhausted enclosure is provided if the material is a gas, or 
the piping is provided with a receptor for containment if the material is 
a liquid, 

EXCEPTIONS: 1. Nonmetallic piping with approved connections. 


2. Nationally recognized standards shall be deemed to be in 
compliance with this section. 


B. Piping and tubing shall not be located within exit corridors, with- 
in any portion of an exit required to be enclosed in fire—resistive con- 
struction, or above areas not classified as Group H Occupancies, 


EXCEPTION: Piping and tubing within the space defined by the walls of exit 
corridors and floor or roof above or in concealed space above 
other occupancies when installed in accordance with the Build- 
ing Code as required for Group H, Division 6 Occupancies. See 
UBC Section 911(f) 2. 


C. Where gases or liquids are carried in pressurized piping above 15 
psig, excess flow control shall be -provided. Where the piping originates 
from within a hazardous material storage room or area, the excess flow 
control shall be located within the storage room or area. Where the 
piping originates from a bulk source, the excess flow control shall be 
located as close to the bulk source as practical, and 


EXCEPTION: Where excess flow control is not appropriate according to na- 
tionally recognized standards of good practice. 


D. Readily accessible manual or automatic remotely activated fail- 
safe emergency shutoff valves shall be installed on supply piping and 
tubing at the following locations: 

(i) The point of use, and 

(ii) The tank, cylinder or bulk source. 

(d) Equipment. Equipment, machinery and processes utilized for 
dispensing, use or handling of hazardous materials shall be suitable for 
the intended use. Such equipment, machinery and processes shall be 
maintained in an operable condition and shall be replaced, repaired or 
removed from service when found to be defective. 

(e) Separation from Storage of Hazardous Materials. Dispensing, 
use and handling of hazardous materials having a reactivity hazard 
ranking of 3 or 4 in accordance with UFC Standard No. 79-3 shall be 
separated from storage of incompatible materials when the quantity in 
storage exceeds the exempt amounts specified in Sections 80.302 
through 80.314. The separation shall be provided by one of the 
following: 

1. Segregated from incompatible hazardous materials storage by a 
distance of not less than 20 feet, 

2. Isolated from incompatible hazardous materials storage by a non- 
combustible partition extending not less than 18 inches above and to 
the front and sides of the stored material, 

3. Storage of hazardous materials in hazardous materials storage 
cabinets in accordance with Section 80.301(o), or 

4. Storage of compressed gases in gas cabinets or exhausted enclos- 
ures in accordance with Section 80.303(a) 6 B. 

(f) Noncombustible Floor. Except for surfacing, floors of areas 
where liquid or solid hazardous materials are dispensed or used in open 
systems shall be of noncombustible, liquid-tight construction. 

(g) Spill control, drainage control and secondary containment. 
When required by other provisions of this division, spill control, drain- 
age control and secondary containment shall be provided in accordance 
with Section 80.301(1). 

(h) Sources of Ignition. Smoking shall be prohibited in rooms or ar- 
eas where hazardous materials are dispensed or used in open systems 
and within 25 feet of outdoor dispensing areas. 

Ореп-Йате and other heat-producing equipment shall be located а 
safe distance from areas where temperature-sensitive materials, flam- 
mable materials and compressed gases are dispensed, used or handled. 

(i) Static Accumulation. When processes or conditions exist where a 
flammable mixture could be ignited by static electricity, means shall be 
provided to prevent the accumulation of a static charge. 

() Electrical Equipment and Wiring. Electrical equipment and wir- 
ing in dispensing and use areas shall be installed in accordance with 
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the provisions of the Washington State Electrical Code Chapter 296- 
46 WAC. 

(k) Limit Controls. 1. General. Limit controls shall be provided in 
accordance with this subsection. 

2. Liquid level. Open tanks in which hazardous materials are used 
shali be equipped with a liquid level limit control or other means to 
prevent overfilling of the tank. 

3. Temperature. Process tanks and equipment which involve temper- 
ature control of the material shall be provided with limit controls to 
maintain the temperature within a safe range. 

4. Pressure. Stationary tanks and equipment containing materials 
which can generate pressures exceeding the tank or equipment design 
limits due to exposure fires or internal reaction shall be equipped with 
pressure-limiting or relief devices. Relief devices for stationary tanks 
or equipment for highly toxic or corrosive materials shall vent to an 
exhaust scrubber or treatment system for processing of vapors or gases. 
Relief devices for flammable or explosive vapors or gases shall vent to 
an approved location. 

(I) Standby power. When mechanical ventilation, treatment systems, 
temperature control, manual alarm, detection or other electrically op- 
erated systems are required by other provisions of this division, such 
systems shall be connected to a standby source of power to automati- 
cally supply electrical power in the event of loss of power from the 
primary source. See the Washington State Electrical Code Chapter 
296-46 WAC. 

(m) Supervision. Manual alarm, detection, and automatic fire-ex- 
tinguishing systems required by other provisions of this division shall 
be supervised by an approved central, proprietary or remote station 
service or shall initiate an audible and visual signal at a constantly at- 
tended on-site location. 

(n) Signage. In addition to the hazard identification signs required 
by Section 80.107, additional hazard identification and warning signs 
shall be provided as follows: 

1. Signs prohibiting smoking shall be provided in dispensing and 
open-use areas and within 25 feet of outdoor dispensing or open-use 
areas, and 

2. Stationary containers and tanks shall be placarded with hazard 
identification signs as specified in UFC Standard No. 79-3 for the 
specific material contained. 

(о) Security. Dispensing, use, and handling areas shall be protected 
against tampering or trespassing by fencing or other control measures. 

(p) Seismic protection. Machinery and equipment utilizing hazard- 
ous materials shall be seismically anchored in accordance with the 
Building Code. 

(q) Lighting. Adequate lighting by natural or artificial means shall 
be provided. Artificial lighting shall be in accordance with the recom- 
mendations of the Illuminating Engineering Society Handbook or oth- 
er nationally recognized standards. 

(r) Fire-extinguishing Systems. Indoor rooms or areas in which 
hazardous materials are dispensed or used shall be protected by an au- 
tomatic fire-extinguishing system. Sprinkler system design shall not be 
less than that required by the Building Code for Ordinary Hazard, 
Group 3, with a minimum design area of 3,000 square feet. See UBC 
Standard No. 38-1. Where the materials or storage arrangement re- 
quire a higher level of sprinkler system protection in accordance with 
nationally recognized standards, the higher level of sprinkler system 
protection shall be provided. 


EXCEPTION: Approved alternate automatic fire-extinguishing systems are 
allowed. 


NEW SECTION 


WAC 51-24-80402 DISPENSING AND USE. SECTION 
80.402. (a) General. When the amount of hazardous materials dis- 
pensed or used in one control area exceeds that specified in Table No. 
80.402-А ог 80.402-B, such dispensing or use shall either be located 
in a room or area complying with this section and constructed in ac- 
согдапсе with the Building Code, or shall be located in an exterior 
dispensing, use or handling area located as required for exterior stor- 
age in Sections 80.301 through 80.314. 

(b) Indoor Dispensing and Use. 1. General. Indoor dispensing and 
use of hazardous materials shall be in accordance with this subsection 
and Section 80.401. 

2. Open systems. A. General. Dispensing and use of hazardous ma- 
terials in open containers or systems shall be in accordance with this 
subsection. 
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B. Dispensing. When liquids having a hazard ranking of 3 or 4 in 
accordance with U.F.C. Standard No. 79-3 are dispensed from tanks 
or drums, dispensing shall be only by approved pumps taking suction 
from the top or by other methods in accordance with nationally recog- 
nized standards of good practice. 

C. Ventilation. When gases, liquids or solids having a hazard rank- 
ing of 3 or 4 in accordance with U.F.C. Standard No. 79—3 are dis- 
pensed or used, approved ventilation shall be provided to control 
fumes, mists or vapors at the point of generation. 


EXCEPTION: Gases, liquids or solids which can be demonstrated not to create 
harmful fumes, mists or vapors based on applicable recognized 
standards. 


D. Fire-extinguishing system. In addition to the provisions of Sec- 
tion 80.401(r), laboratory fume hoods and spray booths where flam- 
mable materials are dispensed or used shall be protected by an auto- 
matic fire-extinguishing system. 

E. Explosion venting or suppression. Explosion venting or suppres- 
sion shall be provided in accordance with the provisions of Section 
80.301 (q) when an explosion hazard can occur because of the charac- 
teristics or nature of the hazardous materials dispensed or used, or as а 
result of the dispensing or use process. 

F. Spill control, drainage and containment. Rooms or areas where 
hazardous material liquids are dispensed into containers exceeding 1- 
gallon capacity or used in open containers or systems exceeding a 5— 
gallon capacity shall be provided with a means to control spills. Sec- 
ondary containment shall be provided when the capacity of an individ- 
ual container exceeds 55 gallons or the aggregate capacity of multiple 
containers exceeds 100 gallons. 

3. Closed systems. A. General. Use of hazardous materials in closed 
Containers or systems shall be in accordance with this subsection. 

B. Use. Systems shall be suitable for the use intended and shall be 
designed by persons competent in such design. Where nationally rec- 
ognized good practices or standards have been established for the pro- 
cesses employed, they shall be followed in the design. Controls shall be 
designed to prevent materials from entering or leaving process or reac- 
tion systems at other than the intended time, rate or path. When auto- 
matic controls are provided, they shall be designed to be fail safe. 

C. Ventilation. If closed systems are designed to be opened as part 
of normal operations, ventilation shall be provided in accordance with 
Section 80.402(b) 2 C. 

D. Fire-extinguishing system. In addition to Section 80.401 (r), lab- 
oratory fume hoods and spray booths where flammable materials are 
used shall be protected by an automatic fire-extinguishing system. 

E. Explosion venting or suppression. Explosion venting or suppres- 
sion shall be provided in accordance with the provisions of Section 
80.301(q) when an explosion hazard can occur because of the hazard- 
ous materials dispensed or used, or as a result of the dispensing or use 
process. 

F. Spill control, drainage control and secondary containment. Rooms 
or areas where hazardous material liquids are used in individual tanks 
or containers exceeding 55 gallons shall be provided with a means to 
control spills. Secondary containment shall be provided if the aggre- 
gate capacity of multiple tanks or containers exceeds 1,000 gallons. 

G. Special requirements for highly toxic and toxic compressed gases. 
(i) Ventilation and storage arrangement. Compressed gas cylinders in 
use shall be within ventilated gas cabinets, laboratory fume hoods, ex- 
hausted enclosures or separate gas storage rooms. When portable or 
stationary tanks are utilized in use or dispensing, they shall be within a 
ventilated separate gas storage room or placed within an exhausted 
enclosure. 

(ii) Gas cabinets and exhausted enclosures. When gas cabinets or 
exhausted enclosures are provided, they shall be in accordance with 
Section 80.303(a) 6 B. Gas cabinets and exhausted enclosures shall be 
internally sprinklered. 

(iii) Separate gas storage rooms. When separate gas storage rooms 
are provided, they shall be in accordance with Section 80.303 (a) 6 C. 

(iv) Treatment systems. Treatment systems shall be provided in ac- 
cordance with Section 80.303(a) 6 D. 

(v) Gas detection. Gas detection shall be provided in accordance 
with Section 80.303(a) 9. Activation of the monitoring system shall 
automatically close the shutoff valve on highly toxic or toxic gas supply 
lines related to the system being monitored. 


EXCEPTION: Automatic shutdown need not be provided for reactors utilized 
for the production of toxic or highly toxic gases when such re- 
actors are: 

1. Operated at pressures less than 15 psig, 
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2. Constantly attended, and 
3. Provided with readily accessible emergency shutoff valves. 


(vi) Smoke detection. Smoke detection shall be provided in accord- 
ance with Section 80.303(a) 10. 

(vii) Storage conditions. The number of cylinders contained in a 
single gas cabinet shall not exceed three. 

(c) Exterior Dispensing and Use. 1. General. Exterior dispensing or 
use of hazardous materials in either closed or open containers or sys- 
tems shall be in accordance with this subsection and Section 80.401. 

2. Dispensing. When liquids having a hazard ranking of 3 or 4 in 
accordance with U.F.C. Standard No. 79-3 are dispensed from tanks 
or drums, dispensing shall be by approved pumps taking suction from 
the top or by other methods in accordance with nationally recognized 
standards of good practice. 

3. Fire-extinguishing system. Flammable hazardous materials dis- 
pensing or use areas located within 50 feet of either a storage area or 
building, and vehicle loading racks where flammable hazardous mate- 
rials are dispensed, shall be protected by an approved fire-extinguish- 
ing system. 

4. Spill control, drainage control and secondary containment. A. 
Open systems. Exterior areas where hazardous materials liquids are 
dispensed into containers exceeding a l-gallon capacity or used in 
open containers or systems exceeding a 5—gallon capacity shall be pro- 
vided with a means to control spills. Secondary containment shall be 
provided when the capacity of an individual container exceeds 55 
gallons or the aggregate capacity of multiple containers exceeds 100 
gallons. 

B. Closed systems. Exterior areas where hazardous materials liquids 
are used in individual tanks or containers exceeding 55 gallons shall be 
provided with a means to control spills. Secondary containment shall 
be provided when the aggregate capacity of multiple tanks or contain- 
ers exceeds 1,000 gallons. 

5. Clearance from combustibles. The area surrounding an exterior 
dispensing or use area shall be kept clear of combustible materials and 
vegetation for a minimum distance of 30 feet. 

6. Fire access roadways and water supply. A. General. Fire access 
roadways and approved water supplies shall be provided for exterior 
dispensing or use areas in accordance with this subsection. 

B. Fire access roadways. Fire apparatus access roadways shall be 
provided to within 150 feet of all portions of an exterior dispensing or 
use area. Such access roadways shall comply with Article 10, Division 
II. 

C. Water supply. An approved water supply shall be provided. Fire 
hydrants or other approved means capable of supplying the required 
fire flow shall be provided to within 150 feet of all portions of an exte- 
rior dispensing or use area. The water supply and fire hydrants shall 
comply with Article 10, Division IV. 

7. Protection from vehicles. Guard posts or other means shall be 
provided to protect exterior dispensing or use areas from vehicular 
damage. When guard posts are installed, the posts shall be in accord- 
ance with Section 80.301(w). 

8. Special requirements for highly toxic or toxic compressed gases. 
A. Ventilation and storage arrangement. When cylinders or portable 
containers are used out—of—doors, gas cabinets or a locally exhausted 
enclosure shall be provided. 

B. Gas cabinets. When gas cabinets are provided, the installation 
shall be in accordance with Section 80.303(a) 6 B. 

C. Treatment systems. Treatment systems shall be provided in ac- 
cordance with Section 80.303(a) 6 D. 

D. Gas detection. Gas detection shall be provided in gas cabinets 
and exhausted enclosures in accordance with Section 80.303(a) 9. Ac- 
tivation of the monitoring system shall automatically close the shutoff 
valve on highly toxic or toxic gas supply lines related to the system be- 
ing monitored. 


EXCEPTION: Automatic shutdown need not be provided for reactors utilized 
for the production of toxic or highly toxic gases when such re- 
actors are: 

1. Operated at pressures less than 15 psig, 
2. Constantly attended, and 
3. Provided with readily accessible emergency shutoff valves. 


E. Fire-extinguishing system. Gas cabinets and exhausted enclosures 
shall be internally sprinklered. 
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NEW SECTION 
WAC 51-24-99300 DIVISION III FIRE PROTECTION. 


NEW SECTION 


WAC 51-24-99350 APPENDIX ІП-Е. GROUP R, DIVI- 
SION 4 AND 5 OCCUPANCIES FIRE DEPARTMENT RE- 
SPONSE TIMES. 


NEW SECTION 


WAC 51-24-99351 1. SCOPE. Non-sprinklered Group R, Di- 
vision 4 Occupancies and all Group R, Division 5 Occupancies.shall be 
located or be provided with fire- and life-safety protection іп accord- 
ance with this appendix. 


NEW SECTION 


WAC 51-24-99352 2. LOCATION. Non-sprinklered Group R, 
Division 4 Occupancies and all Group R, Division 5 Occupancies shall 
be located within а maximum 10-тїпше response time by a 
Washington Surveying and Rating Bureau Class 8A Fire Department. 


EXCEPTIONS: 1. Group R, Division 4 Occupancies being served by a fire de- 

partment having a response time exceeding 10 minutes and/or 
having a Washington Surveying and Rating Bureau Classifi- 
cation higher than 8A, shall be provided with an approved 
sprinkler system installed in accordance with UBC Standard 
Nos. 38-1 or 38-3, whichever is applicable. 
2. Group R, Division 5 Occupancies being served by a fire de- 
partment having a response time exceeding 10 minutes and/or 
having a Washington Surveying and Rating Bureau Classifi- 
cation higher than 8A, shall meet all requirements of a Group 
I, Division 1.1 Occupancy. 


NEW SECTION 
WAC 51-24-99500 DIVISION V. STANDARDS. 


NEW SECTION 


WAC 51-24-99510 APPENDIX V-A. NATIONALLY REC- 
OGNIZED STANDARDS OF GOOD PRACTICE. 1. Scope. The 
following standards and publications are intended for use as a guide to 
attain a reasonable level of safety where specific requirements are not 
stated or specific standards are not adopted or referenced in the code. 

2. AMERICAN GAS ASSOCIATION LABORATORIES 
8501 East Pleasant Road, Cleveland, OH 44131 
1425 Grande Vista Avenue, Los Angeles, CA 90023 

DIRECTORY OF CERTIFIED APPLIANCES AND 
ACCESSORIES 


COMPRESSED GAS ASSOCIATION, INC. 
1235 Jefferson Davis Highway, Arlington, VA 22202 

CGA PAMPHLETS 

G-1 Acetylene. 

G-2 Anhydrous Ammonia. 

G-3 Sulphur Dioxide. 

G-4 Oxygen. 

G-5 Hydrogen. 

P-1 Safe Handling of Compressed Gases. 

P-2 Characteristics and Safe Handling of Medica! Gases. 

У-5 Diameter-Index Safety System. 


FACTORY MUTUAL ENGINEERING AND RESEARCH 
1151 Boston-Providence Turnpike, Norwood, MA 02062 


INSTITUTE OF MAKERS OF EXPLOSIVES 
1120 19th Street, N.W., Suite 310, Washington, D.C. 20036-3605 
IME PAMPHLETS 
No. I Construction Guide for Storage Magazines 
No. 20 Radio Frequency Radiation Hazard in Use of Electric 
Blasting Caps 


NATIONAL FIRE PROTECTION ASSOCIATION 
Batterymarch Park, Quincy, MA 02269 
NFPA NATIONAL FIRE CODES 


UNDERWRITERS LABORATORIES INC. 
333 Pfingsten Road, Northbrook, IL 60062 
1655 Scott Blvd., Santa Clara, CA 95050 

U.L. INC. DIRECTORIES 
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Automotive, Burglary Protection and Mechanical Equipment. 
Building Materials. 

Electrical Appliance and Utilization Equipment. 

Electrical Construction Materials. 

Fire Protection Equipment. 

Fire Resistance. 

Gas and Oil Equipment. 

General Information from Electrical Construction Materials 
and Hazardous Location Equipment Directories. 

Hazardous Location Equipment. 

Marine Products. 

Recognized Component. 


UNITED STATES GOVERNMENT AGENCIES 
Code of Federal Regulations (CFR), Titles 1-50, Superintendent of 
Documents 
U.S. Government Printing Office, Washington, DC 20402 


OPTIONAL 


THE CHLORINE INSTITUTE, INC. 
2001 L Street, NW, Washington, DC 20036 

The Chlorine Manual. 
Instruction Booklet Chlorine Institute Emergency Kit "A" for 
100—pound and 150—pound Chlorine Cylinders. 
Instruction Booklet Chlorine Institute Emergency Kit "B" for 
Chlorine Ton Containers. 
Instruction Booklet Chlorine Institute Emergency Kit "C" for 
Chlorine Tank Cars/Tank Trucks. 
Chlorine Institute Drawing 188, Chlorine Cylinder Recovery 
Vessel. 


Chapter 51-25 WAC 
STATE BUILDING CODE ADOPTION OF THE 1991 EDITION 
OF THE UNIFORM FIRE CODE STANDARDS 


NEW SECTION 


WAC 51-25-001 AUTHORITY. These rules are adopted under 
the authority of chapter 19.27 RCW. 


NEW SECTION 


WAC 51-25-002 PURPOSE. The purpose of these rules is to im- 
plement the provisions of chapter 19.27 RCW, which provides that the 
state building code council shall maintain the State Building Code in a 
status which is consistent with the purpose as set forth in RCW 19.27- 
.020. In maintaining the codes the council shall regularly review up- 
dated versions of the codes adopted under the act, and other pertinent 
information, and shall amend the codes as deemed appropriate by the 
council. 


NEW SECTION 


WAC 51-25-003 UNIFORM FIRE CODE STANDARDS. The 
1991 edition of the Uniform Fire Code Standards published by the In- 
ternational Conference of Building Officials, and the Western Fire 
Chiefs Association is hereby adopted by reference. 


NEW SECTION 


WAC 51-25-007 EXCEPTIONS. The exceptions and amend- 
ments to the Uniform Fire Code Standards contained in the provisions 
of chapter 19.27 RCW shall apply in case of conflict with any of the 
provisions of these rules. 


NEW SECTION 


WAC 51-25-008 IMPLEMENTATION. The Uniform Fire 
Code Standards adopted by chapter 51-25 WAC shall become effec- 
tive in all counties and cities of this state on July 1, 1992, unless local 
amendments have been approved by the state building code council. 
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WSR 91-16-116 
PROPOSED RULES 
BUILDING CODE COUNCIL 
[Filed August 7, 1991, 4:23 p.m.] 


Original Notice. 

Title of Rule: 199] Uniform Plumbing Code, chapter 
51-26 WAC. 

Purpose: To consider adoption by reference and with 
amendments the 1991 Uniform Plumbing Code, chapter 
51-26 WAC. 

Statutory Authority for Adoption: Chapter 19.27 
RCW. 

Statute Being Implemented: RCW 19.27.031(4). 

Summary: To adopt statewide the 1991 Uniform 
Plumbing Code, chapter 51-26 WAC, by reference and 
with amendments to replace the 1988 Uniform Plumb- 
ing Code with the exception of chapters 11 and 12 as 
provided in RCW 19.27.031(4). 

Name of Agency Personnel Responsible for Drafting: 
Joan Cullen, Ninth and Columbia Building, Olympia, 
98504, (206) 586-0667; Implementation: Linda Ramsey, 
Ninth and Columbia Building, Olympia, 98504, (206) 
586-3423; and Enforcement: Local governments. 

Name of Proponent: Washington State Building Code 
Council, governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: The rule would be a statewide adoption of the 
1991 Uniform Plumbing Code, chapter 51-26 WAC, as 
published by the International Association of Plumbing 
and Mechanical Officials, except for chapters 11 and 12, 
and with the addition of the adoption of Appendix C as 
a new chapter, and an amendment to Section 315(f), 
and/or with amendments to Sections 310, 401, 503, and 
1004. 

Proposal Changes the Following Existing Rules: If 
adopted with no amendments, two plumbing products 
that were previously allowed for plumbing materials 
would no longer be the accepted plumbing materials: 
Polybutylene (PB) and the sovent system. However, each 
could still be accepted under Section 201. The adoption 
of Appendix C sets standards for water closets not now 
adopted in all jurisdictions. The amendment to Section 
315(f) requires that pipes in unconditioned spaces be 
wrapped to R-3. 

Small Business Economic Impact Statement: If 
adopted with no amendments, businesses in Washington 
that sell or use polybutylene could be impacted because 
the sale of polybutylene would be curtailed. Polybutylene 
would still be allowed under Chapter 2, but each juris- 
diction would then have to approve the use of the mate- 
rial in their jurisdiction. If, however, an amendment al- 
lowing the use of PB is added, there would be no есо-` 
nomic impact to small businesses. 

Restricting the use of the sovent system could cause 
an economic impact to small general contractors who 
compete with larger companies who do not use the sys- 
tem because the sovent system is less costly to install. 

A detailed economic impact statement for these 
charges is attached. 
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Appendix Chapter C of the Uniform Plumbing Code 
is proposed for adoption. The appendix requires that ad- 
ditional plumbing fixtures for use by women be installed 


in assembly areas, institutional buildings, office buildings . 


and other occupancies. Small businesses constructing 
new buildings may be impacted by the costs of addition- 
al water closets. The cost of an additional water closet is 
estimated at $500 to $1500 for labor and materials de- 
pending on the type of fixture and the occupancy in 
which it is installed. The costs of the additional space 
required are difficult to quantify. 


Small Business Economic Impact Statement 
1991 Uniform Plumbing Code 


At question is what economic impact would be in- 
curred by small businesses if the 1991 Uniform Plumb- 
ing Code is adopted as written? 

There are two changes that have the possibility of an 
economic impact to small businesses: The use of 
polybutylene (PB) as a piping material and the sovent 
system. However, under Section 201, each could still be 
used with the approval of the local jurisdiction. If ap- 
proved by local jurisdictions there would be no economic 
impact on small businesses except for the added cost(s) 
that may be incurred to "convince" a local jurisdiction 
to permit the use of the product(s). 

Polybutylene is made utilizing a petroleum by- 
product. As a plumbing material PB costs less to pur- 
chase than the traditional copper piping and can take 
less time to install. Polybutylene can be purchased all 
over the state in plumbing supply stores. 

The sovent system is a single vent piping system man- 
ufactured to the specifications of each construction 
project. It is used in the construction of multi-story 
structures. И costs less to purchase and to install com- 
pared to the traditional two-pipe venting system. 

The impact of not allowing the use of polybutylene 
and/or the sovent system could occur, not to small busi- 
nesses, but in the increased cost of construction. The cost 
savings could incur because PB and the sovent system 
cost less to purchase as well as to install. However, since 
the higher costs would be paid by the consumer, there 
would be no economic impact to small businesses. 


Polybutylene (PB) 


Procedure: A survey was distributed randomly to 112 
plumbing contractors and suppliers across the state. 

Of the responses received, no one stated that there 
would be an adverse economic impact if they could no 
longer sell/use PB. One contractor stated that it would 
be an "inconvenience" because he would have to buy 
from the manufacturer and would have to deal with his 
local jurisdiction to be able to use the product. The rest 
stated that the impact would be small or not noticeable. 

The survey showed that polybutylene is used mostly 
for repair work, "do-it-yourselfers," and mostly in mo- 
bile homes. None stated that the product is used in new 
construction. One uses polybutylene for radiant hot wa- 
ter slab heat. 

There were six replies to the survey question about the 
cost of PB vs copper. Although it can be shown that PB 
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costs less, a clear percentage was not shown. Following 
are the answers: 


MATERIAL COSTS INSTALLATION COSTS 


PB Copper PB Copper 

$100 $300 $500 $700 
200 325 450 600 
215 525 480 720 
280 440 378 644 
325 350 400 400 
495 600 1300 1600 

Conclusion 


Cost per employee: Since PB is only a portion of the 
sales for any of the suppliers, there would be no cost 
impact per employee, as other products would be sold 
and/or used. 

Cost per hour of labor: Since PB takes less time to 
install, the cost for labor would be less. However, the 
cost per hour for that labor would be the same as for 
Copper piping. No impact to small businesses. 

Cost per $100 of sales: This cannot be shown without 
a great deal of study. However, since the sale of PB is 
small, the impact would also be small. No business sells 
only polybutylene. 


Sovent System 


In Washington, there are no small businesses that sell 
sovent systems. The only way the sovent system can be 
purchased is through the one manufacturing representa- 
tive assigned to the state of Washington. Each system is 
custom made for each construction job and ordered 
through the representative of the manufacturer. There- 
fore, there would be no economic impact for small busi- 
nesses (either positive or negative) in Washington if the 
1991 Uniform Plumbing Code is not amended to allow 
the sovent system in new construction over three stories. 

It could be shown that a small business contractor us- 
ing the sovent system could compete successfully with a 
large business contractor as long as the large contractor 
was bidding on the same job using the conventional sys- 
tem because of the cost savings using the sovent system. 

Information was received from out of state firms 
regarding the sovent system. However, it has been de- 
termined that no data exists to establish an economic 
impact on small business in the state of Washington. 

Vergil Conine, Conine Manufacturing Co., Inc. Tyler, 
Texas: Conine sells the sovent system through its repre- 
sentative who sells to individuals who use the product in 
plumbing jobs. The cost reduction of using sovent in a 
project is $100 per plumbing fixture: Thus in a hotel 
room there would be a $300 savings. (Three fixtures.) 
Overall, it is estimated that by using the sovent system, 
a ten percent savings is realized. 

Nelson Mechanical Contractors, Inc., Pensacola, 
Florida: In a letter dated November 27, 1990, Gilbert 
Nelson states that the labor costs would be 2595 higher if 
PVC-DWN is not used. 

Cost/ Benefit Comparison conducted for the Vinyl In- 
stitute by IFT Technical Services, Berkeley, California: 
On average, the PVC DWV system cost between 16 and 
37 percent less to install, even when the extra detailing 
required for the PVC system was included. 
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Law Office of Keller and Heckman, Washington D.C.: 
Economic impact from the consumer point of view, in a 
seven story condominium. The cost of materials for iron 
no hub pipe would be $47,000 — for ABS $31,000. Labor 
for iron no hub would be 1,740 hours at $23/hour or 
$40,000 - for ABS 1,156 hours at $23/hour or $26,500: 
Approximately 30% less. 

The producer impact cost is stated as being in excess 
of $25,000,000 in sales per annum in territories governed 
by the IAPMO Code. There have been estimates that 
these costs could be as high as $35,000,000 to 
$40,000,000. However, there is no breakdown of the 
data showing the loss of business in Washington state. 


Conclusion 


No economic impact to small businesses in 
Washington can be shown to exist if the 1991 Uniform 
Plumbing Code remains as proposed. 

Hearing Location: Alpine Ballroom, Seattle Airport 
Hilton, 17620 Pacific Highway South, SeaTac, WA 
96188, on September 20, 1991, at 9 a.m.; and at the 
Spokane City Hall, City Council Chambers, West 808 
Spokane Falls Boulevard, Spokane, WA, on September 
13, 1991, at 9:30 a.m. 

Submit Written Comments to: Gene Colin, Chair, 
State Building Code Council, Ninth and Columbia 
Building, Olympia, Washington 98504, by September 
27, 1991. 

Date of Intended Adoption: November 8, 1991. 

July 12, 1991 
Gene Colin 
Chair 


Chapter 51-26 WAC 
STATE BUILDING CODE ADOPTION AND AMENDMENT OF 
THE 1991 EDITION OF THE UNIFORM PLUMBING CODE 


NEW SECTION 


WAC 51-26-001 AUTHORITY. These rules are adopted under 
the authority of chapter 19.27 RCW. 


NEW SECTION 


WAC 51-26-002 PURPOSE. The purpose of these rules is to im- 
plement the provisions of chapter 19.27 RCW, which provides that the 
state building code council shall maintain the state Uniform Plumbing 
Code in a status which is consistent with the purpose as set forth in 
RCW 19.27.020. In maintaining the codes, the council shall regularly 
review updated versions of the codes adopted under the act, and other 
pertinent information, and shall amend the codes as deemed appropri- 
ate by the council. 


NEW SECTION 


WAC 51-26-003 UNIFORM PLUMBING CODE. The 1991 
edition of the Uniform Plumbing Code, published by the International 
Association of Plumbing and Mechanical Officials, is hereby adopted 
by reference with the following additions, deletions, and exceptions: 
PROVIDED, That Chapters 11 and 12 of this code are not adopted: 
PROVIDED FURTHER, That those requirements of the Uniform 
Plumbing Code relating to venting of appliances as found in Chapter 
13 are not adopted. 


NEW SECTION 


WAC 51-26-004 EXCEPTIONS. The exceptions and amend- 
ments to the uniform codes contained in the provisions of chapter 19- 
.27 RCW shall apply in cases of conflict with any of the provisions of 
these rules. 
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NEW SECTION 


WAC 51-26-008 IMPLEMENTATION. The Uniform Plumbing 
Code adopted by chapter 51-26 WAC shall become effective in all 
counties and cities of this state on July 1, 1992, unless local amend- 
ments have been approved by the state building code council. 


NEW SECTION 


WAC 51-26-0300 CHAPTER 3 GENERAL INSTRUCTIONS 
AND REGULATIONS. 


NEW SECTION 


WAC 51-26-0310 PROHIBITED FITTINGS AND PRACTIC- 
ES. 


OPTION I 


(a) No double hub fitting, single or double tee branch, single or 
double tapped tee branch, side inlet quarter bend, running thread, 
band, or saddle shall be used as a drainage fitting, except that a double 
hub sanitary tapped tee may be used on a vertical line as a fixture 
connection. 

(b) No drainage or vent piping shall be drilled and tapped for the 
purpose of making connections thereto, and no cast iron soil pipe shall 
be threaded. 

(c) No waste connection shall be made to a closet bend or stub of a 
water closet or similar fixture. 

(d) Except as hereinafter provided in Sections 613, 614, and 615, no 
vent pipe shall be used as a soil or waste pipe, nor shall any soil or 
waste pipe be used as a vent. Also, single stack drainage and venting 
systems, with unvented branch lines are prohibited. 

(e) No fitting, fixture and piping connection, appliance, device or 
method of installation which obstructs or retards the flow of water, 
wastes, sewage or air in the drainage or venting systems in an amount 
greater than the normal frictional resistance to flow, shall be used un- 
less it is indicated as acceptable in this Code or is approved by the 
Administrative Authority as having a desirable and acceptable func- 
tion and of ultimate benefit to the proper and continuing functioning of 
the plumbing system. The enlargement of a three (3) inch (76.2 mm) 
closet bend or stub to four (4) inches (101.6 mm) shall not be consid- 
ered an obstruction. | 

(f) Except for necessary valves, where intermembering or mixing of 
dissimilar metals occur, the point of connection shall be confined to 
exposed or accessible locations. 

(g) АП valves, pipes, and fittings shall be installed in correct rela- 
tionship to the direction of flow. 


OPTION 2 


(a) No double hub fitting, single or double tee branch, single or 
double tapped tee branch, side inlet quarter bend, running thread, 
band, or saddle shall be used as a drainage fitting, except that a double 
hub sanitary tapped tee may be used on a vertical line as a fixture 
connection. 

(b) No drainage or vent piping shall be drilled and tapped for the 
purpose of making connections thereto, and no cast iron soil pipe shall 
be threaded. 

(c) No waste connection shall be made to a closet bend or stub of a 
water closet or similar fixture. 

(d) Except as hereinafter provided in Sections 613, 614, and 615, no 
vent pipe shall be used as a soil or waste pipe, nor shall any soil or 
waste pipe be used as a vent. 

(e) No fitting, fixture and piping connection, appliance, device or 
method of installation which obstructs or retards the flow of water, 
wastes, sewage or air in the drainage or venting systems in an amount 
greater than the normal frictional resistance to flow, shall be used un- 
less it is indicated as acceptable in this Code or is approved by the 
Administrative Authority as having a desirable and acceptable func- 
tion and of ultimate benefit to the proper and continuing functioning of 
the plumbing system. The enlargement of a three (3) inch (76.2 mm) 
closet bend or stub to four (4) inches (101.6 mm) shall not be consid- 
ered an obstruction. 

(f) Except for necessary valves, where intermembering or mixing of 
dissimilar metals occur, the point of connection shall be confined to 
exposed or accessible locations. 

(g) АП valves, pipes, and fittings shall be installed in correct rela- 
tionship to the direction of flow. 
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NEW SECTION 


WAC 51-26-0315 PROTECTION OF PIPING, MATERIALS, 
AND STRUCTURES. (a) All piping passing under or through walls 
shall be protected from breakage. All piping passing through or under 
cinders or other corrosive materials shall be protected from external 
corrosion in an approved manner. Approved provisions shall be made 
for expansion of hot water piping. Voids around piping passing through 
concrete floors on the ground shall be appropriately sealed. 

(b) All piping in connection with a plumbing system shall be so in- 
stalled that piping or connections will not be subject to undue strains 
or stresses, and provisions shall be made for expansion, contraction, 
and structural settlement. No piping shall be directly embedded in 
concrete or masonry walls or footings. No structural member shall be 
seriously weakened or impaired by cutting, notching, or otherwise. 

(c) All trenches deeper than the footing of any building or structure 
and paralleling the same must be at least forty-five (45) degrees 
therefrom, unless permission be otherwise granted by the Administra- 
tive Authority. 

(d) No building sewer or other drainage piping or part thereof, con- 
structed of materials other than those approved for use under or within 
a building, shall be installed under or within two (2) feet (.6 m) of any 
building or structure, or less than one (1) foot (.3 m) below the surface 
of the ground. 

(e) Piping subject to undue corrosion, erosion, or mechanical dam- 
age shall be protected in an approved manner. 

(f) No water, soil, or waste pipe shall be installed or permitted out- 
side of a building or in an exterior wall unless, where necessary, ade- 
quate provision is made to protect such pipe from freezing. All hot and 
cold water pipes installed outside the conditioned space shall be insu- 
lated to a minimum R-3. 


NEW SECTION 
WAC 51-26-0400 CHAPTER 4 DRAINAGE SYSTEMS. 


NEW SECTION 
WAC 51-26-0401 MATERIALS. 
OPTION 1 


(a) Drainage piping shall be cast iron, galvanized steel, galvanized 
wrought iron, lead, copper, brass, Schedule 40 ABS DWV, Schedule 
40 PVC DWV, extra strength vitrified clay pipe, or other approved 
materials having a smooth and uniform bore, except that: 

(1) No galvanized wrought iron or galvanized steel pipe shall be 
used underground and shall be kept at least six (6) inches (152.4 mm) 
above ground. 

(2) ABS and PVC DWV piping installations shall be limited to 
structures not exceeding three floors above grade. For the purpose of 
this subsection, the first floor of a building shall be that floor that has 
fifty (50) percent or more of the exterior wall surface area level with or 
above finished grade. One additional level that is the first level and not 
designed for human habitation and used only for vehicle parking, stor- 
age, or similar use shall be permitted. 

(3) No vitrified clay pipe or fittings shall be used above ground or 
where pressurized by a pump or ejector. They shall be kept at least 
twelve (12) inches (.3 m) below ground. 

(b) Drainage fittings shall be of cast iron, malleable iron, lead, 
brass, copper, ABS, PVC, vitrified clay, or other approved materials 
having a smooth interior waterway of the same diameter as the piping 
served and all such fittings shall be compatible with the type of pipe 
used. 

(1) Fittings on screwed pipe shall be of the recessed drainage type. 
Burred ends shall be reamed to the full bore of the pipe. 

(2) The threads of drainage fittings shall be tapped so as to allow 
one-fourth (1/4) inch per foot (20.9 mm/m) grade. 


OPTION 2 


(a) Drainage piping shall be cast iron, galvanized steel, galvanized 
wrought iron, lead, copper, brass, Schedule 40 ABS DWV, Schedule 
40 РУС DWV, extra strength vitrified clay pipe, or other approved 
materials having a smooth and uniform bore, except that: 

(1) No galvanized wrought iron or galvanized steel pipe shall be 
used underground and shall be kept at least six (6) inches (152.4 mm) 
above ground. 

(2) No vitrified clay pipe or fittings shall be used above ground or 
where pressurized by a pump or ejector. They shall be kept at least 
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twelve (12) inches (.3 m) below ground. 

(b) Drainage fittings shall be of cast iron, malleable iron, lead, 
brass, copper, ABS, PVC, vitrified clay, or other approved materials 
having a smooth interior waterway of the same diameter as the piping 
served and all such fittings shall be compatible with the type of pipe 
used. 

(1) Fittings on screwed pipe shall be of the recessed drainage type. 
Burred ends shall be reamed to the full bore of the pipe. 

(2) The threads of drainage fittings shall be tapped so as to allow 
one-fourth (1/4) inch per foot (20.9 mm/m) grade. 


NEW SECTION 
WAC 51-26-0500 CHAPTER 5 VENTS AND VENTING. 


NEW SECTION 
WAC 51-26-0503 MATERIALS. 
OPTION I 


(a) Vent pipe shall be cast iron, galvanized steel, galvanized wrought 
iron, lead, copper, brass, Schedule 40 ABS DWV, Schedule 40 PVC 
DW or other approved materials having a smooth and uniform bore 
except that: 

(1) No galvanized wrought iron or galvanized steel pipe shall be 
used underground and shall be kept at least six (6) inches above 
ground. 

(2) ABS and PVC DWV piping installations shall be limited to 
Structures not exceeding three floors above grade. For the purpose of 
this subsection, the first floor of a building shall be that floor that has 
fifty (50) percent or more of the exterior wall surface area level with or 
above finished grade. One additional level that is the first level and not 
designed for human habitation and used only for vehicle parking, stor- 
age, or similar use shall be permitted. 

(b) Vent fittings shall be cast iron, galvanized malleable iron or gal- 
vanized steel, lead, copper, brass, ABS, PVC, or other approved mate- 
rials, except that no galvanized malleable iron or galvanized steel fit- 
tings shall be used underground and shall be kept at least six (6) inch- 
es (152.4 mm) above ground. 

(c) Changes in direction of vent piping shall be made by the appro- 
priate use of approved fittings and no such pipe shall be strained or 
bent. Burred ends shall be reamed to the full bore of the pipe. 


OPTION 2 


(a) Vent pipe shall be cast iron, galvanized steel, galvanized wrought 
iron, lead, copper, brass, Schedule 40 ABS DWV, Schedule 40 PVC 
DWV or other approved materials having a smooth and uniform bore 
except that: 

(1) No galvanized wrought iron or galvanized steel pipe shall be 
used underground and shall be kept at least six (6) inches above 
ground. 

(b) Vent fittings shall be cast iron, galvanized malleable iron or gal- 
vanized steel, lead, copper, brass, ABS, PVC, or other approved mate- 
rials, except that no galvanized malleable iron or galvanized steel fit- 
tings shall be used underground and shall be kept at least six (6) inch- 
es (152.4 mm) above ground. 

(c) Changes in direction of vent piping shall be made by the appro- 
priate use of approved fittings and no such pipe shall be strained or 
bent. Burred ends shall be reamed to the full bore of the pipe. 


NEW SECTION 
WAC 51-26-1000 CHAPTER 10 WATER DISTRIBUTION. 


NEW SECTION 
WAC 51-26-1004 MATERIALS. 
OPTION I 


(a) Water pipe and fittings shall be of brass, copper, cast iron, gal- 
vanized malleable iron, galvanized wrought iron, galvanized steel, or 
other approved materials. Asbestos-cement, CPVC, PE, or PVC water 
pipe manufactured to recognized standards may be used for cold water 
distribution systems outside a building. CPVC water pipe and tubing 
mày be used for hot and cold water distribution systems within a 
building. All materials used in the water supply system, except valves 
and similar devices shall be of a like material, except where otherwise 
approved by the Administrative Authority. 
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(b) Cast iron fittings up to and including two (2) inches (50.8 mm) 
in size, when used in connection with potable water piping shall be 
galvanized. 

(c) All malleable iron water fittings shall be galvanized. 

(d) Piping and tubing which has previously been used for any pur- 
pose other than for potable water systems shall not be used. 

(e) Approved plastic materials may be used in water service piping, 
provided that where metal water service piping is used for electrical 
grounding purposes, replacement piping therefore shall be of like 
materials. 


EXCEPTION: Where a grounding system, acceptable to the Ad- 
ministrative Authority is installed, inspected, and approved, metallic 
pipe may be replaced with non-metallic pipe. 


(f) Solder shall conform to the requirements of Section 802(d). 

(g) Water pipe and fittings with a lead content which exceeds eight 
(8) percent shall be prohibited in piping systems used to convey pota- 
ble water. 


OPTION 2 


(a) Water pipe and fittings shall be of brass, copper, cast iron, gal- 
vanized malleable iron, galvanized wrought iron, galvanized steel, or 
other approved materials. Asbestos-cement, CPVC, PB, PE, or PVC 
water pipe manufactured to recognized standards may be used for cold 
water distribution systems outside a building. CPVC and PB water 
pipe and tubing may be used for hot and cold water distribution sys- 
tems within a building. All materials used in the water supply system, 
except valves and similar devices shall be of a like material, except 
where otherwise approved by the Administrative Authority. 

(b) Cast iron fittings up to and including two (2) inches (50.8 mm) 
in size, when used in connection with potable water piping shall be 
galvanized. 

(c) АП malleable iron water fittings shall be galvanized. 

(d) Piping and tubing which has previously been used for any pur- 
pose other than for potable water systems shall not be used. 

(e) Approved plastic materials may be used in water service piping, 
provided that where metal water service piping is used for electrical 
grounding purposes, replacement piping therefore shall be of like 
materials. 


EXCEPTION: Where a grounding system, acceptable to the Ad- 
ministrative Authority is installed, inspected, and approved, metallic 
pipe may be replaced with non-metallic pipe. 


(f) Solder shall conform to the requirements of Section 802(d). 

(g) Water pipe and fittings with a lead content which exceeds eight 
(8) percent shall be prohibited in piping systems used to convey pota- 
ble water. 


NEW SECTION 


WAC 51-26-1800 CHAPTER 18 WATER CONSERVATION 
PERFORMANCE STANDARDS. 


NEW SECTION 


WAC 51-26-1801 DECLARATION OF PURPOSE. The pur- 
pose of this chapter shall be to implement water conservation perform- 
ance standards in accordance with RCW 19.27.170. Cities, towns, and 
counties are prohibited from amending the standards established for 
low water consumption plumbing fixtures contained within this 
chapter. 


NEW SECTION 


WAC 51-26-1802 APPLICATION. This chapter shall apply to 
all new construction and all remodeling involving replacement of 
plumbing fixtures in all residential, hotel, motel, school, industrial, 
commercial use, or other occupancies determined by the council to use 
significant quantities of water. 


NEW SECTION 


WAC 51-26-1803 WATER EFFICIENCY STANDARDS. (1) 
Standards for waterclosets. The guideline for maximum water use al- 
lowed in gallons per flush (gpf) for any of the following waterclosets is 
the following: 
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Tank-type toilets: .. ulus usan he] ts 3.5 gpf 
Flushometer-valve іойЙе(8............................. 3.5 gpf 
Flushometer-tank toilets ............................. 3.5 gpf 
Electromechanical hydraulic 1011е15..................... 3.5 gpf 


(2) Standard for urinals. The guideline for maximum water use al- 
lowed for any urinal is 3.0 gallons per flush. 

(3) Standard for showerheads. The guideline for maximum water 
use allowed for any showerhead is 3.0 gallons per minute. 

(4) Standards for faucets. The guideline for maximum water use al- 
lowed in gallons per minute (gpm) for any of the following faucets and 
replacement aerators is the following: 


Bathroom faucets .................................. 3.0 gpm 
Lavatory Гаксе(................................... 3.0 gpm 
Kitchen faucets’... os. sees er RR RR ds 3.0 gpm 
Replacement аегаїог$............................... 3.0 gpm 


(5) No urinal or watercloset that operates on a continuous flow or 
continuous flush basis shall be permitted. 


NEW SECTION 


WAC 51-26-1804 EXCEPTIONS. Except where designed and 
installed for use by the physically handicapped, lavatory faucets locat- 
ed in restrooms intended for use by the general public must be 
equipped with a metering valve designed to close by spring or water 
pressure when left unattended (self-closing). 


NEW SECTION 


WAC 51-26-1805 IMPLEMENTATION. The standards for wa- 
ter efficiency contained іп WAC 51-18-030 shall be in effect as of 
July 1, 1990, as provided in RCW 19.27.170. 
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WAC 51-26-2200 CHAPTER 22 MINIMUM PLUMBING FACILITIES. 
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Each building shall be provided with sanitary facilities, including provisions for the physically handicapped as prescribed 


by the Department having jurísdiction. 


In the absence of such requirements, this Appendix--which provides a guideline for 


the minimum facilities for the veriour types ‘of occupancies (see Section 910, Plumbing Fixtures Required, of the Uniform 


Plumbing Code) may be used. 


Facilities Accessible to, and Usable by, the Physically Handicapped, may be used. 


The number of occupants shall be that determined by minimum exiting requirements. 


For handicapped requirements ANSI A117.1-1961 (R1971), Specifications for Making Buildings and 


Type of Building Mater Closets Urinals’? Levatories Bathtubs or Showers Drinking 3.13 
or инея. (Fixtures рег (Fixtures per (Fixtures per (Fixtures per Fountains” * 
Person) Person) Person) Person) (Fixtures per 
Person) 
Assembly Places- Male Female"* Male Female 
Theaters, 1:1-15 1:1-15 0:1-9 1 per 40 1 per 40 
Auditoriums, 2:16-35 3:16-35 1:10-50 


Convention Halls, 
etc.--for permanent 
employee use 


3:36-55 4:36-55 


Over 55, add 1 
fixture for each 


Add one fixture for 
each additional 50 


——————————————MÓM MM MM UV A —— À a ON 


Assembly Places- 
Theatres, 
Auditoriums, 
Convention Halls, 
etc.--for public 
use 


Dormi tories? 
School or Labor 


additional 40 males. 

Fersons. 

Male Female 4 

1:1-100 3:1-50 1:1-100 

2:101-200 4:51-100 2:101-200 

3:201-400 8:101-200 3:201-400 
11:201-400. 4:401-600 


Over 600, add 1 
fixture for each 
additional 500 
males. 


Over 400, add one 
fixture for each 
additional 500 
males and 2 for 
each 300 females. 


Male Fenale!^ 


1 per 10 1 per 8 1 per 25 


Over 150, add 1 
fixture for each 
additional 50 
males. 


Add 1 fixture for 
each additional 25 
males (over 10) and 
1 for each 
additional 20 
females (over 8). 


Female 
1:1-200 


Male 
1:1-200 


2:201-400 2:201-400 


3:401-750 3:401-750 


Over 750, add one 
fixture for each 
additional 500 
persons. 


Male Female 
1 per 12 1 per 12 


Over 12 add one 
fixture for each 
additional 20 males 
and 1 for each 15 
additional females. 


1 per 7512 


1 рег 7512 
1 рег 8 


For females, add 1 
bathtub per 30. 
Over 150, add 1 per 
20. 


——————————————————————————————— 


Dormitories 
for staff use 


Male Female" ^ 


1:1-15 1:1-15 
2:16-35 3:16-35 
3:36-55 4:36-55 


1 per 50 


Over 55, add 1 
fixture for each 
additional 40 
persons. 


Male Female 
1 per 40 1 per 40 


1 per 8 


—————————————————————————————————————————— 


Duel Lings^ 
Single Dwelling 
Multiple Dwelling 
or Apartment 
House 


1 per dwelling 
1 per dwelling or 
apartment unit 


1 per dwelling 
1 per dwelling or 
apartment unit 
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1 рег dwelling 
1 рег dwelling or 
apartment unit 
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10 


Туре of Building Mater Closets Urinals Lavatories Bathtubs or Showers Drinking 
or Oc (Fixtures per (Fixtures per (Fixtures per (Fixtures per Fountains? 13 
Person) Person) Person) Person) (Fixtures per 
Person) 
Hospital Waiting 1 per room 1 per room 1 per 7512 
rooms 
Hospital for Male Female Male Female 
employee use 1:1-15 1:1-15 0:1-9 1 per 40 1 per 40 
2:16-35 3:16-35 1:10-50 
3:36-55 4:36-55 
Over 55, add 1 Add one fixture for 
fixture for each each additional 50 
additional 40 males. 
persons. 
Hospitals 
Individual Room 1 per room 1 per room 1 per room 12 
Ward Room 1 per 8 patients 1 per 10 patients 1 per 20 patients 1 per 75 
Industriat® Male Female Up to 100, 1 per 10 1 shower for each 1 per 7512 
Warehouses 1:1-10 1:1-10 persons 15 persons exposed 
Workshops, 2:11-25 2:11-25 to excessive heat 
foundries and 3:26-50 3:26-50 Over 109,41 рег 15 ог to skin 
similar 4:51-75 4:51-75 persons ” contamination with 
establishments 5:76-100 5:76-100 poisonous, 
(for employee use) infectious, or 
Over 100, add 1 irritating material 
fixture for each 
additional 30 
persons 
Institutional- Male Female"* 0:1-9 Male Female "1 per 8 1 per 751? 
Other than 1 per 25 1 per 20 1:10-50 1 per 10 1 per 10 
Hospitals or Penal 
Institutions (on Add one fixture for 
each occupied each additional 50 
floor) males. 
Institutional- Male Female! ^ 0:1-9 Male Female 1 per 8 1 per 751° 
Other than 1:1-15 1:1-15 1:10-50 1 per 40 1 per 40 
Hospitals or Penal 2:16-35 3:16-35 
Institutions (on 3:36-55 4:36-55 
each occupied 
floor) Over 55, add 1 Add one fixture for 
For employee use fixture for each each additional 50 
additional 40 males. 
persons 
Office or Public Male Femate'® 1:1-100 Male Female 1 per 7512 
Buildings 1:1-100  3:1-50 2:101-200 1:1-200 1:1-200 
2:101-200 4:51-100 3:201-400 2:201-400 2:201-400 
3:201-400 8:101-200 4:401-600 3:401-750 3:401-750 


11:201-400 


Over 600, add 1 
fixture for each 
additional 300 


Over 400, add one 
fixture for each 


Over 750, add one 
fixture fore each 
additional 500 


additional 500 males. persons. 

males and 2 for 

each 300 females. 
Office or Public Male Female 4 Over 55, add 1 Add one fixture for Male Female 
buildings- For 1:1-15 1:1-15 fixture for each 0:1-9 each additional 50 1 per 40 1 per 40 
employee use 2:16-35 3:16-35 additional 40 1:10-50 males. 


3:36-55 4:36-55 persons. 
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Type of Building Vater Closets Urinala10 

or Occ (Fixtures per (Fixtures per 
Person) Person) 

Penal Institutions- Male Female 

For employee use 1:1-15 1:1-15 0:1-9 
2:16-35 3:16-35 1:10-50 


3:36-55 4:36-55 


Over 55, add 1 Add one fixture for 
fixture for each each additional 50 
additional 40 males. 

persons. ` 


Lavatories Bathtubs or Showers Drinking 3.13 

(Fixtures per (Fixtures per Fountains" * 

Person) Person) (Fixtures per 
Person) 

Mal 12 

ale . Female 1 per 75 


1 per 40 1 per 40 


Penal Institutions- 
For prison use 
Cell 1 per cell 
Exercise room 


1 per exercise room 1 per exercise room 1 per exercise room 


1 per cell block 
1 per celt floor 
1 per exercise room 


Restaurants, „Pubs Male Female 

and Lounges 1:1-50 1:1-50 
2:51-150 2:51-150 
3:151-300 4:151-300 


1:1-150 


Over 300, add 1 Over 150, add 1 
fixture for each fixture for each 
additional 200 additional 150 


persons males 


Male Female 
1:1-150 1:1-150 
2:151-200 2:151-200 
3:201-400 3:201-400 


Over 400, add 1 
fixture for each 


Schools-For staff Male Female 

use 1:1-15 1:1-15 
All schools 2:16-35 2:16-35 
3:36-55 3:36-55 


1 per 50 


Over 55, add 1 
fixture for each 
additional 40 
persons 


additional 400 
persons 
Male Female 


1 per 40 1 per 40 


Schools-For student Male Female 
use 1:1-20 1:1-20 
Nursery 2:21-50 2:21-50 
Over 50, add 1 
fixture for each 
additional 50 
persons 


Elementary Male Female 

1 per 30 1 per 25 
Secondary Male Female 

1 per 40 1 per 30 


1 per 75 


1 per 35 


Others (Colleges, Male Female 1 per 35 


Male Female 1 per 7512 
1:1-25 1:1-25 

2:26-50 2:26-50 

Over 50, add 1 

fixture for each 

additional 50 


persons 


Male Female 
1 per 35 1 per 35 
Male Female 
1 per 40 1 per 40 


1 per 7512 


1 рег 7512 


Male Female 


12 
75 
1 per 40 1 per 40 per 


Universities, 1 per 40 1 per 30 
Adult Centers, 
etc.) 
Worship Places Male Fenatel^ 1 per 125 


Educational and 


1 per 125 1 per 75 
Activities Unit 


2:126-250 2:76-125 


1 per 2 water 1 per 7512 


closets 


3:126-250 
Worship Places Male Female l“ 1 per 150 
Principal 1 per 150 1 per 75 


Assembly Place 2:151-300 2:76-150 


3:151-300 


1 per 2 water 1 рег 7512 


closets 
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Whenever urinals аге provided, one (1) water closet less than the number specified may be provided for each urinal installed, 
except the number of water closets in such cases shall not be reduced to less than two-thirds (2/3) of the minimum Specified. 


1. The figures shown are based upon one (1) fixture being the minimum required for the number of persons indicated or 
any fraction thereof. 

2. Building categories not shown on this table shall be considered separately by the Administrative Authority. 

3. Drinking fountains shall not be installed in toilet rooms. 

4. Laundry trays. One (1) laundry tray or one (1) automatic washer standpipe for each dwelling unit or two (2) Laundry 


trays or two (2) automatic washer standpipes, or combination thereof, for each ten (10) apartments. Kitchen sinks, 
one (1) for each dwelling or apartment unit. 


5. Deleted. 

6. As required by ANSI Z4.1-1968, Sanitation in Places of Employment. 

7. Where there is exposure to skin contamination with poisonous, infectious, or irritating materials, provide one (1) 
lavatory for each five (5) persons. 

8. Twenty-four (24) lineal inches (609.6 mm) of wash sink or eighteen (18) inches (457.2 mm) of a circular basin, when 
provided with water outlets for such space, shall be considered equivalent to one (1) tavatory. 

9. Laundry trays, one (1) for each fifty (50) persons. Slop sinks, one (1) for each hundred (100) persons. 

10. General. Іп applying this schedule of facilities, consideration must be given to the accessibility of fixtures. 


Conformity purely on a numerical basis may not result in an installation suited to the need of the individual 
establishment. For example, schools should be provided with toilet facilities on each floor having classrooms. 
Temporary workingmen facilities, one (1) water closet and one (1) urinal for each thirty (30) workmen. 


a. Surrounding materials, wall and floor space to а point two (2) feet (0.6 m) in front of urinal (ір and four 
(4) feet (1.2 m) above the floor, and at least two (2) feet (0.6 m) to each side of the urinal shall be 
lined with non-absorbent materials. 


b. Trough urinals are prohibited. 
11. A restaurant is defined as a business which sells food to be consumed on the premises. 
a. The number of occupants for a drive-in restaurant shall be considered as equal to the number of parking 
stalls. 
b. Employee toilet facilities are not to be included in the above restaurant requirements. Hand washing 


facilities must be available in the kitchen for employees. 


12. Where food is consumed indoors, water stations may be substituted for drinking fountains. Theatres, auditoriums, 
dormitories, offices, or public buildings for use by more than six (6) persons shall have one (1) drinking fountain 
for the first seventy-five (75) persons and one (1) additional fountain for each one hundred and fifty (150) persons 
thereafter. 


13. There shall be a minimum of one (1) drinking fountain per occupied floor in schools, theatres, auditoriums, 
dormitories, offices or public building. 


14. The total number of water closets for females shall be at least equal to the total number of water closets and 
urinals required for males. 
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NEW SECTION 
WAC 51-26-2300 CHAPTER 23 RAINWATER SYSTEMS. 


NEW SECTION 
WAC 51-26-2301 DI MATERIALS. 
OPTION 1 


(a) Rainwater piping placed within the interior of a building or run 
within a vent or shaft shall be of cast iron, galvanized steel, wrought 
iron, brass, copper, lead, Schedule 40 ABS DWV, Schedule 40 PVC 
DWV, or other approved materials. ABS and PVC DWV piping in- 
stallations shall be limited to structures not exceeding three floors 
above grade. For the purpose of this subsection, the first floor of a 
building shall be that floor that has fifty (50) percent or more of the 
exterior wall surface area level with or above finished grade. One (1) 
additional level that is the first level and not designed for human habi- 
tation and used only for vehicle parking, storage, or similar use shall 
be permitted. 

(b) Rainwater piping located on the exterior of a building shall be 
not less than 26 ga. galvanized sheet metal. When the conductor is 
connected to a building storm drain or storm sewer, a drain connection 
shall be extended above the finished grade and jointed at a point pro- 
tected from injury. 

(c) Rainwater piping located underground within a building shall be 
of service weight cast iron soil pipe, Type DWV copper tube, Schedule 
40 ABS ОМУ, Schedule 40 PVC ОМУ, extra strength vitrified clay 
pipe, or other approved materials. 

(d) Rainwater piping commencing two (2) feet (.6 m) from the ex- 
terior of a building may be of any approved material permitted in the 
Installation Requirements of this Code. 


OPTION 2 


(a) Rainwater piping placed within the interior of a building or run 
within a vent or shaft shall be of cast iron, galvanized steel, wrought 
iron, brass, copper, lead, Schedule 40 ABS DWV, Schedule 40 PVC 
DWV or other approved materials. 

(b) Rainwater piping located on the exterior of a building shall be 
not less than 26 ga. galvanized sheet metal. When the conductor is 
connected to a building storm drain or storm sewer, a drain connection 
shall be extended above the finished grade and jointed at a point pro- 
tected from injury. 

(c) Rainwater piping located underground within a building shall be 
of service weight cast iron soil pipe, Type DWV copper tube, Schedule 
40 ABS DWV, Schedule 40 PVC DWV, extra strength vitrified clay 
pipe, or other approved materials. 

(d) Rainwater piping commencing two (2) feet (.6 m) from the ex- 
terior of a building may be of any approved material permitted in the 
Installation Requirements of this Code. 
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PROPOSED RULES 


BUILDING CODE COUNCIL 
[Filed August 7, 1991, 4:24 p.m.] 


Original Notice. 

Title of Rule: 1991 Uniform Plumbing Code Stan- 
dards, chapter 51-27 WAC. 

Purpose: To consider adoption by reference the 1991 
Uniform Plumbing Code Standards, chapter 51—27 
WAC. 

Statutory Authority for Adoption: Chapter 19.27 
RCW. 

Statute Being Implemented: RCW 19.27.031(4). 

Summary: To adopt statewide the 1991 Uniform 
Plumbing Code Standards, chapter 51-27 WAC as pro- 
vided in RCW 19.27.031(4). 

Name of Agency Personnel Responsible for Drafting: 
Joan Cullen, Ninth and Columbia Building, Olympia, 
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98504, (206) 586—0667; Implementation: Linda Ramsey, 
Ninth and Columbia Building, Olympia, 98504, (206) 
586-3423; and Enforcement: Local governments. 

Name of Proponent: State Building Code Council, 
governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: The rule would be a statewide adoption of the 
199] Uniform Plumbing Code Standards, chapter 51—27 
WAC as published by the International Association of 
Plumbing and Mechanical Officials. 

Proposal does not change existing rules. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Location: Alpine Ballroom, Seattle Airport 
Hilton, 17620 Pacific Highway South, SeaTac, WA 
98188, on September 20, 1991, at 9 a.m.; and at the 
Spokane City Hall, City Council Chambers, West 808 
Spokane Falls Boulevard, Spokane, WA, on September 
13, 1991, at 9:30 a.m. 

Submit Written Comments to: Gene Colin, Chair, 
State Building Code Council, Ninth and Columbia 
Building, Olympia, Washington 98504, by September 
27, 1991. 

Date of Intended Adoption: November 8, 1991. 

July 12, 1991 
Gene J. Colin 
Chair 


Chapter 51-27 WAC 
STATE BUILDING CODE ADOPTION OF THE 1991 EDITION 
OF THE UNIFORM PLUMBING CODE STANDARDS 


NEW SECTION 


WAC 51-27-001 AUTHORITY. These rules are adopted under 
the authority of chapter 19.27 RCW. 


NEW SECTION 


WAC 51-27-002 PURPOSE. The purpose of these rules is to im- 
plement the provisions of chapter 19.27 RCW, which provides that the 
state building code council shall maintain the state Uniform Plumbing 
Code in a status which is consistent with the purpose as set forth in 
RCW 19.27.020. In maintaining the codes, the council shall regularly 
review undated versions of the codes adopted under the act, and other 
pertinent information, shall amend the codes as deemed appropriate by 
the council. 


NEW SECTION 


WAC 51-27-003 UNIFORM PLUMBING CODE STAN- 
DARDS. The 1991 edition of the Uniform Plumbing Code Standards, 
published by the International Association of Plumbing and Mechani- 
cal Officials is hereby adopted by reference. 


NEW SECTION 


WAC 51-27-004 EXCEPTIONS. The exceptions and amend- 
ments to the Uniform Codes contained in the provisions of chapter 19- 
.27 RCW shall apply in cases of conflict with any of the provisions of 
these rules. 


NEW SECTION 


WAC 51-27-008 IMPLEMENTATION. The Uniform Plumbing 
Code Standards adopted by chapter 51-27 WAC shall become effec- 
tive in all counties and cities of this state on July 1, 1992, unless local 
amendments have been approved by the state building code council. 
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Symbols: 
AMD 
A/R 
DECOD 
NEW 
OBJEC 


PREP 
RE-AD 
RECOD 
REP 
RESCIND 
REVIEW 


Suffixes: 
-P 
-C 
-E 


un H H H H 


-W= Withdrawal of proposed action 
No suffix means permanent action 


WAC # 


1-06-040 
1-06-040 
1-08-005 
1-08-005 
1-08-007 
1-08-007 
1-08-010 
1-08-010 
1-08-030 
1-08-030 
1-08-040 
1-08-040 
1-08-050 
1-08-050 
1-08-060 
1-08-060 
1-08-070 
1-08-070 
1-08-080 
1-08-080 
1-08-090 
1-08-090 
1-08-100 
1-08-100 
1-08-110 
1-08-110 
1-08-120 
1-08-120 
1-08-130 
1-08-130 
1-08-140 
1-08-140 
1-08-150 
1-08-150 
1-08-160 
1-08-160 
1-08-170 
1-08-170 
1-08—180 
1-08-180 
1-08-190 
1-08-190 
1-08-200 
1-08-200 
1-08-210 
1-08-210 
1-08-220 
1-08-220 
1-08-230 
1-08-230 


Amendment of existing section 

Amending and recodifying a section 
Decodification of an existing section 

New section not previously codified 

Notice of objection by Joint Administrative Rules 


Review Committee 
Preproposal comments 


Readoption of existing section 


Table of WAC Sections Affected 


KEY TO TABLE 


Recodification of previously codified section 
Repeal of existing section 


Rescind previous emergency rule 
Review of previously adopted rule 


Proposed action 


Continuance of previous proposal 


Emergency action 
Supplemental notice 


AMD-P 
AMD 
REP-P 
REP 
REP-P 
REP 
REP-P 
REP 
REP-P 
REP 
REP-P 
REP 
REP-P 
REP 
REP-P 
REP 
REP-P 
REP 
REP-P 
REP 
REP-P 
REP 
REP-P 
REP 
REP-P 
REP 
REP-P 
REP 
REP-P 
REP 
REP-P 
REP 
REP-P 
REP 
REP-P 
REP 
REP-P 
REP 
REP-P 
REP 
REP-P 
REP 
REP-P 
REP 
REP-P 
REP 
REP-P 
REP 
REP-P 
REP 


WSR # 


91--06-067 
91-10-010 
91-06-067 
91-10-010 
91-06-067 
91-10-010 
91-06-067 
91-10-010 
91-06-067 
91-10-010 
91-06-067 
91-10-010 
91-06-067 
91-10-010 
91-06-067 
91-10-010 
91-06-067 
91-10-010 
91—06—067 
91-10-010 
91-06-067 
91-10-010 
91-06-067 
91-10-010 
91-06-067 
91-10-010 
91-06-067 
91-10-010 
91-06-067 
91-10-010 
91-06-067 
91-10-010 
91-06-067 
91-10-010 
91-06-067 
91-10-010 
91-06-067 
91-10-010 
91-06-067 
91-10-010 
91-06-067 
91-10-010 
91-06-067 
91-10-010 
91-06-067 
91-10-010 
91—06—067 
91-10-010 
91-06-067 
91-10-010 


This table covers the current calendar year through this issue of the 
Register and should be used to locate rules amended, adopted, or re- 
pealed subsequent to the publication date of the latest WAC or 
Supplement. - 


WAC # shows the section number under which an agency rule is or 
will be codified in the Washington Administrative Code. 


WSR # shows the issue of the Washington State Register where the 
document may be found; the last three digits show the sequence of the 
document within the issue. 


WAC # WSR # WAC # WSR # 

108-240 КЕР-Р 91-06-067 1-08-490 REP-P 91-06-067 
1-08-240 КЕР 91-10-010 1-08-490 КЕР 91-10-010 
1-08-250 REP-P 91-06-067 1-08-500 REP-P 91-06067 
1-08-250 REP 91-10-010 1-08-500 ВЕР 91-10-010 
1-08-260 REP-P 91-06-067 1-08-510 REP-P  91-06-067 
1-08-260 КЕР 91-10-010 1-08-510 КЕР 91-10-010 
1-08-270 REP-P 91-06-067 1-08-520 REP-P 9106067 
1-08-270 REP 91-10-010 1-08-520 REP 91-10-010 
1-08-280 REP-P 91-06-067 1-08-530 REP-P 91-06067 
1-08-280 REP 91-10-010 1-08-530 КЕР 91-10-010 
1-08-290 REP-P 91-06-067 1-08-540 REP-P 91-06-067 
1-08-290 КЕР 91-10-010 1-08-540 КЕР 91-10-010 
1-08-300 REP-P 91-06-067 1-08-550 КЕР-Р 91-06067 
1-08-300 REP 91-10-010 1-08-550 КЕР 91-10-010 
1-08-310 REP-P 91-06067 1-08-560 REP-P 9106067 
1-08-310 КЕР 91-10-010 1-08-560 REP 91-10-010 
1-08-320 REP-P 91-06-067 1-08-570 REP-P 91-06067 
1-08-320 КЕР 91-10-010 1-08-570 КЕР 91-10-010 
1-08-330 КЕР-Р 91-06-067 1-08-580 КЕР-Р 91-06067 
1-08-330 КЕР 91-10-010 1-08—580 REP 91-10-010 
1-08-340 REP-P 91-06-067 1-08-590 REP-P 91-06-067 
1-08-340 REP 91-10-010 1-08-590 ВЕР 91-10-010 
1-08-350 REP-P  91-06-067 1-21-040 PREP 91-12-007 
1-08-350 КЕР 91-10-010 4-25-190 AMD-P 91-14-091 
1-08-360 REP-P 91-06-067 4-25-190 AMD-P 91-14-090 
1-08-360 REP 91-10-010 4-25-192 NEW-P 91-14-090 
1-08-370 REP-P 91-06-067 16-22-011 NEW-P 91-13-106 
1-08-370 REP 91-10-010 16-22-011 NEW 91-16-005 
1-08-380 REP-P 91-06-067 16-22-015 NEW-P 91-13-106 
1-08-380 КЕР 91-10-010 16-22-015 NEW 91-16-005 
1-08-390 REP-P 91-06-067 16-23-012 NEW-P 91-13-106 
1-08-390 КЕР 91-10-010 16-23-012 NEW 91-16-005 
1-08-400 REP-P 91-06-067 16-23-014 NEW-P 91-13-106 
1-08-400 КЕР 91-10-010 16-23-014 NEW 91-16-005 
1-08-410 REP-P . 91-06-067 16-80-005 NEW-P 91-05-076 
1-08-410 REP 91-10-010 16-80-005 NEW 91-08-027 
1-08-420 REP-P 91-06-067 16-80-007 NEW-P 91-05-076 
1-08—420 REP 91-10-010 16-80—007 NEW 91-08-027 
1-08-430 REP-P — 91-06067 16-80-010 NEW-P 91-05-076 
1-08-430 КЕР 91-10-010 16-80-010 NEW 91-08-027 
1-08-440 REP-P 91-06-067 16-80-015 NEW-P 91-05-076 
1-08-440 КЕР 91-10-010 16-80-015 NEW 91-08-027 
1-08-450 REP-P  91-06-067 16-80-020 NEW-P 91-05076 
1-08-450 КЕР 91-10-010 16-80-020 NEW 91-08-027 
1-08-460 REP-P 91-06-067 16-80-025 NEW-P 91-05-076 
1-08-460 КЕР 91-10-010 16-80-025 NEW 91-08—027 
1-08-470 REP-P 91-06-067 16-80-030 NEW-P 91-05-076 
1-08-470 КЕР 91-10-010 16-80-030 NEW 91-08-027 
1-08-480 REP-P 91-06-067 16-80-035 NEW-P 91-05-076 
1-08-480 КЕР 91-10-010 16-80-035 NEW 91-08-027 
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Table of WAC Sections Affected 


WAC # WSR # WAC # WSR # WAC # WSR # 
16-80-040 NEW-P  91-05-076 16-230-110 REP-P 91-02106 16-231-410 AMD 91-06-019 
16-80-040 NEW 91-08-027 16-230-110 REP 91-06-019 16-231-420 AMD-P 91-02-106 
16-80-045 NEW-P 91-05076 16-230-115 REP-P 91-02106 16-231-420 AMD 91-06-019 
16-80-045 NEW 91-08-027 16-230-115 REP 91-06-019 16-231-425 AMD-P 91-02-106 
16-80-047 NEW-P 91-05076 16-230-120 REP-P  91-02-106 16-231-425 AMD 91-06-019 
16-80-047 NEW 91-08-027 16-230-120 REP 91-06-019 16-231—500 AMD-P 9102106 
16-80-050 NEW-P  91-05-076 16-230-150 AMD-P 91-04-078 16-231-500 AMD 91-06-019 
16-80-050 NEW 91-08-027 16-230-150 AMD 91-08-058 16-231-505 AMD-P 91-02-106 
16-122-001 NEW-P 91-13-106 16-230-160 AMD-P 91-04078 16-231-505 AMD 91-06-019 
16-122-001 NEW 91-16-005 16-230-160 AMD 91-08-058 16-231-510 AMD-P 91-02106 
16-124-011 NEW-P  91-13-106 16-230-170 AMD-P 91-04-078 16-231-510 AMD 91-06-019 
16-124-011 NEW 91-16-005 16-230-170 AMD 91-08-058 16-231-525 AMD-P 91-02-106 
16-126-001 NEW-P  91-13-106 16-230-180 AMD-P 91-04-078 16-231-525 AMD 91-06-019 
16-126-001 NEW 91-16-005 16-230-180 AMD 91-08-058 16-231—530 AMD-P 91-02-106 
16-146-100 NEW-P  91-13-106 16-230-190 AMD-P 91-04-078 16-231-530 AMD 91-06-019 
16-146-100 NEW 91-16-005 16-230-190 AMD 91-08-058 16-231-600 AMD-P 91-02-106 
16-146-110 NEW-P  91-13-106 16-230-400 AMD-P 91-02-106 16-231-600 AMD 91-06-019 
16-146-110 NEW 91-16-005 16-230-400 AMD 91-06-019 16-221-605 AMD-P 91-02-106 
16-154 AMD-P 91-05006 16-230-410 AMD-P 91-02-106 16-231-605 AMD 91-06-019 
16-154 AMD 91-09-028 16-230-410 AMD 91-06-019 16-231-610 AMD-P 91-02106 
16-154-010 AMD-P 91-05-006 16-230-440 AMD-P 91-02106 16-231-610 AMD 91-06-019 
16-154-010 AMD 91-09-028 16-230-440 AMD 91-06-019 16-231-615 AMD-P 91-02106 
16-154-020 AMD-P 91-05-006 16-230-450 AMD-P 91-02-106 16-231-615 AMD 91-06-019 
16-154-020 AMD 91-09-028 16-230-450 AMD 91-06-019 16-231-620 AMD-P 91-02-106 
16-154-020 REP-P 91-15-067 16-230-460 AMD-P 9102106 16-231-620 AMD 91-06-019 
16-154-030 NEW-P 91-05-006 16-230-460 AMD 91-06-019 16-231-700 AMD-P 91-02-106 
16-154 030 NEW 91-09-028 16-230-470 AMD-P 91-02106 16-231—700 AMD 91-06-019 
16-154-040 NEW-P 91-05006 16-230-470 AMD 91-06-019 16-231—705 AMD-P 91-02106 
16-154-040 NEW 91-09-028 16-230-475 REP-P  91-02-106 16-231—705 AMD 91-06-019 
16-154-050 NEW-P 91-05-006 16-230-475 REP 91-06-019 16-231--715 AMD-P 91-02106 
16-154-050 МЕУ 91-09-028 ' 16-230-605 AMD-P 91-02106 16-231-715 AMD 91-06-019 
16-154-060 NEW-P 91-05-006 16-230-605 AMD 91-06-019 16-231-720 AMD-P 91-02-106 
16-154-060 NEW 91-09-028 16-230-610 AMD-P 91-02-106 16-231-720 AMD 91-06-019 
16-154-070 NEW-P 91-05-006 16-230-610 AMD 91-06-019 16-23 1-800 AMD-P 91-02-106 
16-154-070 NEW 91-09-028 16-230-615 AMD-P 91-02-106 16-231-800 AMD 91-06-019 
16-154-080 NEW-P 91-05006 16-230-615 AMD 91-06-019 16-231-805 AMD-P 91-02-106 
16-154-080 NEW 91-09-028 16-230-625 AMD-P 91-02-106 16-231-805 AMD 91-06-019 
16-154-090 NEW-P 91-05006 16-230-625 AMD 91-06-019 16-231-825 AMD-P 91-02-106 
16-154-090 NEW 91-09-028 16-230-670 AMD-P 91-02106 16-231-825 AMD 91-06-019 

+ 16-154-100 NEW-P 91-05-006 16-230-670 AMD 91-06-019 16-231-840 AMD-P 91-02-106 
16-154-100 NEW 91-09-028 16-230-675 AMD-P 91-02106 16-231-840 AMD 91-06-019 
16-154-110 NEW-P 91-05-006 16-230-675 AMD 91-06-019 16-231-900 AMD-P 91-02106 
16-154-110 NEW 91-09-028 16-231-001 AMD-P 91-02-106 16-231-900 AMD 91-06-019 
16-154—120 NEW-P 91-05006 16-231-001 AMD 91-06-019 16-231-905 AMD-P 91-02-106 
16-154-120 NEW 91-09-028 16-231-033 REP-P 91-02-106 16-231-905 AMD 91-06-019 
16-156-005 AMD-P 91-05-006 16-231-033 КЕР 91-06-019 16-231-935 AMD-P 91-02-106 
16-156-005 AMD 91-09-028 16-231-100 AMD-P 91-02-106 16-231-935 AMD 91-06-019 
16-156-020 AMD-P 91-05-006 16-231-100 AMD 91-06-019 16-231-938 REP-P 91-02-106 
16-156-020 AMD 91-09-028 16-231-148 REP-P 91-02106 16-231-938 REP 91-06-019 
16-156-035 AMD-P 91-05-006 16-231-148 REP 91-06-019 16-231-950 REP-P 91-02-106 
16-156-035 AMD 91-09-028 16-231-200 AMD-P 91-02-106 16-231-950 КЕР 91-06-019 
16-156-060 AMD-P 91-05-006 16-231-200 AMD 91-06-019 16-232-001 AMD-P 91-02-106 
16-156-060 AMD 91-09-028 16-231-205 AMD-P 91-02-106 16-232-001 AMD 91-06-019 
16-158-120 AMD-P 91-05-006 16-231-205 AMD 91-06-019 16-232-100 AMD-P. 91-02-106 
16-158-120 AMD 91-09-028 16-231-210 AMD-P 91-02-106 16-232-100 AMD 91-06-019 
16-160-010 NEW 91-05-007 16-231-210 AMD 91-06-019 16-232-105 AMD-P 91-02-106 
16-160-020 NEW 91-05-007 16-231-235 AMD-P 91-02-106 16-232-105 AMD 91-06-019 
16-160-030 NEW 91-05-007 16-231-235 AMD 91-06-019 16-232-110 AMD-P 91-02-106 
16-160-040 NEW 91-05-007 16-231-238 REP-P 91-02-106 16-232-110 AMD 91-06-019 
16-160-050 NEW 91-05-007 16-231-238 КЕР 91-06-019 16-232-120 AMD-P 91-02-106 
16-160-060 NEW 91-05-007 16-231-300 AMD-P 91-02-106 16-232-120 AMD 91-06-019 
16-160-060 AMD-P 91-15067 16-231-300 AMD 91-06-019 16-232-200 AMD-P 91-02106 
16-160-070 NEW 91-05-007 16-231-305 AMD-P 91-02-106 16-232-200 AMD 91-06-019 
16-160-090 NEW 91-05-007 16-231-305 AMD 91-06-019 16-232-205 AMD-P 91-02-106 
16-160-100 NEW 91-05-007 16-231-310 AMD-P 91-02-106 16-232-205 AMD 91-06-019 
16-212-125 NEW-P 91-13-106 16-231-310 AMD 91-06-019 16-232-220 AMD-P 91-02-106 
16-212-125 NEW 91-16-005 16-231-330 AMD-P 91-02-106 16-232-220 AMD 91-06-019 
16-212-126 NEW-P 91-13-106 16-231-330 AMD 91-06-019 16-232-225 AMD-P 91-02-106 
16-212-126 NEW 91-16-005 16-231-340 AMD-P 91-02-106 16-232-225 AMD 91-06-019 
16-212-127 NEW-P  91-13-106 16-231-340 AMD 91-06-019 16-232-300 AMD-P 91-02-106 
16-212-127 NEW 91-16-005 16-231-343 REP-P 91-02-106 16-232-300 AMD 91-06-019 
16-212-128 NEW-P 91-13-106 16-231-343 ВЕР 91-06-019 16-232-305 AMD-P 91-02106 
16-212-128 NEW 91-16-005 16-231-400 AMD-P 9102106 16-232-305 AMD 91-06-019 
16-228-020 NEW-P 91-13-106 16-231-400 AMD 91-06-019 16-232-315 AMD-P 91-02-106 
16-228-020 NEW 91-16-005 16-231-405 AMD-P 91-02-106 16-232-315 AMD 91-06-019 
16-228-164 AMD-P 91-02-106 16-231-405 AMD 91-06-019 16-232-950 REP-P 91-02-106 
16-228-164 AMD 91-06-019 1631-410 AMD-P 91-02-106 16-232-950 REP 91-06-019 


WAC # 


16-304-039 
16-304-040 
16-304-050 
16-3 16-280 
16-316-280 
16-316-285 
16-316-285 
16-316-290 
16-316-290 
16-316-620 
16-316-620 
16-316-622 
16-316-622 
16-316-715 
16-316-715 
16-316-800 
16-316-800 
16-316-820 
16-316-820 
16-316-970 
16-316-970 
16-316-975 
16-316-975 
16-316-980 
16-316-980 
16-316-985 
16-316-985 
16-316-990 
16-316-990 
16-316-995 
16-316-995 
16-316-997 
16-316-997 
16-324-375 
16-324-375 
16-324-380 
16-324-380 
16-324-605 
16-324-605 
16-333-200 
16-333-200 
16-333-205 
16-333-205 
16-333-210 
16-333-210 
16-333-215 
16-333-215 
16-333-220 
16-333-220 
16-333-225 
16-333-225 
16-333-230 
16-333-230 
16-333-235 
16-333-235 
16-333-240 
16-333-240 
16-333-245 
16-333-245 
16-354-005 
16-354-005 
16-354-010 
16-354-010 
16-354-020 
16-354-020 
16-354-030 
16-354-030 
16-354-040 
16-354-040 
16-354-070 
16-354-070 
16-354-100 
16-354-100 
16-403-141 
16-403-141 
16-470-010 
16-470-015 


Table of WAC Sections Affected 


WSR 4 WAC # WSR # WAC # WSR # 
NEW-P 91-15-099 16-470-100 AMD 91-03-115 16-484—200 NEW 91-13-026 
AMD-P 91-15-099 16-470-500 AMD-P 91-15-100 16-484-205 NEW-E 91-06-035 
AMD-P 91-15-099 16-470-510 AMD-P 91-15-100 16-484-205 NEW-P 91-10-095 
AMD-P 91-04-066 16-470—520 AMD-P 91-15-100 16-484-205 NEW 91-13-026 
AMD 91-08-017 16-470-530 AMD-P 91-15-100 16-484—210 NEW-E 91-06-035 
AMD-P 91-04-066 16-470-533 МЕМ-Р 91-15-100 16-484-210 NEW-P 91-10-095 
AMD 91-08—017 16-470—535 NEW-P 91-15-100 16-484-210 NEW 91-13-026 
AMD-P 91—04-066 16-471-010 NEW 91-03-046 16-484—220 NEW-E 91-06-035 
АМО 91-08-017 16-471-015 NEW 91-03-046 16-484-220 NEW-P 91-10-095 
AMD-P 91-10-082 16-471-020 NEW 91-03-046 16-484-220 NEW 91-13-026 
AMD 91-14-001 16-471-030 NEW 91-03-046 16-484-230 NEW-E 91-06-035 
АМО-Р 91-10-082 16-471-040 NEW 91-03-046 16-484-230 NEW-P 91-10-095 
AMD 91-14-001 16-471-050 NEW 91-03-046 16-484—230 NEW 91-13-026 
AMD-P 91-10-082 16-471-060 NEW 91-03-046 16-484-240 NEW-E 91-06-035 
AMD 91-14-001 16-471-070 NEW 91-03-046 16-484—240 NEW-P 91-10-095 
АМО-Р 91-10-082 16-471-080 NEW 91-03-046 16-484-240 NEW 91-13-026 
AMD 91-14-001 16-481 РКЕР 91-10-013 16-484-250 МЕУУ-Е 91-06-035 
AMD-P 91-10-082 16-481-010 AMD-P 91-15-098 16-484-250 NEW-P 91-10-095 
AMD 91-14-001 16-481-015 NEW-P 91-15-098 16-484-250 NEW 91-13-026 
NEW-P 91-10-082 16-481-020 AMD-P 91-15-098 16-484-260 NEW-E 91-06-035 
NEW 91-13-087 16-481-025 NEW-P 91-15-098 16-484—260 NEW-P 91--10-095 
NEW-P 91-10-082 16-481-030 AMD-P 91-15-098 16-484-260 NEW 91-13-026 
NEW 91-13-087 16-481-040 КЕР-Р 91-15-098 16-486-001 КЕР-Р 91-07-036 
МЕМ-Р 91-10-082 16-481-050 AMD-P 91-15-098 16-486-001 КЕР 91-1 1-054 
NEW 91-13-087 16-481-060 AMD-P 91-15-098 16-486-010 КЕР-Р 91-07-036 
NEW-P 91-10-082 16-481-070 AMD-P 91-15-098 16-486-010 ВЕР 91-11-054 
NEW 91-13-087 16-481-075 NEW-P 91-15-098 16-486-015 REP-P 91-07-036 
NEW-P 91-10-082 16-482-001 AMD-P 91-03-105 16-486-015 КЕР 91-11-054 
NEW 91-13-087 16-482-001 АМО 91-07-016 16-486-020 КЕР-Р 91-07-036 
NEW-P 91-10-082 16-482-005 NEW-P 91-03-105 16-486-020 КЕР 91-11-054 
NEW 91-13-087 16-482-005 NEW 91-07-016 16-486-025 КЕР-Р 91-07-036 
NEW-P 91-10-082 16-482-006 NEW-P 91-03-105 16-486-025 ВЕР 91-11-054 
NEW 91-13-087 16-482-006 NEW 91-07-016 16-486-030 КЕР-Р 91-07-036 
AMD-P 91-06-061 16-482-007 NEW-P 91-03-105 16-486-030 КЕР 91-11-054 
AMD 91-10-029 16-482-007 NEW 91-07-016 16-486-035 КЕР-Р 91-07-036 
AMD-P 91-06-061 16-482-010 AMD-P 91-03-105 16-486-035 КЕР 91-11-054 
AMD 91-10-029 16-482-010 AMD 91-07-016 16-486-040 КЕР-Р 91-07-036 
AMD-P 91-06-061 16-482-015 NEW-P 91-03-105 16-486-040 КЕР 91-1 1-054 
АМО 91-10-029 16-482-015 NEW 91-07-016 16-486-045 КЕР-Р 91-07-036 
NEW-P 91-04-068 16-482-016 NEW-P 91-03-105 16-486-045 КЕР 91-11-054 
NEW 91-08-015 16-482-016 NEW 91-07-016 16-487-005 NEW-P 91-15-097 
NEW-P 91-04-068 16-482-017 NEW-P 91-03-105 16-487-010 AMD-P 91-15-097 
NEW 91-08—015 16-482-017 NEW 91-07-016 16-487-015 NEW-P 91-15-097 
NEW-P 91-04-068 16-482-020 AMD-P 91--03-105 16-487-017 NEW-P 91-15-097 
NEW 91-08-015 16-482-020 AMD 91-07-016 16-487-020 AMD-P 91-15-097 
NEW-P 91-04-068 16-482-030 КЕР-Р 91-03-105 16-487-023 NEW-P 91-15-097 
NEW 91-08-015 16-482-030 КЕР 91-07-016 16-487-025 NEW-P 91-15-097 
NEW-P 91—04—068 16-482-040 REP-P 91-03-105 16-487-030 AMD-P 91-15-097 
NEW 91-08-015 16-482-040 КЕР 91-07-016 16-487-040 AMD-P 91—15—097 
NEW-P 91-04-068 16-483 РКЕР 91-10-013 16-487-050 AMD-P 91-15-097 
NEW 91-08-015 16-483-001 AMD-P 91-15-098 16-487—060 AMD-P 91-15-097 
NEW-P 91--04—068 16-483-005 NEW-P 91-15-098 16-487-100 NEW-P 91-15-097 
NEW 91-08-015 16-483-010 AMD-P 91-15-098 16-487-110 NEW-P 91-15-097 
NEW-P 91-04-068 16-483-020 AMD-P 91-15-098 16-487-120 NEW-P 91-15-097 
NEW 91-08—015 16-483-030 AMD-P 91-15-098 16-487-130 NEW-P 91-15-097 
NEW-P 91—04—068 16-483-040 AMD-P 91-15-098 16-487-140 МЕМ-Р 91-15-097 
NEW 91-08-015 16-483-050 AMD-P 91-15-098 16-487-150 NEW-P 91-15-097 
NEW-P 91—04—068 16-483-060 AMD-P 91-15-098 16-487-160 NEW-P 91-15-097 
NEW 91-08-015 16-483-070 REP-P 91-15-098 16-487—200 NEW-P 91-15-097 
АМО-Р 91-04-067 16-484-020 КЕР-Р 91-07-037 16-487-210 NEW-P 91-15-097 
AMD 91-08-016 16-484-020 REP 91-11-053 16-487-220 NEW-P 91-15-097 
AMD-P 91-04-067 16-484-022 КЕР-Р 91-07-037 16-487-230 МЕМ-Р 91-15-097 
AMD 91-08-016 16-484-022 КЕР 91-11-053 16-487-240 МЕМ-Р 91-15-097 
AMD-P 91-04-067 16-484-030 КЕР-Р 91-07-037 16-487-250 МЕМ-Р 91-15-097 
AMD 91—08-016 16-484—030 REP 91-11-053 16-487—300 NEW-P 91-15-097 
АМО-Р 91--04-067 16-484-040 КЕР-Р 91-07-037 16-487-310 NEW-P 91-15-097 
AMD 91-08-016 16-484-040 КЕР 91-11-053 16-487-320 МЕМ-Р 91-15-097 
AMD-P 91--04-067 16-484-050 КЕР-Р 91-07-037 16-487-330 NEW-P 91-15-097 
AMD 91-08—016 16-484-050 КЕР 91-11-053 16-487-335 NEW-P 91-15-097 
AMD-P 91-04-067 16-484-080 КЕР-Р 91-07-037 16-494-001 AMD-P 91-04-066 
AMD 91-08—016 16-484-080 КЕР 91-11-053 16-494-001 AMD 91-08-017 
AMD-P 91-04-067 16-484-090 КЕР-Р 91-07-037 16-494-010 AMD-P 91-04-066 
AMD 91-08—016 16-484-090 КЕР 91-11-053 16-494-010 AMD 91-08-017 
AMD-P 91-03-093 16-484-100 КЕР-Р 91-07-037 16-494-012 NEW-P 91-04-066 
AMD-W 91-07-015 16-484-100 REP 91-11-053 16-494-012 NEW 91-08-017 
AMD-P 91-15-100 16-484-200 NEW-E 91—06-035 16-494-013 NEW-P 91-04-066 
AMD-P 91-15-100 16-484—200 NEW-P 91-10-095 16-494—013 NEW 91-08-017 
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16-494-015 REP-P — 91-04066 16-557-030 NEW-E 91-08-021 
16-494-015 КЕР 91-08-017 16-557-030 NEW 91-09-003 
16-494-020 AMD-P 91-04-066 16-557-040 NEW-E 91-08-02! 
16-494-020 AMD 91-08-017 16-557-040 NEW 91-09-003 
16-494-030 AMD-P 91-04-066 16-557-041 NEW-E 91-08-021 
16-494—030 AMD 91-08-017 16-557-041 NEW 91-09-003 
16-494-042 AMD-P 91-04-066 16-557-050 NEW-E 91-08-021 
16-494-042 AMD 91-08-017 16-557-050 NEW 91-09-003 
16-494-043 NEW-P 91-04066 16-557-060 NEW-E 91-08-021 
16-494-043 NEW 91-08-017 16-557-060 NEW 91-09-003 
16-494-044 AMD-P 91-04-066 16-557-070 NEW-E 91-08-021 
16-494-044 AMD 91-08-017 16-557-070 NEW 91-09-003 
16-494-045 NEW-P 91-04-066 16-557-080 NEW-E 91-08-021 
16-494-045 NEW 91-08-017 16-557-080 NEW 91-09-003 
16-494-046 NEW-P 91-04-066 16-560-06001 — AMD-P 91-13-105 
16-494-046 NEW 91-08-017 16-603-010 NEW-P 91-04-076 
16-494-047 NEW-P 91-04-066 16-603-010 NEW-C 91-09-042 
16-494-047 NEW 91-08-017 16-603-010 AMD 91-13-018 
16-494-062 AMD-P 91-04-066 16-605A-005 — NEW-P 91-13-106 
16-494-062 AMD 91-08-017 16-605A-005 МЕМ 91-16-005 
16-494-063 NEW-P 91-04-066 16-620-390 NEW-P 91-13-106 
16-494-063 NEW 91-08-017 16-620—390 NEW 91-16-005 
16-494-064 NEW-P 91-04-066 16-674-030 NEW-P 91-13-106 
16-494—064 NEW 91-08-017 16-674-030 NEW 91-16-005 
16-495-004 AMD-P 91-10-082 16-674-040 NEW-P 91-13-106 
16-495-004 AMD 91-13-087 16-674-040 NEW 91-16-005 
16-495-010 AMD-P 91-10-082 16-674-050 NEW-P 91-13-106 
16-495-010 AMD 91-13-087 16-674-050 NEW 91-16-005 
16-495-020 AMD-P 91-10-082 16-694-020 NEW-P 91-13-106 
16-495-020 AMD 91-13-087 16-694—020 NEW 91-16-005 
16-495-030 AMD-P 91-10-082 16-694-021 NEW-P 91-13-106 
16-495-030 AMD `  91-13-087 16-694-021 NEW 91-16-005 
16-495-040 AMD-P 91-10-082 16-752-300 AMD 91-03-045 
16-495-040 AMD 91-13-087 16-752-305 AMD 91-03-045 
16-495-050 AMD-P 91-10-082 16-752-310 RE-AD 91-03-045 
16-495-050 AMD 91-13-087 16-752-315 AMD 91-03-045 
16-495-060 AMD-P 91-10-082 16-752-320 RE-AD 91-03-045 
16-495-060 AMD 91-13-087 16-752-325 REP 91-03-045 
16-495-080 REP-P 91-10082 16-752-330 AMD 91-03-045 
16-495-080 КЕР 91-13-087 36-12 AMD-P 91-05-032 
16-495-085 REP-P 91-10-082 36-12 AMD 91-11-038 
16-495-085 REP 91-13-087 36-12-010 AMD-P 91-05-032 
16-495-090 AMD-P 91-10-082 36-12-010 AMD 91-11-038 
16-495-090 AMD 91-13-087 36-12-011 AMD-P 91-05-032 
16-495-095 AMD-P 91-10-082 36-12-011 AMD 91-11-038 
16-495-095 AMD 91-13-087 36-12-020 АМО-Р 91-05-032 
16-495-100 AMD-P 91-10-082 36-12-020 AMD 91-11-038 
16-495-100 AMD 91-13-087 36-12-030 AMD-P 91-05-032 
16-495-105 AMD-P 91-10-082 36-12-030 AMD 91-11-038 
16-495-105 AMD 91-13-087 36-12-040 AMD-P 91-05-032 
16-495-110 AMD-P 91-10-082 36-12-040 AMD 91-11-038 
16-495-110 AMD 91-13-087 36-12-050 AMD-P 91-05-032 
16-497-001 AMD-P 91-04-067 36-12-050 AMD 91-11-038 
16-497-001 AMD 91-08-016 36-12-060 AMD-P 91-05-032 
16-497-005 NEW-P 91-04-067 36-12-060 AMD 91-11-038 
16-497-005 NEW 91-08-016 36-12-070 AMD-P 91-05-032 
16-497-020 AMD-P 91-04-067 36-12-070 AMD 91-11-038 
16-497-020 AMD 91-08-016 36-12-080 AMD-P 91-05-032 
16-497-030 AMD-P 91-04-067 36-12-080 AMD 91-11-038 
16-497-030 AMD 91-08-016 36-12-090 REP-P 91-05-032 
16-497-040 AMD-P 91-04-067 36-12-090 REP 91-11-038 
16-497-040 AMD 91-08-016 36-12-100 AMD-P 91-05-032 
16-497-050 AMD-P 91-04-067 36-12-100 AMD 91-11-038 
16-497-050 AMD 91-08-016 36-12-110 AMD-P 91-05-032 
16-497-060 AMD-P 91-04-067 36-12-110 AMD 91-11-038 
16-497-060 AMD 91-08-016 36-12-120 AMD-P 91-05-032 
16-528-105 NEW 91-05-065 36-12-120 AMD 91-11-038 
16-528-110 AMD 91-05-065 36-12-120 AMD-P ` 91-11-101 
16-528-150 AMD 91-05-065 36-12-120 AMD 91-14-063 
16-528-170 NEW 91-05-065 36-12-130 AMD-P 91-05-032 
16-532-040 AMD-P 91-09-057 36-12-130 AMD 91-11-038 
16-532-040 AMD-C 91-14-13 36-12-150 AMD-P 91-05-032 
16-532-040 AMD 91-15-019 36-12-150 AMD 91-11-038 
16-557-010 NEW-E 91-08-021 36-12-160 AMD-P 91-05-032 
16-557-010 NEW 91-09-003 36-12-160 AMD 91-11-038 
16-557-020 NEW-E 91-08-021 36-12-170 AMD-P 91-05-032 
16-557-020 NEW 91-09-003 36-12-170 AMD 91-11-038 


[315] 
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36-12-180 AMD-P 91-05-032 
36-12-180 AMD 91-11-038 
36-12-190 AMD-P 91-05-032 
36-12-190 AMD 91-11-038 
36-12-195 NEW-P 91-05-032 
36-12-195 NEW 91-11-038 
36-12-200 AMD-P 91-05-032 
36-12-200 AMD 91-11-038 
36-12-220 AMD-P 91-05-032 
36-12-220 AMD 91-11-038 
36-12-230 REP-P 91-05-032 
36-12-230 REP 91-11-038 
36-12-240 AMD-P 91-05-032 
36-12-240 AMD 91-11-038 
36-12-250 AMD-P 91-05-032 
36-12-250 AMD 91-11-038 
36-12-260 AMD-P 91-05-032 
36-12-260 AMD 91-11-038 
36-12-270 AMD-P 91-05-032 
36-12-270 AMD 91-11-038 
36-12-280 AMD-P 91-05-032 
36-12-280 AMD 91-11-038 
36-12-290 AMD-P 91-05-032 
36-12-290 AMD 91-11-038 
36-12-300 AMD-P 91-05-032 
36-12-300 AMD 91-11-038 
36-12-310 AMD-P 91-05-032 
36-12-310 AMD 91-11-038 
36-12-320 AMD-P 91-05-032 
36-12-320 AMD 91-11-038 
36-12-330 AMD-P 91-05-032 
36-12-330 AMD 91-11-038 
36-12-340 AMD-P 91-05-032 
36-12-340 AMD 91-11-038 
36-12-350 AMD-P 91-05-032 
36-12-350 AMD 91-11-038 
36-12-360 AMD-P 91-05-032 
36-12-360 AMD 91-11-038 
36-12-365 NEW-P 91-05-032 
36-12-365 NEW 91-11-038 
36-12-367 NEW-P 91-05-032 
36-12-367 NEW 91-11-038 
36-12-370 AMD-P 91-05-032 
36-12-370 AMD 91-11-038 
36-12-380 REP-P 91-05-032 
36-12-380 REP 91-11-038 
36-12-385 NEW-P 91-05-032 
36-12-385 NEW 91-11-038 
36-12--390 КЕРР 91-05032 
36-12-390 REP 91-11-038 
36-12-400 AMD-P 91-05-032 
36-12-400 AMD 91-11-038 
36-12-410 AMD-P 91-05-032 
36-12-410 AMD 91-11-038 
36-12-415 NEW-P 91-05-032 
36-12-415 NEW 91-11-038 
36-12-420 REP-P 91-05032 
36-12-420 REP 91-11-038 
36-12-425 NEW-P 91-05032 
36-12-425 NEW 91-11-038 
36-12-430 REP-P 91-05-032 
36-12-430 REP 91-11-038 
36-12-435 NEW-P 91-05-032 
36-12-435 NEW 91-11-038 
36-12-440 REP-P 91-05032 
36-12-440 REP 91-11-038 
36-12-445 NEW-P 91-05-032 
36-12-445 NEW 91-11-038 
36-12-450 AMD-P 91-05-032 
36-12-450 AMD 91-11-038 
36-12-460 REP-P 91-05-032 
36-12-460 REP 91-11-038 
36-12-470 REP-P 91-05-032 
36-12-470 REP 91-11-038 
36-12-480 REP-P 91-05032 
36-12-480 REP 91-11-038 
50-12-045 AMD-P 91-15-101 


WAC # 

50-44-005 NEW-P 
50-44-020 AMD-P 
50-44-030 AMD-P 
50-44-050 AMD-P 
50-44-060 NEW-P 
51-10 REP-P 
51-11-0502 AMD-P 
51-11-0503 AMD-P 
51-11-0504 AMD-P 
51-11-0505 AMD-P 
51-11-0525 NEW-P 
51-11-0526 NEW-P 
51-11-0527 NEW-P 
51-11-0528 NEW-P 
51-11-0529 NEW-P 
51-11-0530 NEW-P 
51-11-0531 NEW-P 
51-11-0532 NEW-P 
51-11-0533 NEW-P 
51-11-0534 NEW-P 
51-11-0535 NEW-P 
51-11-0536 NEW-P 
51-11-0537 NEW-P 
51-11-0538 NEW-P 
51-11-0539 NEW-P 
51-11-0540 NEW-P 
51-11-0541 NEW-P 
51-11-0542 NEW-P 
51-11-0600 NEW 
51-11-0608 AMD-P 
51-11-0625 NEW-P 
51-11-0626 NEW-P 
51-11-0627 NEW-P 
51-11-0628 NEW-P 
51-11-0629 NEW-P 
51-11-0630 NEW-P 
51-11-0631 NEW-P 
51-11-1000 AMD-P 
51-13-502 AMD-P 
51-13-502 AMD 
51-16-010 REP-P 
51-16-020 REP-P 
51-16-030 REP-P 
51-16-040 КЕР-Р 
51-16-050 REP-P 
51-16-060 REP-P 
51-16-070 REP-P 
51-16-080 КЕР-Р 
51-16-100 REP-P 
51-19-470 NEW-W 
51-20-001 NEW-P 
51-20-002 NEW-P 
51-20-003 NEW-P 
51-20-004 NEW-P 
51-20-005 NEW-P 
51-20-007 NEW-P 
51-20-008 NEW-P 
51-20-009 NEW-P 
51-20-0100 NEW-P 
51-20-0104 NEW-P 
51-20-0300 NEW-P 
51-20-0307 NEW-P 
51-20-0400 NEW-P 
51-20-0404 NEW-P 
51-20-0407 NEW-P 
51-20-0409 NEW-P 
51-20-0414 NEW-P 
51-20-0417 NEW-P 
51-20-0419 NEW-P 
51-20-0420 NEW-P 
51-20-0500 NEW-P 
51-20-0503 NEW-P 
51-20-0504 NEW-P 
51-20-0514 NEW-P 
51-20-0515 NEW-P 
51-20-0516 NEW-P 
51-20-0551 NEW-P 


WSR # 

91-15-102 
91-15-102 
91-15-102 
91-15-102 
91-15-102 
91-16-110 
91-16-111 
91-16-111 
91-16-111 
91-16-111 
91-16-111 
91-16-111 
91-16-111 
91-16-111 
91-16-111 
91-16-111 
91-16-111 
91-16-111 
91-16-111 
91-16-111 
91-16-111 
91-16-111 
91-16-111 
91-10-11 
91-16-111 
91-16-111 
91-16-111 
91-16-111 
91-06-065 
91-16-111 
91-16-111 
91-16-111 
91-16-111 
91-16-111 
91-16-111 
91-16-111 
91-16-111 
91-16-111 
91-07-047 
91-12-045 
91-16-112 
91-16-112 
91-16-112 
91-16-112 
91-16-112 
91-16-112 
91-16-112 
91-16-112 
91-16-112 
91-06-064 
91-16-113 
91-16-113 
91-16-113 
91-16-113 
91-16-113 
91-16-113 
91-16-113 
91-16-113 
91-16-113 
91-16-113 
91-16-113 
91-16-113 
91-16-113 
91-16-113 
91-16-113 
91-16-113 
91-16-113 
91-16-113 
91-16-113 
91-16-113 
91-16-113 
91-16-113 
91-16-113 
91-16-113 
91-16-113 
91-16-113 
91-16-113 
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51-20-0554 NEW-P  91-16-113 51-20-91200 МЕМ-Р 91-16-113 
51-20-0555 NEW-P 91-16-113 51-20-91223 МЕМ-Р 91-16-113 
51-20-0600 NEW-P  91-16-113 51-20-91224 МЕМ-Р 91-16-113 
51-20-0605 NEW-P  91-16-113 51-20-91222: МЕМ-Р 91-16-113 
51-20-0610 NEW-P 91-16-113 51-20-9122: NEW-P 91-16-113 
51-20-0700 NEW-P  91-16-113 51-20-91227 МЕМ-Р  91-16-113 
51-20-0702 NEW-P  91-16-113 51-20-91228 — NEW-P 91-16-113 
51-20-0800 NEW-P  91-16-113 51-20-91229 МЕМ-Р  91-16-113 
51-20-0801 NEW-P  91-16-113 51-20-91230 МЕМ-Р 91-16-113 
51-20-0900 NEW-P 91-16-113 51-20-91231 NEW-P 91-16-113 
51-20-0901 NEW-P  91-16-113 51-20-91232 МЕМ-Р 91-16-113 
51-20-0902 NEW-P  91-16-113 51-20-9123:  NEW-P  91-16-113 
51-20-1000 NEW-P  91-16-113 51-20-91234 МЕМ-Р 91-16-113 
51-20-1011 NEW-P  91-16-113 51-20-93100 — NEW-P 91-16-113 
51-20-1200 NEW-P 91-16-113 51-20-93115 МЕМ-Р 91-16-113 
51-20-1201 NEW-P 91-16-113 51-20-9316 — МЕМ-Р 91-16-113 
51-20-1210 NEW-P  91-16-113 51-20-93117  NEW-P 91-16-113 
51-20-1215 NEW-P  91-16-113 51-20-93118 МЕМ-Р 91-16-113 
51-20-1216 NEW-P  91-16-113 51-20-93119 — NEW-P 91-16-13 
51-20-1223 NEW-P  91-16-113 51-20-93120 МЕМ-Р  91-16-113 
51-20-1224 NEW-P  91-16-113 51-20-93121 МЕМ-Р 91-16-113 
51-20-1225 NEW-P  91-16-113 51-21-001 NEW-P 91-16-113 
51-20-1226 NEW-P 91-16-113 51-21-002 NEW-P 91-16-113 
51-20-1227 NEW-P 91-16-113 51-21-003 NEW-P 91-16-113 
51-20-1228 NEW-P  91-16-113 51-21-007 NEW-P 91-16-113 
51-20-1229 NEW-P  91-16-113 51-21-008 NEW-P 91-16113 
51-20-1230 NEW-P  91-16-113 51-21-3100: NEW-P  91-16-113 
51-20-1231 NEW-P  91-16-113 51-21-380300 МЕМ-Р 91-16-113 
51-20-1232 NEW-P  91-16-113 51-21-38038 МЕМ-Р 91-16-113 
51-20-1233 NEW-P 91-16-13 51-21-3809 МЕМ-Р 91-16-113 
51-20-1234 NEW-P 91-16-13 51-22-001 NEW-P  91-16-114 
51-20-1251 NEW-P 91-16-113 51-22-002 NEW-P 91-16-114 
51-20-1800 МЕМ-Р 91-16-113 51-22-003 NEW-P 91-16-114 
51-20-1807 NEW-P 91-16-113 51-22-004 NEW-P 91-16-114 
51-20-2300 NEW-P 91-16-113 51-22-005 NEW-P 91-16-114 
51-20-2312 МЕМ-Р 91-16-113 51-22-007 NEW-P 91-16-114 
51-20-2700 NEW-P 91-16-113 51-22-008 NEW-P  91-16-114 
51-20-2710 NEW-P  91-16-113 51-22-0400 NEW-P  91-16-114 
51-20-3000 NEW-P  91-16-113 51-22-0423 NEW-P 91-16-114 
51-20-3007 NEW-P  91-16-113 51-22-0500 NEW-P 91-16-114 
51-20-3100 NEW-P 91-16-113 51-22-0504 NEW-P  91-16-114 
51-20-3101 NEW-P  91-16-113 51-22-0800 NEW-P 91-16-114 
51-20-3102 NEW-P  91-16-113 51-22-0807 МЕМ-Р 91-16-14 
51-20-3103 МЕМ-Р 91-16-113 51-22-1000 МЕМ-Р 91-16-14 
51-20-3104 NEW-P 91-16-13 51-22-1002 NEW-P 91-16-114 
51-20-3105 NEW-P  91-16-113 51-22-1100 NEW-P 91-16-114 
51-20-3106 NEW-P  91-16-113 51-22-1104 NEW-P 91-16-114 
51-20-3107 NEW-P  91-16-113 51-22-1500 NEW-P 91-16-114 
51-20-3108 NEW-P 91-16-13 51-22-1508 NEW-P 91-16-114 
51-20-3109 МЕМ-Р 91-16-13 51-22-1900 NEW-P 91-16-114 
51-20-3110 NEW-P  91-16-113 51-22-1903 NEW-P 91-16-114 
51-20-3111 NEW-P  91-16-113 51-24-001 NEW-P 91-16-115 
51-20-3112 NEW-P  91-16-113 51-24-002 NEW-P 91-16-115 
51-20-3113 NEW-P 91-16-113 51-24-003 NEW-P  91-16-115 
51-20-3114 NEW-P  91-16-113 51-24-007 NEW-P 91-16-115 
51-20-3151 NEW-P 91-16-13 51-24-008 NEW-P 91-16-115 
51-20-3152 NEW-P  91-16-113 51-24-04000 МЕМ-Р 91-16-115 
51-20-3153 NEW-P 91-16-113 51-24-04123  NEW-P  91-16-115 
51-20-3200 NEW-P  91-16-113 51-24-09000 МЕМ-Р 91-16-115 
51-20-3207 МЕМ-Р 91-16-113 51-24-0910: NEW-P 91-16-115 
51-20-3300 МЕМ-Р 91-16-113 51-24-09107 МЕМ-Р 91-16-115 
51-20-3304 NEW-P 91-16-113 51-24-0910. МЕМ-Р 91-16-115 
51-20-3305 NEW-P 91-16-13 51-24-0917 МЕМ-Р 91-16-115 
51-20-3306 NEW-P 91-16-13 51-24-10000 МЕМ-Р 91-16-15 
51-20-3315 NEW-P 91-16-113 51-24-1020 МЕМ-Р 91-16-15 
51-20-3350 NEW-P 91-16-113 51-24-1057 МЕМ-Р 91-16-15 
51-20-3800 NEW-P  91-16-113 51-24-25000 МЕМ-Р 91-16-115 
51-20-3801 NEW-P  91-16-113 51-24-25107 МЕМ-Р 91-16-115 
51-20-3802 NEW-P 91-16-113 51-24-45000 МЕМ-Р 91-16-115 
51-20-3900 NEW-P 91-16-113 51-24-4521] | NEW-P 91-16115 
51-20-3901 NEW-P 91-16-13 51-24-7900 МЕМ-Р 91-16-15 
51-20-3903 NEW-P 91-16-113 51-24-79601 NEW-P 91-16-15 
51-20-5100 NEW-P 91-16-13 51-24-7963: NEW-P 91-16-115 
51-20-5103 МЕМ-Р 91-16-13 51-24-80000 МЕМ-Р 91-16-115 
51-20-5105 NEW-P  91-16-113 51-24-80101 NEW-P  91-16-115 
51-20-5400 NEW-P 91-16-113 51-24-80103 NEW-P 91-16-115 
51-20-5401 NEW-P 91-16-113 51-24-80108 МЕМ-Р 91-16-115 


WAC g WSR f 
51-24-80109 МЕМ-Р 91-16-115 
51-24-80110 — NEW-P 91-16-115 
51-24-80111 NEW-P 91-16-115 
51-24-80113 МЕМ-Р 91-16-115 
51-24-80114 МЕМ-Р 91-16-115 
51-24-80120 МЕМ-Р 91-16-115 
51-24-80202 МЕМ-Р 91-16-115 
51-24-80301 NEW-P  91-16-115 
51-24-80303  NEW-P 91-16-115 
51-24-80305 МЕМ-Р 91-16-115 
51-24-80315  NEW-P 91-16-115 
51-24-80401 NEW-P 91-16-15 
51-24-80402 МЕМ-Р 91-16-115 
51-24-99300 МЕМ-Р 91-16-115 
51-24-99350 МЕМ-Р 91-16-115 
51-24-99351 NEW-P 91-16-115 
51-24-99352 МЕМ-Р 91-16-115 
51-24-99500 МЕМ-Р 91-16-115 
51-24-99510 МЕМ-Р 91-16-115 
51-25-001 NEW-P 91-16-115 
51-25-002 NEW-P 91-16-115 
51-25-003 NEW-P 91-16-115 
51-25-007 NEW-P 91-16-115 
51-25-008 NEW-P 91-16-115 
51-26-001 NEW-P 91-16-116 
51-26-002 NEW-P 91-16-116 
51-26-003 NEW-P 91-16-116 
51-26-004 NEW-P 91-16-116 
51-26-008 NEW-P 91-16-116 
51-26-0300 NEW-P 91-16-116 
51-26-0310 NEW-P 91-16-116 
51-26-0315 NEW-P 91-16-116 
51-26-0400 NEW-P 91-16-116 
51-26-0401 NEW-P 91-16-116 
51-26-0500 NEW-P 91-16-116 
51-26-0503 NEW-P 91-16-116 
51-26-1000 NEW-P 91-16-116 
51-26-1004 NEW-P  91-16-116 
51-26-1800 NEW-P 91-16-116 
51-26-1801 NEW-P  91-16-116 
51-26-1802 NEW-P 91-16-116 
51-26-1803 NEW-P  91-16-116 
51-26-1804 NEW-P  91-16-116 
51-26-1805 NEW-P 91-16-116 
51-26-2200 NEW-P 91-16-116 
51-26-2300 МЕМ-Р 91-16-116 
51-26-2301 NEW-P  91-16-116 
51-27-001 NEW-P 91-16-117 
51-27-002 NEW-P 91-16-117 
51-27-003 NEW-P 91-16-117 
51-27-004 МЕМ-Р 91-16-17 
51-27-008 NEW-P 91-16-117 
67-25-005 AMD-P 91-16-085 
67-25-030 AMD-P 91-16-085 
82-06-010 NEW-P 91-15-053 
106-120-004 AMD 91-04-054 
106-120-005 AMD 91-04-054 
106-120-023 AMD 91-04-054 
106-120-024 AMD 91-04-054 
106-120-026 AMD 91-04-054 
106-120-027 AMD 91—04-054 
106-120-028 AMD 91-04-054 
106-120-033 AMD 91-04-054 
106-120-131 AMD 91-04-054 
106-120-132 AMD 91-04-054 
106-120-143 AMD 91-04-054 
113-10-010 DECOD 91-05-095 
113-10-020 DECOD 91-05-095 
113-10-030 DECOD 91-05-095 
113-10-040 DECOD 91-05-095 
113-10-050 DECOD 91-05-095 
113-10-060 DECOD  91-05-095 
113-10-070 DECOD 91-05-095 
113-10-090 РЕСОР 91-05-095 
113-10-100 DECOD 91-05-095 
113-10-10 DECOD 91-05-095 
113-12-010 DECOD 91-05-095 
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WAC f WSR 4 WAC # WSR # 
113-12-075 DECOD 91-05-095 131-16-055 NEW-E 91-12-030 
113-12-080 РЕСОР 9105095 131-16-055 NEW 91-13-048 
113-12-085 DECOD  91-05-095 131-16-060 AMD-P 91-09-036 
113-12-087 DECOD 91-05-095 131-16-060 AMD-E 91-12-030 
113-12-101 DECOD 91-05-095 131-16-060 AMD 91-13-048 
13-12-101 REP-P 91-06-090 131-16-061 AMD-P 91-09-036 
113-12-103 DECOD 91-05-095 131-16-061 AMD-E 91-12-030 
113-12-104 DECOD 91-05-095 131-16-061 AMD 91-13-048 
113-12-115 DECOD 91-05-095 131-16-062 NEW-P 91-09-036 
113-12-120 DECOD 91-05-095 131-16-062 NEW-E  91-12-030 
113-12-150 DECOD 91-05-095 131-16-062 NEW 91-13-048 
113-12-165 DECOD 91-05-095 131-16-065 AMD-P 91-09-036 
113-12-170 DECOD 91-05-095 131-16-065 AMD-E 91-12-030 
113-12-175 DECOD 91-05-095 131-16-065 AMD 91—13-048 
113-12-180 DECOD 91-05-095 131-16-066 AMD-P 91-09036 
113-12-190 DECOD 91-05-095 131-16-066 AMD-E 91-12-030 
113-12-195 DECOD 91-05-095 131-16-066 AMD 91-13-04% 
113-12-197 РЕСОР 91-05-095 131-16-069 КЕР-Р 91-09-036 
113-12-200 DECOD 91-05-095 131-16-069 REP-E 91-12030 
113-12-210 DECOD 91-05-095 131-16-069 REP 91-13-048 
113-12-220 DECOD 91-05-095 131-16-070 AMD-P 91-15-094 
113-12-230 DECOD 91-05-095 131-16-080 AMD-P 91-15-094 
113-12-300 DECOD 91-05-095 131-16-091 AMD-P 91-15-094 
113-12-310 DECOD 91-05-095 131-16-092 AMD-P 91-15-094 
113-12-320 DECOD 91-05-095 131-16-093 AMD-P 91-15094 
113-12-330 DECOD 91-05-095 131-16-094 AMD-P 91-15-094 
113-12-340 DECOD 91-05-095 131-16-095 NEW-P 91-15-094 
113-12-350 DECOD 91-05-095 131-16-500 AMD-E 91-13-001 
114-12-011 DECOD 91-05-026 131-16-500 AMD-P 91-15-092 
114-12-021 DECOD 91-05-026 131-28-026 AMD-P 91-15-093 
114-12-031 DECOD 91-05-026 131-32-050 NEW-E 91-06-075 
114-12-041 РЕСОР 91-05-026 131-32-050 МЕМ-Р 91-15-091 
114-12-115 DECOD 91-05-026 132B-120-010 AMD-P 91-05-033 
114-12-126 DECOD 91-05-026 132B-120-010 AMD 91-11-102 
114-12-132 DECOD 91-05-026 132B-120-045 NEW-P 91-05033 
114-12-136 DECOD 91-05-031 132B-120-045 NEW 91-11-102 
114-12-150 DECOD 91-05-026 132B-120-060 AMD-P 91-05-033 
114-12-155 DECOD 91-05-026 132В-120-060 AMD 91-11-102 
114-12-164 DECOD 91-05-026 132B-120-090 AMD-P 91-05-033 
114-12-170 DECOD 91-05-026 132B-120-090 AMD 91-11-102 
114-12-180 DECOD 91-05-026 132B-120-100 AMD-P 91-05-033 
114-12-190 DECOD 91-05-026 132B-120-100 AMD 91-11-102 
114-12-200 РЕСОР 91-05-026 132B-120-120 AMD-P 91-05-033 
131-16-005 AMD-P 91-09-036 132B-120-120 AMD 91-11-102 
131-16-005 AMD-E 91-12-030 132B-120-140 AMD-P 91-05-033 
131-16-005 AMD 91-13-048 132B-120-140 AMD 91-11-102 
131-16-010 AMD-P 91-09-036 132B-120-160 AMD-P 91-05-033 
131-16-010 AMD-E 91-12-030 132B-120-160 AMD 91-11-102 
131-16-010 AMD 91-13-048 132B-120-170 AMD-P 91-05-033 
131-16-011 AMD-P 91-09-036 132B-120-170 AMD 91-11-102 
131-16-011 AMD-E 91-12-030 132B-120-180 AMD-P 91-05-033 
131-16-011 AMD 91-13-048 132B-120-180 AMD 91-11-102 
131-16-015 AMD-P 91-09-036 132B-120-190 AMD-P 91-05-033 
131-16-015 AMD-E 91-12-030 132B-120-190 AMD 91-11-102 
131-16-015 AMD 91-13-048 132H-160-210 REP-P 91-15020 
131-16-020 REP-E 91-06-069 132Н-160-210 REP-P 91-15-050 
131-16-020 REP-P 91-09-036 132H-160-210 REP-W 91-15058 
131-16-020 REP-E 91-12-030 132H-160-220 REP-P 91-15-020 
131-16-020 REP 91-13-048 132Н-160-220 REP-P 91-15-050 
131-16-021 NEW-E 91-06-069 132Н-160-220 REP-W 91-15-058 
131-16-021 AMD-E 91-09-008 132Н-160-230 REP-P 91-15020 
131-16-021 NEW-P 91-09-036 132H-160-230 REP-P  91-15-050 
131-16-021 NEW-E  91-12-030 132Н-160-230 REP-W 91-15-058 
131-16-021 NEW 9113-048 132H-160-240 REP-P 91-15020 
131-16-030 REP-P 91-09-036 132Н-160-240 ВЕР-Р 91-15-050 
131-16-030 REP-E 91-12-030 132Н-160-240 REP-W 91-15058 
131-16-030 REP 91-13-048 132Н-160-250 REP-P 91-15020 
131-16-031 NEW-P 91-09-036 132H-160-250 REP-P 91-15-050 
131-16-031 NEW-E  91-12-030 132Н-160-250 REP-W 91-15058 
131-16-031 NEW 91-13-048 132H-160-260 AMD-P 91-15-020 
131-16-040 AMD-P 91-09-036 132Н-160-260 AMD-P 91-15-050 
131-16-040 AMD-E 91-12-030 132H-160-260 AMD-W 91-15-058 
131-16-040 AMD 91-13-048 132Н-160-290 REP-P 91-15020 
131-16-050 AMD-P 91-09-036 132Н-160-290 REP-P 91-15-050 
131-16-050 AMD-E 91-12-030 132H-160-290 REP-W 91-15058 
131-16-050 AMD 91-13-048 132Н-160-300 REP-P  91-15-020 
131-16-055 NEW-P 91-09-036 132H-160-300 REP-P 91-15-050 


[317] 


WAC # WSR # 
132Н-160-300 REP-W 91-15-058 
132H-160-310 REP-P  91-15-020 
132H-160-310 REP-P 91-15-050 
132H-160-310 REP-W 91-15-058 
132H-160-410 REP-P  91-15-020 
132Н-160-410 REP-P 91-15-050 
132H-160-410 REP-W 91-15-058 
132Н-160-420 REP-P  91-15-020 
132Н-160-420 REP-P 91-15-050 
132Н-160-420 REP-W 91-15-058 
132Н-160-450 REP-P 91-15-020 
132Н-160-450 REP-P 91-15-050 
132Н-160-450 REP-W 91-15-058 
132Н-160-460 КЕР-Р 91-15-020 
132Н-160-460 REP-P 91-15050 
132Н-160-460 REP-W 91-15-058 
132Н-160-470 REP-P 91-15-020 
132Н-160-470 REP-P 91-15-050 
132Н-160-470 REP-W 91-15-058 
132H-160-490 REP-P 91-15-020 
132Н-160-490 REP-P  91-15-050 
132Н-160-490 REP-W 91-15-058 
132Н-160-510 REP-P  91-15-020 
132H-160-510 REP-P  91-15-050 
132H-160-510 REP-W 91-15-058 
132K-16-110 NEW-E 91-03-084 
132K-16-110 NEW-P 91-03-150 
132K-16-110 NEW 91-09-027 
132K-16-120 NEW-E 91-03-084 
132K-16-120 NEW-P 91-03-150 
132K-16-120 NEW 91-09-027 
132K-16-130 NEW-E  91-03-084 
132K-16-130 NEW-P 91-03-150 
132K-16-130 NEW 91-09-027 
132К-16-140 NEW-E 91-03-084 
132К-16-140 NEW-P 91-03150 
132K-16-140 NEW 91-09-027 
132K-16-150 NEW-E 91-03-084 
132K-16-150 NEW-P 91-03150 
132K-16-150 NEW 91-09-027 
132K-16-160 NEW-E 91-03-084 
132K-16-160 NEW-P 91-03-150 
132K-16-160 NEW 91-09-027 
132К-16-170 NEW-E 91-03-084 
132К-16-170 NEW-P 91-03-150 
132К-16-170 NEW 91-09-027 
132K-16-180 NEW-E 91-03-084 
132K-16-180 NEW-P 91-03-150 
132К-16-180 NEW 91-09-027 
132K-16-190 NEW-E 91-03-084 
132K-16-190 NEW-P  91-03-150 
132K-16-190 NEW 91-09-027 
132K-16-200 NEW-E 91-03-084 
132К-16--200 NEW-P 91-03-150 
132K-16-200 NEW 91-09-027 
132K-16-210 NEW-E 91-03-084 
132K-16-210 NEW-P 91-03-150 
132K-16-210 NEW 91-09-027 
132K-16-220 NEW-E 91-03-084 
132K-16-220 NEW-P 91-03-150 
132К-16-220 МЕМ 91-09-027 
132K-16-230 NEW-E 91-03-084 
132K-16-230 NEW-P 91-03-150 
132K-16-230 NEW 91-09-027 
132К-16-240 NEW-E 91-03-084 
132K-16-240 NEW-P 91-03-150 
132К-16-240 NEW 91—09—027 
132K-16-250 NEW-E  91-03-084 
132K-16-250 NEW-P 91-03-150 
132K-16-250 NEW 91-09-027 
132K-16-260 NEW-E 91-03-084 
132K-16-260 NEW-P 91-03-150 
132K-16-260 NEW 91-09-027 
132K-16-270 NEW-E 91-03-084 
132K-16-270 NEW-P 91-03-150 
132K-16-270 NEW 91-09-027 
132K-16-280 NEW-E 91-03-084 
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132K-16-280 NEW-P 91-03-150 132K-16-560 NEW-P 91-03-150 
132К-16-280 МЕМ 91-09-027 132М-156-300 AMD-P 91-15071 
132К-16-290 NEW-E 91-03-084 132N-156-310 AMD-P 91-15-071 
132K-16-290 NEW-P 91-03-150 132N-156-320 AMD-P 91-15-071 
132K-16-290 NEW 91-09-027 132N-156-330 AMD-P 91-15071 
132К-16-300 NEW-E 91-03-084 132N-156-400 AMD-P 91-15-071 
132K-16-300 NEW-P 91-03-150 132N-156-420 AMD-P 91-15-071 
132K-16-300 NEW 91-09-027 132N-156-430 AMD-P 91-15-071 
132К-16-310 NEW-E 91-03-084 132N-156-440 AMD-P 91-15-071 
132K-16-310 NEW-P 91-03-150 132N-156-450 AMD-P 91-15-071 
132K-16-310 NEW 91-09-027 132N-156-460 AMD-P 91-15-071 
132K-16-320 NEW-E 91-03-084 132N-156-500 AMD-P 91-15-071 
132К-16-320 NEW-P 91-03-150 132М-156-530 AMD-P 91-15-071 
132К-16-320 NEW 91-09-027 132N-156-550 AMD-P  91-15-071 
132K-16-330 NEW-E 91-03-084 132N-156-560 AMD-P 91-15-071 
132K-16-330 NEW-P 91-03-150 132N-156-570 AMD-P 91-15-07 
132K-16-330 NEW 91-09-027 132N-156-580 NEW-P 91-15-071} 
132K-16-340 NEW-E 91-03-084 132N-156-610 AMD-P 91-15-07! 
132K-16-340 NEW-P  91-03-150 132N-156-620 AMD-P 91-15-071 
132К-16-340 NEW 91-09-027 132N-156-630 AMD-P  91-15-071 
132K-16-350 NEW-E  91-03-084 132N-156-640 AMD-P 91-15-071 
132K-16-350 NEW-P 91-03-150 132N-156-650 AMD-P  91-15-071 
132К-16-350 NEW 91-09-027 132N-156-700 AMD-P 91-15-071 
132K-16-360 NEW-E 91-03-084 132N-156-730 AMD-P 91-15-071 
132K-16-360 NEW-P 91-03-150 132N-156-740 AMD-P 91-15-071 
132K-16-360 NEW 91-09-027 132М-156-750 AMD-P 91-15-071 
132К-16-370 NEW-E 91-03-084 132М-156-760 AMD-P 91-15-071 
132K-16-370 NEW-P 91-03-150 132N-168-010 REP-P 91-15-072 
132K-16-370 NEW 91-09-027 132N-168-020 REP-P  91-15-072 
132K-16-380 NEW-E 91-03-084 1320-03-005 NEW-P  91-14-057 
132K-16-380 NEW-P 91-03-150 1320-03-010 NEW-P 91-14-057 
132K-16-380 NEW 91-09-027 1320-03-020 NEW-P 91-14-057 
132K-16-390 NEW-E 91-03-084 1320-03-030 NEW-P 91-14-057 
132K-16-390 NEW-P 91-03-150 1320-06-016 NEW-P 91-14-060 
132K-16-390 NEW 91-09-027 132Q-108-010 NEW-P 91-14-058 
132K-16-400 NEW-E 91-03-084 1320-108-020 NEW-P 91-l4-058 
132K-16-400 NEW-P 91-03-150 1320-108-030 NEW-P 91-14-058 
132K-16-400 NEW 91-09-027 1320-108-040 NEW-P 91-14-058 
132K-16-410 NEW-E 91-03-084 1320-108-050 NEW-P 91-14-058 
132K-16-410 NEW-P 91-03-150 1320-108-060 NEW-P 91-14-058 
1320-16-410 МЕМ 91-09-027 1320-108-070 МЕМ-Р 91-14-058 
132K-16-420 NEW-E 91-03-084 1320-108-080 NEW-P 91-14-058 
132K-16-420 NEW-P 91-03-150 1320-108-090 NEW-P 91-14-058 
132K-16-420 NEW 91-09-027 1320-108-100 NEW-P 91-14-058 
132К-16-430 NEW-E 91-03-084 1320-135-050 NEW-P 91-14-059 
132K-16-430 NEW-P 91-03-150 1325-30-036 AMD-P 91-02-101 
132K-16-430 NEW 91-09-027 1325-30-036 AMD 91-08-001 
132K-16-440 NEW-E 91-03-084 132Y-100-066 NEW-P 91-12-016 
132K-16-440 NEW-P 91-03-150 132Ү-100-072 AMD-P 91-12-016 
132К-16-440 NEW 91-09-027 132Y-100-104 AMD-P 91-12-016 
132K-16-450 NEW-E 91-03-084 132Ү-400-010 NEW 91-05-012 
132K-16-450 NEW-P 91-03-150 132Y-400-020 NEW 91-05-012 
132K-16-450 NEW 91-09-027 132Y-400-030 NEW 91-05-012 
132K-16-460 NEW-E 91-03-084 132Y -400-040 NEW 91-05-012 
132K-16-460 NEW-P 91-03-150 137-12A-010 AMD 91-10-018 
132K-16-460 NEW 91-09-027 137-12А-020 AMD 91-10-018 
132K-16-470 NEW-E 91-03-084 137-12A-030 AMD 91-10-018 
132K-16-470 NEW-P 91-03-150 137-12А-050 AMD 91-10-018 
132K-16-470 NEW 91-09-027 137-12А-060 AMD 91-10-018 
132K-16-480 NEW-E 91-03-084 137-12А-070 AMD 91-10-018 
132K-16-480 NEW-P 91-03-150 137-12А-090 AMD 91-10-018 
132K-16-480 NEW 91-09-027 139-05-230 AMD-P 91-10-089 
132К-16-490 NEW-E 91-03-084 139-05-230 AMD 91-14-011 
132K-16-490 NEW-P 91-03-150 139-10-212 AMD-P 91-10-088 
132K-16-500 NEW-E 91-03-084 139-10-212 AMD 91-14-010 
132K-16-500 NEW-P 91-03-150 143-06-130 AMD-P 91-04-090 
132K-16-510 NEW-E 91-03-084 143-06-130 AMD 91-07-033 
132K-16-510 NEW-P 91-03-150 154-300-005 NEW-P 91-02098 
132К-16-520 NEW-E — 91 03-084 154-300-005 NEW 91-05-084 
132К-16-520 NEW-P 91-03-150 154-300-010 NEW-P 91-02-098 
132K-16-530 NEW-E 91-03-084 154-300-010 NEW 91-05-084 
132К-16-530 NEW-P 91-03-150 154-300-020 NEW-P 91-02-098 
132K-16-540 NEW-E 91-03-084 154-300-020 NEW 91-05-084 
132K-16-540 NEW-P 91-03-150 154-300-030 NEW-P 91-02-098 
132K-16-550 NEW-E 91-03-084 154-300-030 NEW 91-05-084 
132K-16-550 NEW-P 91-03-150 154-300-040 NEW-P 91-02-098 
132K-16-560 NEW-E 91-03-084 154-300-040 NEW 91-05-084 
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154-300-050 NEW-P 91-02-098 173-181-080 NEW-P 91-14-110 173-203-120 NEW-W 91-10-048 
154-300-050 NEW 91—05-084 173-181-085 NEW-P 91-14-110 173-203-120 NEW-P 91-11-089 
154-300-060 NEW-P 91-02-098 173-181-090 NEW-P 91-14-110 173-203-130 NEW-P 91-09-056 
154-300-060 NEW 91-05-084 173-181-092 NEW-P 91-14-110 173-203-130 NEW-W 91-10-048 
154-300-070 NEW-P 91-02-098 173-181-094 NEW-P 91-14-110 173-203-130 NEW-P 91-11-089 
154-300-070 NEW 91-05-084 173-181-096 NEW-P 91-14-110 173-203-140 NEW-P 91-09-056 
154-300-080 NEW-P 91—02-098 173-181-098 NEW-P 91-14-110 173-203-140 NEW-W  91i-10—048 
154-300-080 NEW 91-05-084 173-201-010 КЕР-Р 91-09-056 173-203-140 NEW-P 91-11-089 
154-300-090 NEW-P 91-02-098 173-201-010 REP-W 91-10-048 173-203-150 МЕМ-Р 91--09-056 
154-300-090 NEW 91-05-084 173-201-010 REP-P 91-11-089 173-203-150 NEW-W 91-10-048 
154-300-100 NEW-P 91—02-098 173-201-025 REP-P 91-09-056 173-203-150 NEW-P 91-11-089 
154-300-100 NEW 91-05-084 173-201-025 REP-W 91-10-048 173-203-160 NEW-P 91-09-056 
154-300-110 NEW-P 91-02-098 173-201-025 REP-P 91-11-089 173-203-160 NEW-W 91-10-048 
154-300-110 NEW 91-05-084 173-201-035 REP-P 91-09-056 173-203-160 NEW-P 91-11-089 
154-300-120 NEW-P 91—02-098 173-201-035 REP-W 91-10-048 173-203-170 NEW-P 91-09-056 
154-300-120 NEW 91-05-084 173-201-035 ВЕР-Р 91-11-089 173-203-170 NEW-W 91-10-048 
173-16-064 NEW-P 91—04-069 173-201-045 REP-P 91-09-056 173-203-170 NEW-P 91-11-089 
173-16-064 NEW-W 91-05-042 173-201-045 REP-W 91—10—048 173-203-180 NEW-P 91-09-056 
173-16-064 NEW 91-10-033 173-201-045 КЕР-Р 91-11-089 173-203-180 NEW-W 91-10-048 
173-19-120 AMD-W 91-02-112 173-201-047 REP-P 91-09-056 173-203-180 NEW-P 91-11-089 
173-19-120 AMD-P 91-14-054 173-201-047 REP-W 91-10-048 173-204 NEW-C 91-03-094 
173-19-220 AMD-P 91-09-054 173-201-047 REP-P 91-11-089 173-204 NEW-C 91-06-098 
173-19-2207 AMD-P 91-03-144 173-201-070 REP-P 91-09-056 173-204-100 NEW 91-08-019 
173-19-2207 AMD 91-12-053 173-201-070 REP-W 91—10-048 173-204-110 NEW 91-08-019 
173-19-230 AMD 91-03-145 173-201-070 REP-P 91-11-089 173-204-120 NEW 91-08-019 
173-19-250 AMD 91-03-149 173-201—080 REP-P 91-09-056 173-204-130 NEW 91-08-019 
173-19-2516 AMD-P 91-14-053 173-201-080 REP-W 91-10-048 173-204-200 NEW 91-08-019 
173-19-2519 AMD-W 91-12-036 173-201-080 ВЕР-Р 91-11-089 173-204-300 NEW 91-08-019 
173-19-280 AMD-P 91-03-141 173-201-085 КЕР-Р 91-09-056 173-204-310 NEW 91-08-019 
173-19-280 AMD-W 91-11-088 173-201-085 REP-W 91—10-048 173-204-315 NEW 91-08-019 
173-19-280 АМО-Р 91-14-100 173-201-085 КЕР-Р 91-11-089 173-204-320 NEW 91-08-019 
173-19-3203 AMD 91-03-147 173-201-090 КЕР-Р 91-09-056 173-204-330 NEW 91-08-019 
173-19-3204 AMD-P 91-14-052 173-201-090 REP-W 91-10-048 173-204-340 NEW 91-08-019 
173-19-3205 AMD 91-03-146 173-201-090 REP-P 91--1 1-089 173-204-350 NEW 91-08-019 
173-19-3208 AMD 91-03-148 173-201-100 REP-P 91-09-056 173-204-400 NEW 91-08-019 
173-19-3209 AMD 91-04-070 173-201-100 REP-W 91-10-048 173-204-410 NEW 91-08-019 
173-19-3210 AMD 91-04-071 173-201-100 REP-P 91-11-089 173-204-415 NEW 91-08-019 
173-19-350 AMD-P 91-03-143 173-201-110 REP-P 91-09-056 173-204-420 NEW 91-08-019 
173-19-350 AMD 91-12-052 173-201-110 REP-W 91-10-048 173-204-500 NEW 91-08—019 
173-19-360 AMD 91-04-072 173-201-110 КЕР-Р 91-11-089 173-204-510 NEW 91-08-019 
173-19-360 AMD-P 91-05-063 173-201-120 REP-P 91-09-056 173-204-520 NEW 91-08-019 
173-19-360 AMD-C 91-06-094 173-201-120 REP-W 91-10-048 173-204-530 NEW 91-08-019 
173-19-360 AMD 91-12-054 173-201-120 REP-P 91-11-089 173-204—540 NEW 91-08-019 
173-19-420 AMD-P 91-14-051 173-203-010 NEW-P 91-09-056 173-204-550 NEW 91-08-019 
173-19-4205 AMD-P 91-04-079 173-203-010 NEW-W 91-10-048 173-204-560 NEW 91-08-019 
173-19-4205 AMD 91-09--055 173-203-010 NEW-P 91-11-089 173-204-570 NEW 91-08—019 
173-160-040 АМО-Е 91-04-073 173-203-020 NEW-P 91-09-056 173-204-580 NEW 91-08-019 
173-160-040 AMD-P 91-12-039 173-203-020 NEW-W  91-10-048 173-204-590 NEW 91-08-019 
173-160-040 AMD-E 91-12-041 173-203-020 NEW-P 91-11-089 173-204-600 NEW 91-08—019 
173-160-040 AMD-C 91-15-104 173-203-030 NEW-P 91-09-056 173-204-610 NEW 91-08-019 
173-166 AMD-C 91-02-099 173-203-030 NEW-W 91-10-048 173-204-620 NEW 91-08-019 
173-166 AMD 91-03-081 173-203-030 NEW-P 91-11-089 173-224 РКЕР 91-15-106 
173-166-010 AMD 91-03-081 173-203-040 NEW-P 91-09-056 173-224-015 AMD-P 91-03-080 
173-166-020 AMD 91-03-081 173-203-040 NEW-W 91-10-048 173-224-015 AMD-W 91-11-047 
173-166-030 AMD 91-03-081 173-203-040 NEW-P 91-11-089 173-224-030 AMD-P 91-03-080 
173-166-040 AMD 91-03-081 173-203-050 NEW-P 91-09-056 173-224-030 AMD-W  91-11-047 
173-166-050 AMD 91-03-08 1 173-203-050 NEW-W 91-10-048 173-224-040 AMD-P 91-03-080 
173-166-060 AMD 91-03-081 173-203-050 NEW-P 91-11-089 173-224-040 AMD-W  91-11-047 
173-166-070 AMD 91-03-081 173-203-060 NEW-P 91-09-056 173-224-050 АМО-Р 91-03-080 
173-166-080 NEW 91-03-081 173-203-060 NEW-W  91-10-048 173-224-050 AMD-W  91-11-047 
173-166-090 NEW 91-03-081 173-203-060 NEW-P 91-11-089 173-224-090 AMD-P 91-03-080 
173-166-100 NEW 91-03-081 173-203-070 NEW-P 91-09-056 173-224-090 AMD-W  91-11-047 
173-166-110 NEW 91-03-081 173-203-070 NEW-W 91-10-048 173-230-090 АМО 91-13-058 
173-166-120 NEW 91-03-081 173-203-070 NEW-P 91-11-089 173-270-010 NEW-P 91-04-091 
173-166-130 NEW 91-03-081 173-203-080 NEW-P 91-09-056 173-270-010 NEW 91--11-091 
173-166-140 NEW 91-03-081 173-203-080 NEW-W 91-10-048 173-270-020 NEW-P 91-04-091 
173-181-010 NEW-P 91-14-110 173-203-080 NEW-P 91-1 1-089 173-270-020 NEW 91-11-091 
173-181-020 NEW-P 91-14-110 173-203-090 NEW-P 91-09-056 173-270-030 NEW-P 91-04-091 
173-181-030 NEW-P 91-14—110 173-203-090 NEW-W 91-10-048 173-270-030 NEW 91-11-091 
173-181-035 NEW-P 91-14-110 173-203-090 NEW-P 91-11-089 173-270-040 NEW-P 91-04-091 
173-181-040 NEW-P 91-14-110 173-203-100 МЕМ-Р 91-09-056 173-270-040 NEW 91-11-091 
173-181-045 NEW-P 91-14—110 173-203-100 NEW-W 91-10-048 173-270-050 NEW-P 91-04-091 
173--181-050 NEW-P 91-14-110 173-203-100 NEW-P 91-11-089 173-270-050 NEW 91-11-091 
173-181-060 NEW-P 91-14-110 173-203-110 МЕМ-Р 91-09-056 173-270-060 NEW-P 91-04-091 
173-181-065 NEW-P 91-14-110 173-203-110 NEW-W 91-10-048 173-270-060 NEW 91-11-091 
173-181-070 NEW-P 91-14-110 173-203-110 NEW-P 91-11-089 173-270-070 NEW-P 91-04-091 
173-181-075 NEW-P 91-14-110 173-203-120 NEW-P 91-09-056 173-270-070 NEW 91-11—091 


WAC # 


173-270—080 
173-270-080 
173-270-090 
173-270-090 
173-270-100 
173-270-100 
173-300-070 
173-300-070 
173-303 
173-303-016 
173-303-017 
173-303-040 
173-303-045 
173-303-070 
173-303-071 
173-303-072 
173-303-081 
173-303-084 
173-303-090 
173-303-103 
173-303-110 
173-303-120 
173-303-145 
173-303-160 
173-303-200 
173-303-201 
173-303-210 
173-303-220 
173-303-230 
173-303-320 
173-303-360 
173-303-380 
173-303-390 
173-303-400 
173-303-500 
173-303-510 
173-303-515 
173-303-520 
173-303-525 
173-303-550 
173-303-560 
173-303-600 
173-303-610 
173-303-620 
173-303-630 
173-303-645 
173-303-650 
173-303-680 
173-303-800 
173-303-802 
173-303-805 
173-303-806 
173-303-807 
173-303-808 
173-303-810 
173-303-830 
173-303-902 
173-303-9903 
173-303-9904 
173-303-9906 
173-303-9907 
173-305-010 
173-305-010 
173-305-01001 
173-305-015 
173-305-015 
173-305-01501 
173-305-020 
173-305-020 
173-305-02001 
173-305-030 
173-305-030 
173-305-03001 
173-305-040 
173-305-040 
173-305-04001 
173-305-050 


NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
AMD-P 
AMD 
PREP 
AMD 
AMD 
AMD 


Table of WAC Sections Affected 


WSR 4 WAC f 
91-04-091 173-305-050 
91-11-091 173-305-05001 
91-04-091 173-305-060 
91-11-091 173-305-06001 
91-04-091 173-305-070 
91-11-091 173-305-07001 
91-09-053 173-305-080 
91-12-040 173-305-090 
91-15-105 173-305-110 
91-07-005 173-305-120 
91-07-005 173-305-210 
91-07-005 173-305-220 
91-07-005 173-305-230 
91-07-005 173-305-240 
91-07-005 173-307-010 
91-07-005 173-307-010 
91-07-005 173-307-015 
91-07-005 173-307-015 
91-07-005 173-307-020 
91-07-005 173-307-020 
91-07-005 173-307-030 
91-07-005 173-307-030 
91-07-005 173-307-040 
91-07-005 173-307-040 
91-07-005 173-307-050 
91-07-005 173-307-060 
91-07-005 173-307-060 
91-07-005 173-307-070 
91-07-005 173-307-070 
91-07-005 173-307-080 
91-07-005 173-307-080 
91-07-005 173-307-090 
91-07-005 173-307-100 
91-07-005 173-307-110 
91-07-005 173-307-120 
91-07-005 173-307-130 
91-07-005 173-307-140 
91-07-005 173-312 
91-07-005 173-312-010 
91-07-005 173-312-020 
91-07-005 173-312-030 
91-07-005 173-312-040 
91-07-005 173-312-050 
91-07-005 173-312-060 
91-07-005 173-312-070 
91-07-005 173-312-080 
91-07-005 173-312-090 
91-07-005 173-312-100 
91-07-005 173-319 
91-07-005 173-331-010 
91-07-005 173-331-100 
91-07-005 173-331-200 
91-07-005 173-331-210 
91-07-005 173-331-220 
91-07-005 173-331-300 
91-07-005 173-331-400 
91-08-018 173-331-410 
91-07-005 173-331-500 
91-07-005 173-331-600 
91-07-005 173-340-120 
91-07-005 173-340-200 
91-03-139 173-340-210 
91-08-040 173-340-300 
91-03-139 173-340-350 
91-03-139 173-340-360 
91-08-040 173-340-420 
91-03-139 173-340-430 
91-03-139 173-340-440 
91-08-040 173-340-450 
91-03-139 173-340-700 
91-03-139 173-340-702 
91-08-040 173-340-704 
91-03-139 173-340-705 
91-03-139 173-340-706 
91-08-040 173-340-707 
91-03-139 173-340-708 
91-03-139 173-340-710 


AMD 
NEW 
NEW 
NEW 


NEW 


[3201 


WSR 4 


91-08-040 
91-03-139 
91-03-139 
91-03-139 
91-03-139 
91-03-139 
91-03-139 
91-03-139 
91-08-040 
91-08-040 
91-08-040 
91-08-040 
91-08-040 
91-08-040 
91-08-041 
91-14-099 
91-08-041 
91—14—099 
91—08-041 
91-14-099 
91-08-041 
91-14-099 
91-08-041 
91-14-099 
91-08-041 
91-08-041 
91-14-099 
91-08-041 
91-14-099 
91-08-041 
91-14-099 
91-08-041 
91-08-041 
91-08-041 
91-08-041 
91-08-041 
91-08-041 
91-11-090 
91-11-090 
91-11-090 
91-11-090 
91-11-090 
91-11-090 
91-11-090 
91-11-090 
91-11-090 
91-11-090 
91-11-090 
91-10-032 
91-05-020 
91-05-020 
91-05-020 
91-05-020 
91-05-020 
91-05-020 
91-05-020 
91-05-020 
91-05-020 
91-05-020 
91-04-019 
91-04-019 
91-04-019 
91-04-019 
91-04-019 
91-04-019 
91-04-019 
91-04-019 
91-04-019 
91-04-019 
91-04-019 
91-04-019 
91-04-019 
91-04-019 
91-04-019 
91-04-019 
91-04-019 
91-04-019 


WAC g 


173-340-720 
173-340-730 
173-340-740 
173-340-745 
173-340-750 
173-340-760 
173-340-830 
173-360-220 
173-360-230 
173-360-620 
173-400-010 
173-400-020 
173-400-030 
173-400-040 
173-400-050 
173-400-060 
173-400-070 
173-400-075 
173-400-100 
173-400-105 
173-400-110 
173-400-115 
173-400-120 
173-400-131 

173-400-136 
173-400-141 

173-400-151 

173-400-161 

173-400-171 

173-400-180 
173-400-190 
173-400-200 
173-400-205 
173-400-210 
173-400-220 
173-400-230 
173-400-240 
173-400-250 
173-400-260 
173-403-010 
173-403-020 
173-403-030 
173-403-050 
173-403-060 
173-403-070 
173-403-075 
173-403-080 
173-403-090 
173-403-100 
173-403-110 
173-403-120 
173-403-130 
173-403-141 

173-403-145 
173-403-150 
173-403-160 
173-403-170 
173-403-180 
173-403-190 
173-405-012 
173-405-021 

173-405-033 
173-405-035 
173-405-040 
173-405-041 

173-405-045 
173-405-061 

173-405-072 
173-405-077 
173-405-078 
173-405-086 
173-405-087 
173-405-091 

173-410-012 
173-410-021 

173-410-035 
173-410-040 


WSR 4 


91-04-019 
91-04-019 
91-04-019 
91-04-019 
91-04-019 
91-04-019 
91-04-019 
91-04-022 
91-04-022 
91-04-022 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91--05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05—064 
91—05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 


Table of WAC Sections Affected 


WAC # WSR # WAC # 
173-410-042 REP 91-05-064 173-491-050 
173-410-045 AMD 91—05-064 173-500-080 
173-410-062 AMD 91-05-064 173-500-080 
173-410-067 AMD 91-05-064 173-500-080 
173-410-071 AMD 91-05-064 173-548-050 
173-410-086 AMD 91-05-064 173-548-050 
173-410-087 AMD 91-05-064 173-548-050 
173-410-100 NEW 91-05-064 173-548-050 
173-415-010 AMD 91-05-064 180-25-025 
173-415-020 AMD 91-05-064 180-25-025 
173-415-030 AMD 91-05-064 180-26-020 
173-415-040 AMD 91-05-064 180-26-020 
173-415-041 REP 91-05-064 180-26-057 
173-415-045 AMD .91-05-064 180-26-058 
173-415-050 AMD 91-05-064 180-26-060 
173-415-051 AMD 91-05-064 180-26-060 
173-415-060 AMD 91-05-064 180-27-018 
173-415-070 AMD 91-05-064 180-27-018 
173-415-080 AMD 91-05-064 180-27-032 
173-433 AMD 91-07-066 180-27-032 
173-433-030 AMD 91-07-066 180-27-058 
173-433-100 AMD 91-07-066 180-27-058 
173-433-110 AMD 91-07-066 180-27-115 
173-433-120 AMD 91-07-066 180-27-115 
173-433-130 AMD 91-07-066 180-29-107 
173-433-140 NEW 91-07-066 180-29-107 
173-433-150 AMD 91-07-066 180-29-1075 
173-433-170 AMD 91-07-066 180-29-1076 
173-460-010 NEW 91-13-079 180-29-115 
173-460-020 NEW 91-13-079 180-29-116 
173-460-030 NEW 91-13-079 180-33-013 
173-460-040 NEW 91-13-079 180-33-013 
173-460-050 NEW 91-13-079 180-33-015 
173-460-060 NEW 91-13-079 180-33-015 
173-460-070 NEW 91-13-079 180-33-020 
173-460-080 NEW 91-13-079 180-33-020 
173-460-090 NEW 91-13-079 180-33-023 
173-460-100 NEW 91-13-079 180-33-023 
173-460-110 NEW 91-13-079 180-33-035 
173-460-120 NEW 91-13-079 180-33-035 
173-460-130 NEW 91-13-079 180-44-050 
173-460-140 NEW 91-13-079 180-44-050 
173-460-150 NEW 91-13-079 180-51-085 
173-460-160 NEW 91-13-079 180-55-005 
173-490-010 AMD 91-05-064 180-55-015 
173-490-020 AMD 91-05-064 180-79-003 
173-490-025 AMD 91-05-064 180-79-080 
173-490-030 AMD 91-05-064 180-79-230 
173-490-040 AMD 91-05-064 180-79-236 
173-490-070 REP 91-05-064 180-79-241 
173-490-071 КЕР 91-05-064 180-85-005 
173-490-080 AMD 91-05-064 180-85-045 
173-490-090 AMD 91-05-064 180-86-100 
173-490-120 REP 91-05-064 180-86-100 
173-490-130 REP 91-05-064 182-08-111 
173-490-135 REP 91-05-064 182-08-111 
173-490-140 REP 91-05-064 182-08-220 
173-490-150 REP 91-05-064 182-12-115 
173-490-200 AMD 91-05-064 182-12-115 
173-490-201 AMD 91-05-064 182-12-127 
173-490-202 AMD 91-05-064 182-12-127 
173-490-203 AMD 91-05-064 182-12-130 
173-490-204 AMD 91-05-064 182-12-130 
173-490-205 AMD 91-05-064 182-12-210 
173-490-207 AMD 91-05-064 182-12-210 
173-490-208 AMD 91-05-064 182-12-215 
173-491-010 NEW-P 91-02-107 182-12-215 
173-491-010 NEW 91-14-101 182-16-010 
173-491-015 NEW-P 91-02-107 182-16-010 
173-491-015 NEW 91-14-101 182-16-020 
173-491-020 NEW-P 91-02-107 182-16-020 
173-491-020 NEW 91-14-101 182-16-030 
173-491-030 NEW-P 91-02-107 182-16-030 
173-491-030 NEW 91-14-101 182-16-040 
173-491-040 NEW-P 91-02-107 182-16-040 
173-491-040 NEW 91-14-101 182-16-050 
173-491-050 NEW-P 91-02-107 182-16-050 


NEW 
NEW-E 
NEW-P 
NEW-E 
AMD-E 
AMD-P 
AMD-E 
AMD-C 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-E 
NEW-E 
AMD-P 
AMD 
AMD-P 
AMD 
NEW-P 
NEW 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-E 
NEW-E 
AMD-E 
NEW-E 
NEW-P 
NEW 
AMD-P 
AMD 
AMD-P 
AMD 
NEW-P 
NEW 
AMD-P 
AMD 
AMD-P 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
NEW 
NEW 
AMD 
AMD 
AMD-P 
AMD 
REP-P 
REP-P 
AMD-P 
AMD-P 
AMD 
REP-P 
REP 
AMD-P 
AMD 
REP-P 
REP 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 


[321] 


WSR 4 WAC # WSR # 
91-14-101 182-18-005 NEW-P 91-05-079 
91-04-080 182-18-010 NEW-P 91-05-079 
91-12-038 182-18-020 NEW-P 91-05-079 
91-12-042 182-18-030 NEW-P 91-05079 
91-04-073 182-18-040 NEW-P 91-05079 
91-12-039 182-18-050 NEW-P 91-05-079 
91-12-041 182-18-060 NEW-P 91-05-079 
91-15-104 182-18-070 NEW-P 91-05-079 
91-08-070 182-18-080 NEW-P 91-05-079 
91-12-058 182-18—090 NEW-P 91-05079 
91-08-071 182-18-100 NEW-P 91-05079 
91-12-057 182-18-10 NEW-P 91-05-079 
91-15-030 182-18-120 NEW-P 91-05-079 
91-15-030 182-18-130 NEW-P 91-05079 
91-08-067 182-18-140 NEW-P 91-05-079 
91-12-055 182-18-150 NEW-P 91-05-079 
91-08-068 182-18-160 NEW-P 91-05-079 
91-12-059 192-12 AMD-C 91-16-029 
91-08-069 192-12-300 AMD-E 91-03-054 
91-12-056 192-12-300 AMD-P 91-11-051 
91—08-068 192-12-300 AMD-E 91-11-052 
91-12-059 192-12-305 ВЕР-Е 91-03-054 
91-08-068 192-12-305 AMD-P 91-11-051 
91-12-059 192-12-305 AMD-E 91-11-052 
91-08-067 192-12-310 REP-E 91-03-054 
91-12-055 192-12-310 AMD-P 91-11-051 
91-15-030 192-12-320 AMD-E 91-03-054 
91-15-030 192-12-320 AMD-P 91-11-051 
91-15-030 192-12-320 AMD-E 91-11-052 
91-15-030 192-12-330 AMD-E 91-03-054 
91-08-070 192-12-330 AMD-P 91-11-051 
91-12-058 192-12-330 AMD-E 91-11-052 
91-08-070 192-12-370 NEW-E 91-03-054 
91-12-058 192-12-370 NEW-P 91-11-051 
91-08-070 192-12-370 NEW-E 91-11-052 
91-12-058 192-32-001 NEW-P 91-14-115 
91-08-070 192-32-001 NEW-E  91-14-116 
91-12-058 192-32-010 NEW-P 91-14-115 
91-08-070 192-32-010 NEW-E 91-14-116 
91-12-058 192-32-015 NEW-P  91-14-115 
91-05-068 192-32-015 NEW-E 91-14-116 
91-08-055 192-32-025 NEW-P  91-14-115 
91-11-018 192-32-025 NEW-E 91-14-116 
91-04-015 192-32-035 МЕМ-Р 91-14-15 
91-04-015 192-32-035 NEW-E  91-14-116 
91-04-016 192-32-040 NEW-P  91-14-115 
91-04-016 192-32-040 NEW-E 91-14-16 
91-05-056 192-32-045 NEW-P 91-14-115 
91-05-056 192-32-045 NEW-E 91-14-116 
91-05-056 192-32-050 NEW-P  91-14-115 
91-04-016 192-32-050 NEW-E 91-14-116 
91-04-016 192-32-055 NEW-P 91-14-15 
91-05-024 192-32-055 NEW-E  91-14-116 
91-08-056 192-32-065 NEW-P 91-14-115 
91-11-093 192-32-065 NEW-E  91-14-116 
91-11-094 192-32-075 NEW-P 91-14-115 
91-11-093 192-32-075 NEW-E  91-14-116 
91-11-096 192-32-085 NEW-P 91-14-115 
91-14-084 192-32-085 МЕМ-Е 91-14-16 
91-04-086 192-32-095 NEW-P 91-14-15 
91-11-010 192-32-095 МЕМ-Е 91-14-16 
91-11-095 192-32-105 NEW-P 91-14-115 
91-14-084 192-32-105 МЕМ-Е 91-14-16 
91-04-086 192-32-115 NEW-P 91-14-115 
91-11-010 192-32-115 NEW-E 91-14-116 
91-04-086 196-24-060 AMD-P 91-07-064 
91-11-010 196-24-060 AMD 91-11-075 
91-04-087 196-24-095 AMD-P 91-05-078 
91-14-025 196-24-095 AMD-C 91-06-018 
91-04-087 196-24-095 AMD 91-11-099 
91-14-025 196-24-097 NEW-P 91-05-078 
91-04-087 196-24-097 NEW-C 91-06-018 
91-14-025 196-24-097 NEW-W  91-11-098 
91-04-087 196-24-098 PREP 91-05-041 
91-14-025 196-26-020 AMD-P 91-07-065 
91-04-087 196-26-020 AMD 91-10-046 
91-14-025 196-26-030 AMD-P 91-07-065 


WAC g 


WSR 4 


196-26-030 
204-10-040 
204-24-050 
204-24-050 
204-53-010 
204-88-030 
204-88-030 
212-12-010 
212-54-001 
212-54-001 
212-54-001 
212-54-005 
212-54-005 
212-54-005 
212-54-010 
212-54-010 
212-54-010 
212-54-015 
212-54-015 
212-54-015 
212-54-020 
212-54-020 
212-54-020 
212-54-025 
212-54-025 
212-54-025 
212-54-030 
212-54-030 
212-54-030 
212-54-035 
212-54-035 
212-54-035 
212-54-040 
212-54-040 
212-54-040 
212-54-045 
212-54-045 
212-54-045 
212-54-050 
212-54-050 
212-54-050 
212-54-055 
212-54-055 
212-54-055 
212-54-060 
212-54-060 
212-54-060 
212-54-065 
212-54-065 
212-54-065 
212-54-070 
212-54-070 
212-54-070 
212-54-075 
212-54-075 
212-54-075 
212-54-080 
212-54-080 
212-54-080 
212-54-085 
212-54-085 
212-54-085 
212-54-090 
212-54-090 
212-54-090 
212-54-095 
212-54-095 
212-54-095 
212-54-100 
212-54-100 
212-54-100 
212-55-001 
212-55-001 
212-55-001 
212-55-005 
212-55-005 
212-55-005 


91-10-046 
91-16-100 
91-10-053 
91-14-004 
91-05-019 
91-10-015 
91-14-003 
91-05-043 
91-06-020 
91-06-021 
91-11-001 
91-06-020 
91-06-021 
91-11001 
91-06-020 
91-06-021 
91-11-001 
91-06-020 
91-06-021 
91-11-001 
91-06-020 
91-06-021 
91-11-6001 
91-06-020 
91-06-021 
91-11-001 
91-06-020 
91-06-021 
91-11-001 
91-06-020 
91-06-02! 
91-11-001 
91-06-020 
91-06-021 
91-11-001 
91--06-020 
91-06-021 
91-11-001 
91-06-020 
91-06-021 
91-11-001 
91-06-020 
91-06-021 
91-11-0011 
91-06-020 
91-06-021 
91-11-001 
91-06-020 
91-06-021 
91-11-001 
91-06-020 
91-06-021 
91-11-001 
91-06-020 
91-06-021 
91-11-001 
91-06-020 
91-06-021 
91-11-001 
91-06-020 
91-06-021 
91-11-001 
91-06-020 
91-06-021 
91-11-001 
91-06-020 
91-06-021 
91-1-001 
91-06-020 
91-06-021 
91-11-00! 
91-06-020 
91-06-021 
91-11-001 
91-06-020 
91-06-021 
91-11-001 


Table of WAC Sections Affected 


WAC # WSR j WAC # WSR g 
212-55-010 REP-P 91-06-020 212-56A-040 NEW 91-11-001 
212-55-010 REP-E 91-06-021 212-56A-045 NEW-P 91-06-020 
212-55-010 REP 91-11-001 212-56А-045 NEW-E 91-06-021 
212-55-015 REP-P 91-06-020 212-56А-045 NEW 91-11-001 
212-55-015 REP-E 91-06-021 212-56A-050 NEW-P 91-06-020 
212-55-015 REP 91-11-001 212-56А-050 NEW-E 91-06-021 
212-55-020 REP-P 91-06-020 212-56A-050 NEW 91-11-001 
212-55-020 REP-E 91-06-021 212-56A-055 NEW-P 91-06-020 
212-55-020 REP 91-11-001 212-56А-055 NEW-E 91-06-021 
212-55-025 REP-P 91-06-020 212-56A-055 NEW 91-11-001 
212-55-025 REP-E 91-06-021 212-56A-060 NEW-P 91-06-020 
212-55-025 REP 91-11-001 212-56А-060 NEW-E 91-06-021 
212-55-030 REP-P 91-06-020 212-56A-060 NEW 91-11-001 
212-55-030 REP-E 91-06-021 212-56А-065 NEW-P 91-06-020 
212-55-030 REP 91-11-001 212-56A-065 NEW-E 91-06-021 
212-55-035 REP-P 91-06-020 212-56A-065 NEW 91-11-001 
212-55-035 REP-E 91-06-021 212-56A-070 NEW-P  91-06-020 
212-55-035 REP 91-11-001 212-56A-070 NEW-E 91-06-021 
212-55-040 REP-P 91-06-020 212-56A-070 NEW 91~11-001 
212-55-040 REP-E 91-06-021 212-56А-075 NEW-P 91-06-020 
212-55-040 КЕР 91-11-001 212-56A-075 NEW-E 91-06-021 
212-55-045 REP-P 91-06-020 212-56A-075 NEW 91-11-001 
212-55-045 REP-E 91-06-021 212-56А-080 NEW-P 91-06-020 
212-55-045 REP 91-11-001 212-56A-080 NEW-E 91-06-021 
212-55-050 REP-P  91-06-020 212-56А-080 NEW 91-11-001 
212-55-050 REP-E 91-06-021 212-56A-085 NEW-P  91-06-020 
212-55-050 REP 91-11-001 212-56A-085 NEW-E 91-06-021 
212-55-055 REP-P 91-06-020 212-56А-085 NEW 91-11—001 
212-55-055 REP-E  91-06-021 212-56А-090 NEW-P 91-06-020 
212-55-055 КЕР 91-11-001 212-56A-090 NEW-E  91-06-021 
212-55-060 REP-P 91-06-020 212-56A-090 NEW 91-11-001 
212-55-060 REP-E 91-06-021 212-56А-095 NEW-P  91-06-020 
212-55-060 REP 91-11-001 212-56A-095 NEW-E 91-06021 
212-55-065 REP-P 91-06-020 212-56A-095 NEW 91-11-001 
212-55-065 REP-E 91-06-021 212-56А-100 NEW-P 91-06-020 
212-55-065 REP 91-11-001 212-56A-100 NEW-E 91-06-021 
212-55-070 REP-P 91-06-020 212-56A-100 NEW 91-11-001 
212-55-070 REP-E 91-06-021 212-56A-105 NEW-P 91-06-020 
212-55-070 REP 91-11-001 212-56A-105 NEW-E 91-06-021 
212-55-075 REP-P 91-06-020 212-56A-105 NEW 91-11-001 
212-55-075 REP-E 91-06-021 212-56А-110 NEW-P 91-06-020 
212-55-075 КЕР 91-11-001 212-56A-110 NEW-E  91-06-021 
212-55-080 REP-P  91-06-020 212-56A-110 NEW 91-11-001 
212-55-080 REP-E 91-06-021 212-56A-115 NEW-P 91-06-020 
212-55-080 REP 91-11-001 212-56A-115 NEW-E 91-06-021 
212-55-085 REP-P 91-06-020 212-56A-115 NEW 91-11—001 
212-55-085 REP-E 91-06-021 212-56A-120 NEW-P 91-06-020 
212-55-085 REP 91-11-001 212-56А-120 NEW-E 91-06-021 
212-55-090 REP-P 91-06-020 212-56A-120 NEW 91-11-001 
212-55-090 REP-E 91-06-02] 212-56A-125 NEW-P 91-06-020 
212-55-090 REP 91-11-001 212-56А-125 NEW-E 91-06021 
212-55-095 REP-P 91-06-020 212-56A-125 NEW 91-11-001 
212-55-095 REP-E 91-06-021 212-56A-130 NEW-P 91-06-020 
212-55-095 REP 91-11-001 212-56A-130 NEW-E 91-06-021 
212-56А-001 NEW-P 91-06-020 212-56A-130 NEW 91-11-001 
212-56А-001 NEW-E  91-06-021 212-56A-135 NEW-P 91-06-020 
212-56A-001 NEW 91-11-001 212-56А-135 NEW-E  91-06-021 
212-56A-005 NEW-P 91-06-020 212-56A-135 NEW 91-11-001 
212-56А-005 NEW-E  91-06-021 212-56A-140 NEW-P 91-06-020 
212-56A-005 NEW 91-11-001 212-56А-140 NEW-E 91-06-021 
212-56A-010 NEW-P 91-06-020 212-56A-140 NEW 91-11-001 
212-56A-010 NEW-E 91-06-021 212-80-001 NEW-P 91-10-083 
212-56A-010 NEW 91-11-001 212-80-001 NEW-E 91-10-084 
212-56A-015 NEW-P 91-06-020 212-80-001 NEW 91-14—086 
212-56A-015 NEW-E  91-06-021 212-80-005 NEW-P 91-10-083 
212-56A-015 NEW 91-11-001 212-80-005 NEW-E  91-10-084 
212-56А-020 NEW-P 91-06-020 212-80-005 NEW 91-14-086 
212-56A-020 NEW-E 91-06-021 212-80-010 NEW-P 91-10-083 
212-56A-020 NEW 91-11-001 212-80-010 NEW-E 91-10-084 
212-56А-030 NEW-P 91-06-020 212-80-010 NEW 91-14-086 
212-56А-030 NEW-E  91-06-021 212-80-015 NEW-P 91-1l0-083 
212-56A-030 NEW 91-11-001 212-80-015 NEW-E 91-10-084 
212-56А-035 NEW-P 91-06-020 212-80-015 NEW 91-14-086 
212-56А-035 NEW-E 9106021 212-80-020 NEW-P 91-10-083 
212-56А-035 NEW 91-11-001 212-80-020 NEW-E 91-10-084 
212-56A-040 NEW-P 91-06-020 212-80-020 NEW 91-14-086 
212-56A-040 NEW-E 91-06-021 212-80-025 NEW-P 91-10-083 


WAC # WSR # 
212-80-025 NEW-E 91-10084 
212-80-025 NEW 91-14-086 
212-80-030 NEW-P 91-10-083 
212-80-030 NEW-E  91-10-084 
212-80-030 NEW 91-14-086 
212-80-035 NEW-P 91-10-083 
212-80-035 NEW-E 91-10-084 
212-80-035 NEW 91-14-086 
212-80-040 NEW-P 91-10083 
212-80-040 NEW-E 91-10-084 
212-80-040 NEW 91-14-086 
212-80-045 NEW-P 91-10-083 
212-80-045 NEW-E 91-10-084 
212-80-045 NEW 91-14-086 
212-80-050 NEW-P 91-10083 
212-80-050 NEW-E — 91-10084 
212-80-050 NEW 91-14-086 
212-80-055 NEW-P 91-10-083 
212-80-055 NEW-E 91-10-084 
212-80-055 NEW 91-14-086 
212-80-060 NEW-P 91-10-083 
212-80-060 NEW-E 91-10-084 
212-80-060 NEW 91-14-086 
212-80-065 NEW-P 91-10-083 
212-80-065 NEW-E  91-10-084 
212-80-065 NEW 91-14-086 
212-80-070 NEW-P 91-10-083 
212-80-070 NEW-E 91-10084 
212-80-070 NEW 91-14-086 
212-80-075 NEW-P 91-10-083 
212-80-075 NEW-E 91-10-084 
212-80-075 NEW 91-14-086 
212-80-080 NEW-P 91-10-083 
212-80-080 NEW-E 91-10-084 
212-80-080 NEW 91-14-086 
212-80-085 NEW-P  91-10-083 
212-80-085 NEW-E 91-10-084 
212-80-085 NEW 91-14-086 
212-80-090 NEW-P 91-10-083 
212-80-090 NEW-E 91-10084 
212-80-090 NEW 91-14-086 
212-80-095 NEW-P 91-10-083 
212-80-095 NEW-E 91-10-084 
212-80-095 NEW 91-14-086 
212-80-100 NEW-P 91-10083 
212-80-100 NEW-E 91-10-084 
212-80-100 NEW 91-14-086 
212-80-105 NEW-P 91-10083 
212-80-105 NEW-E 91-10-084 
212-80-105 NEW 91-14-086 
212-80-110 NEW-P 91-10-083 
212-80-110 NEW-E  91-10-084 
212-80-110 NEW 91-14-086 
212-80-115 NEW-P 91-10-083 
212-80-115 NEW-E 91-10-084 
212-80-115 NEW 91-14-086 
212-80-120 NEW-P 91-10-083 
212-80-120 NEW-E 91-10-084 
212-80-120 NEW 91-14-086 
212-80-125 NEW-P 91-10-083 
212-80-125 NEW-E 91-10-084 
212-80-125 NEW-W 91-14-085 
212-80-130 NEW-P 91-10-083 
212-80-130 NEW-E 91-10-084 
212-80-130 NEW 91-14-086 
212-80-135 NEW-P 91-10-083 
212-80-135 NEW-E 91-10-084 
212-80-135 NEW 91-14-086 
220-12-020 AMD-P 91-05-102 
220-12-020 AMD 91-10-024 
220-16-055 REP-P 91-03-151 
220-16-055 REP 91-08-053 
220-16-220 AMD-P 91-03-153 
220-16-220 AMD 91-08-054 
220-16-257 AMD-P 91-03-153 
220-16-257 AMD 91-08-054 
220-20-010 AMD-P 91-03-153 


Table of WAC Sections Affected 


WAC # WSR # 
220-20-010 AMD 91-08-054 
220-20-017 AMD-P 91-11-056 
220-20-017 AMD 91-16-070 
220-20-01700А — NEW-E 91-03-108 
220-20-01700А REP-E 91-10-071 
220-20-01700B NEW-E 91-10-071 
220-24-02000D МЕМ-Е 91-10-058 
220-24-02000D REP-E 91-15-115 
220-24-02000E NEW-E 91-15-115 
220-32-05100D КЕР-Е 91-04-031 
220-32-05100Е NEW-E 91-04-031 
220-32-05500w NEW-E 91-10-011 
220-32-05500W  REP-E 91-11-014 
220-32-05500X МЕМ-Е 91-11-014 
220-32-05500X ВЕРЕ 91-11-076 
220-32-05500Y МЕМ-Е 91-11-076 
220-32-05500Y КЕР-Е 91-12-004 
220-32-055002 МЕМ-Е 91-12-004 
220-32-05700F МЕМ/-Е 91-03-083 
220-32-05700F REP-E 91-10-058 
220-32-05700G МЕМ-Е 91-08-065 
220-32-05700G КЕР-Е 91-11-013 
220-32-05700H  NEW-E 91-11-013 
220-33-01000V МЕМ-Е 91-05-005 
220-33-01000V — REP-E 91-05-036 
220-33-01000W NEW-E 91-05-036 
220-33-03000C | NEW-E 91-11-100 
220-40-030 AMD-P 91-03-153 
220-40-030 AMD 91-08-054 
220-40-031 AMD-P 91-03-153 
220-40-031 AMD 91-08-054 
220-44-030 AMD-W  91-11-027 
220-44-050 AMD-P 91-03-152 
220-44-050 AMD 91-07-050 
220-44-050 AMD-W 91-11-027 
220-44-050001 REP-E 91-08-023 
220-44-05000) МЕМ-Е 91-08-023 
220-44-05000) ВЕР-Е 91-10-012 
220-44-05000K ^ NEW-E 91-10-012 
220-44-05000K КЕР-Е 91-11-077 
220-44-05000L МЕМ-Е 91-11-077 
220-44-05000L REP-E 91-14-026 
220-44-05000М NEW-E 91-14-026 
220-44-05000M | REP-E 91-16-041 
220-44-05000N МЕМ-Е 91-16-041 
220-47-304 AMD-P 91-13-031 
220-47-307 AMD-P 91-13-031 
220-47-311 AMD-P 91-13-031 
220-47-319 AMD-P 91-13-031 
220-47-401 AMD-P 91-13-0231 
220-47-41 AMD-P 91-13-031 
220-47-700 NEW-E 91-15-017 
220-47-700 REP-E  91-16-027 
220-47-701 NEW-E 91-16-027 
220-47-701 REP-E 91-16-069 
220-47-702 NEW-E 91-16-069 
220—48--01 1 AMD-P 91-09-064 
220-48-011 AMD 91-13-051 
220-48-015 AMD-P 91-09-064 
220-48-015 AMD 91-13-051 
220-48-01500E — NEW-E 91-05-037 
220-48-017 AMD-P 91-09-064 
220-48-017 AMD 9113-051 
220-48-029 AMD-P 91-09-2064 
220-48-029 AMD 91-13-051 
220-49-02300А — NEW-E 91-10-014 
220-49-056 AMD-P 91-09-064 
220-49-056 AMD 91-12-051 
220-49-063 AMD-P 91-02-108 
220-49-063 AMD 91-05-016 
220-52-020 AMD-P 91-05-102 
220-52-020 AMD 91-10-024 
220-52-030 AMD-P 91-05-102 
220-52-030 AMD 91-10-024 
220-52-030006 МЕМ-Е 91-08-024 
220-52-040 AMD-P 91-05-102 
220-52-040 AMD 91-10-024 


WAC # WSR # 
220-52-046 AMD-P 91-05-102 
220-52-046 AMD 91-10-024 
220-52-051 AMD-P  9I-II-111 
220-52-051 AMD-C 91-15-031 
220-52-05100G — NEW-E 91-10-094 
220-52-05100H МЕМ-Е 91-11-044 
220-52-05100H КЕР-Е 91-15-096 
220-52-05100 МЕМ-Е 91-15-096 
220-52-060 AMD-P 91-05-102 
220-52-060 AMD 91-10-024 
220-52-069 AMD-P 91-05-102 
220-52-069 AMD 91-10-024 
220-52-071 AMD-P 91-05-102 
220-52-071 AMD 91-10-024 
220-52-071 AMD-P 91-11-111 
220-52-071 AMD-C 91-15-031 
220-52-07100 МЕМ-Е 91-11-015 
220-52-071001 REP-E 91-11-055 
220-52-07100J — NEW-E 91-11-055 
220-52-073 AMD-P 91-05-102 
220-52-073 AMD 91-10-024 
220-52-073 AMD-P 91-11-111 
220-52-073 AMD-C 91-15-031 
220-52-07300 КЕР-Е 91-04029 
220-52-073000 МЕМ-Е 91-04-029 
220-52-075 AMD-P 91-05-102 
220-52-015 AMD 91-10-024 
220-55-055 AMD-P 91-03-153 
220-55-055 AMD 91-08-054 
220-55-065 AMD-P 91-03-153 
220-55-065 AMD 91-08-054 
220-55-070 AMD-P 91-03-153 
220-55-070 AMD 91-08-054 
220-55-075 AMD-P 91-03-153 
220-55-075 AMD 91-08—054 
220-55-080 AMD-P 91-03-153 
220-55-080 AMD 91-08-054 
220-55-086 АМО-Р 91-03-153 
220-55-086 AMD 91-08-054 
220-55-125 AMD-P 91-03-153 
220-55-125 AMD 91-08-054 
220-56-100 AMD-P 91-03-153 
220-56-100 AMD 91-08-054 
220-56-105 AMD-P 91-03-153 
220-56-105 AMD 91—08-054 
220-56-115 AMD-P 91-03-153 
220-56-115 AMD 91-08-054 
220-56-128 AMD-P 91-03-153 
220-56-128 AMD 91-08-054 
220-56-175 AMD-P 91-03-153 
220-56-175 AMD 91-08-054 
220-56-180 AMD-P 91-03153 
220-56-180 AMD-C 91-08-051 
220-56-180 AMD 91-08-054 
220-56-180 AMD-C 91-14-045 
220-56-180 AMD 91-14-046 
220-56-185 AMD-P 91-03-153 
220-56-185 AMD 91-08-054 
220-56-190 AMD-P 91-03-153 
220-56-190 AMD 91-08-054 
220-56-19000F NEW-E 91-14-008 
220-56-19000F REP-E 91-15-095 
220-56-19000G NEW-E 91-14-048 
220-56-19000G — REP-E 91-14-118 
220-56-19000H МЕМ-Е 91-14-118 
220-56-190001 МЕМ-Е 91-15-095 
220-56-190001 ^ REP-E 91-16-007 
22056-19000] — NEW-E 91-16-007 
220-56-205 AMD-P 91-03-153 
220-56-205 AMD 91-08-054 
220-56-232 NEW-P 91-03-152 
220-56-232 NEW-W 91-16-080 
220-56-235 AMD-P 91-03-153 
220-56-235 AMD-C 91-08-051 
220-56-235 AMD 91-08-054 
220-56-235 AMD-C 91-14-045 
220-56-23500F МЕМ-Е 91-04-030 


WAC # 


220-56-240 
220-56-240 
220-56-24500.) 
220-56-250 
220-56-250 
220-56-25500.) 
220-56-282 
220-56-282 
220-56-325005 
220-56-32500T 
220-56-350 
220-56-350 
220-56-35000М 
220-56-36000W 
220-56-36000У/ 
220-56-36000Х 
220-56-380 
220-56-380 
220—56—38000J 
220-57-14000М 
220-57-16000Н 
220-57-160001 
220-57-195 
220-57-195 
220-57-195 
220-57-195 
220-57-19500В 
220-57-205 
220-57-205 
220-57-205 
220-57-205 
220-57-20500В 
220-57-210 
220-57-210 
220-57-210 
220-57-210 
220-57-21000В 
220-57-265 
220-57-265 
220-57-265 
220-57-265 
220-57-26500В 
220-57-290 
220-57-290 
220-57-313 
220-57-313 
220-57-315000 
220-57-340 
220-57-340 
220-57-370000 
220-57-385 
220-57-385 
220-57-40500Н 
220-57-425 
220-57-425 
220-57-425 
220-57-425 
220-57-425 
220-57-425 
220-57-425 
220-57-425 
220-57-42500V 
220-57-42500У 
220-57-42500W 
220-57-430 
220-57-430 
220-57-430 
220-57-430 
220-57-43000С 
220-57-43000С 
220-57-430000 
220-57-435 
220-57-435 
220-57-435 
220-57-435 
220-57-43500Ғ 
220-57-450 


Table of WAC Sections Affected 


WSR 4 WAC # 
91-03-153 220-57-450 
91-08-054 220-57-450 
91-14-007 220-57-450 
91-03-153 220-57-450 
91-08-054 220-57-450 
91-14-007 220-57-45000G 
91-03-153 220-57-455 
91-08-054 220-57-455 
91-10-094 220-57-455 
91-16-006 220-57-455 
91-03-153 220-57-45500В 
91-08-054 220-57-460 
91-15-047 220-57-460 
91-06-057 220-57-465 
91-10-049 220—51-465 
91-10-049 220-57-465 
91-03-153 220-57-465 
91-08-054 220-57-46500Е 
91-14-039 220-57-470 
91-11-045 220-57-470 
91-08-002 220-57-470 
91-14-078 220-57-470 
91-03-151 220-57-47000В 
91-08-052 220-57-490 
91-12-008 220-57-490 
91-14-047 220-57-490 
91-14-048 220-57-490 
91-03-151 220-57-49000В 
91-08-052 220-57-497 
91-12-008 220-57-497 
91-14-047 220-57-49700F 
91-14-048 220-57-505005 
91-03-151 220-57-51500G 
91-08-052 220-57A-035 
91-12-008 220-57А-035 
91-14-047 220-69-260 
91-14-048 220-69-262 
91-03-151 220-69-264 
91-08-052 220-69-26401 
91-12-008 222-16-010 
91-14-047 222-16-010 
91-14-048 222-16-045 
91-03-153 222-16-045 
91-08-054 222-16-050 
91-03-153 222-16-050 
91-08-054 222-16-050 
91-08-025 222-16-060 
91-03-153 222-16-070 
91-08-054 222-20-010 
91-14-048 222-20-040 
91-03-153 222-20-050 
91-08-054 222-34-050 
91-14-048 222-46-020 
91-03-151 222-46-030 
91-03-153 222-46-040 
91-08-051 222-50-030 
91-08-052 230-02-240 
91-12-008 230-02-240 
91-14-045 230-02-418 
91-14-047 230-02-418 
91-16-080 230-02-505 
91-12-009 230-02-505 
91-14-048 230-02-505 
91-14-048 230-02-510 
91-03-151 230-02-510 
91-08-052 230-02-515 
91-12-008 230-02-515 
91-14-047 230-02-520 
91-14-048 230-02-520 
91-14-118 230-04-022 
91-14-118 230-04-022 
91-03-151 230-04-022 
91-08-052 230-04-110 
91-12-008 230-04-110 
91-16-079 230-04-120 
91-14-048 230-04-120 
91-03-153 230-04-120 


AMD-P 
AMD-C 
AMD-C 
AMD-W 
AMD-W 
NEW-E 
AMD-P 
AMD-C 
AMD-C 
AMD-W 
NEW-E 
AMD-P 
AMD 
AMD-P 
AMD-C 
AMD-C 
AMD-W 
NEW-E 
AMD-P 
AMD-C 
AMD-C 
AMD 
NEW-E 
AMD-P 
AMD-C 
AMD-C 
AMD 
NEW-E 
AMD-P 
AMD 
NEW-E 
NEW-E 
NEW-E 
AMD-P 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD-P 
AMD-E 
NEW-E 
NEW-E 
AMD-E 
AMD-P 
AMD-E 
NEW-P 
NEW-E 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
NEW-P 
NEW 
AMD-P 
AMD 
NEW-P 
NEW-C 
NEW 
NEW-P 
NEW-E 
NEW-P 
NEW-E 
NEW-P 
NEW-E 
AMD-P 
AMD-C 
AMD-W 
AMD-P 
AMD-E 
AMD-P 
AMD-C 
AMD-P 


[324] 


WSR # 

91-03-151 
91-08-052 
91-12-008 
91-16-079 
91-16-080 
91-14-048 
91-03-151 
91-08-052 
91-12-008 
91-16-079 
91-14-048 
91-03-153 
91-08-054 
91-03-151 
91-08-052 
91-12-008 
91-16-079 
91-14-048 
91-03-151 
91-08-052 
91-12-008 
91-14-047 
91-14-048 
91-03-151 
91-08-052 
91-12-008 
91-14-047 
91-14-048 
91-03-153 
91-08-054 
91-08-025 
91-08-025 
91-08-025 
91-03-153 
91-08-054 
91-05-015 
91-05-015 
91-05-015 
91-05-015 
91-13-072 
91-14-102 
91-07-034 
91-14-102 
91-07-034 
91-13-072 
91-14-102 
91-13-072 
91-14-102 
91-13-072 
91-13-072 
91-13-072 
91-13-072 
91-13-072 
91-13-072 
91-13-072 
91-13-072 
91-03-062 
91-07-021 
91-10-006 
91-13-070 
91-03-062 
91-07-019 
91-15-040 
91-15-039 
91-15-041 
91-15-039 
91-15-041 
91-15-039 
91-15-041 
91-03-062 
91-07-042 
91-10-005 
91-15-039 
91-15-041 
91-03-062 
91-07-019 
91-15-039 


WAC g 


230-04-120 
230-04-120 
230-04-124 
230-04-124 
230-04-135 
230-04-135 
230-04-138 
230-04-138 
230-04-187 
230-04-187 
230-04-187 
230-04-190 
230-04-190 
230-04-190 
230-04-190 
230-04-190 
230-04-201 
230-04-201 
230-04-201 
230-04-201 
230-04-201 
230-08-010 
230-08-010 
230-08-060 
230-08-060 
230-08-095 
230-08-095 
230-08-180 
230-08-180 
230-08-240 
230-08-240 
230-12-020 
230-12-020 
230-12-100 
230-12-100 
230-12-100 
230-12-200 
230-12-220 
230-12-220 
230-12-305 
230-12-305 
230-12-500 
230-20-246 
230-20-380 
230-20-380 
230-20-380 
230-20-380 
230-20-605 
230-20-605 
230-20-630 
230-20-630 
230-20-670 
230-20-670 
230-20-680 
230-20-680 
230-20-698 
230-20-698 
230-20-699 
230-25-110 
230-25-110 
230-25-110 
230-25-265 
230-25-265 
230-25-265 
230-25-330 
230-25-330 
230-25-330 
230-30-075 
230-30-075 
230-30-075 
230-30-075 
230-30-075 
230-30-075 
230-30-080 
230-30-080 
230-30-080 
230-30-080 


WSR # 

91-15-040 
91-15-041 
91-15-039 
91-15-041 
91-15-039 
91-15-041 
91-15-039 
91-15-041 
91-03-062 
91-07-019 
91-15-040 
91-03-062 
91-07-019 
91-15-039 
91-15-040 
91-15-041 
91-03-062 
91-07-019 
91-15-039 
91-15-040 
91-15-041 
91-10-006 
91-13-070 
91-15-039 
91-15-041 
91-10-006 
91-13-070 
91-15-039 
91-15-041 
91-15-039 
91-15-041 
91-10006 
91-13-070 
91-03-062 
91-07-019 
91-10-005 
91-09-045 
91-15-039 
91-15-041 
91-03-062 
91-07-021 
91-15-039 
91-13-069 
91-03-049 
91-05-044 
91-15-039 
91-15-041 
91-15-039 
91-15-041 
91-15-039 
91-15-041 
91-15-039 
91-15-041 
91-15-039 
91-15-041 
91-15-039 
91-15-041 
91-03-063 
91-03-062 
91-07-019 
91-15-040 
91-03-049 
91-05-047 
91—06-008 
91-03-062 
91-07-019 
91-15-040 
91-03-049 
91-05-046 
91-06-039 
91-07-018 
91-07-051 
91-12-011 
91-03-049 
91-05-045 
91-05-047 
91-10004 


Table of WAC Sections Affected 


WAC # WSR # WAC # 
230-30-200 AMD-W 91-09-045 232-28-61813 NEW 
230-30-220 AMD-W 91-09-045 23228-61815 МЕМ 
230-40-125 AMD-C 91-03049 232-28-61817  NEW-P 
230-40-125 AMD 91-05-047 232-28-61817 NEW 
230-50-030 AMD 91-03-063 232-28-61818 МЕМ-Е 
232-12-001 AMD-P 91-12-048 232-28-619 NEW-P 
232-12-004 AMD-P 91-03-131 23228-61819 МЕМ-Е 
232-12-004 "AMD 91-11-006 232-28-713 REP 
232-12-007 AMD-P 91-03-133 232-28-714 NEW 
232-12-007 AMD 91-11-007 236-12-290 AMD-P 
232-12-017 AMD 91-03-082 236-12-290 AMD-W ` 
232-12-024 AMD-P 91-06-082 236-12-300 AMD-P 
232-12-024 AMD 91-13-063 236-12-300 AMD-W 
232-12-055 AMD-P 91-03-137 236-48-002 AMD 
232-12-055 AMD 91-08-075 236-48-003 AMD 
232-12-244 REP-P 91-06-081 236-48-004 AMD 
232-12-244 REP 91-13-061 236-48-005 AMD 
232-12-245 NEW-P 91-06-081 236-48-009 AMD 
232-12-245 NEW-W  91-12-050 236-48-012 AMD 
232-12-267 AMD-P 91-06-080 236-48-013 AMD 
232-12-267 AMD 91-13-064 236-48-021 AMD 
232-12-618 REP-P 91-12049 236-48-023 AMD 
232-12-619 NEW-P 91-12-048 236-48-035 AMD 
232-12-831 NEW-P 9106083 236-48-036 AMD 
232-12-831 NEW 91-15-056 236-48-052 AMD 
232-28-022 AMD-P 91-03-130 236-48-061 AMD 
232-28-022 AMD 91-11-059 236-48-071 AMD 
232-28-215 REP-W  91-02-113 236-48-079 AMD 
232-28-219 REP-P 91-06-084 236-48-081 AMD 
232-28-219 REP 91-13-062 236-48-082 AMD 
232-28-220 REP-P 91-06-084 236-48-083 AMD 
232-28-220 REP 91-13-062 236-48-084 AMD 
232-28-221 REP-P 91-06-084 236-48-093 AMD 
232-28-221 КЕР 91-13-062 236-48-094 AMD 
232-28-222 REP-P 91-06-084 236-48-095 AMD 
232-28-222 КЕР 91-13-062 236-48-096 AMD 
232-28-223 REP-P 91-06-084 236-48-098 AMD 
232-28-223 REP 91-13-062 236-48-099 AMD 
232-28-224 NEW-W 91-02-113 236-48-101 AMD 
232-28-225 NEW 91-06-016 236-48-121 AMD 
232-28-226 NEW-P 91-03-138 236-48-123 AMD 
232-28-226 NEW 91-11-009 236-48-124 AMD 
232-28-227 NEW-P 91-03-135 236-48-13! AMD 
232-28-227 NEW 91-11-008 236-48-132 AMD 
232-28-227 AMD-P 91-14-108 236-48-141 AMD 
232-28-228 NEW-P 91-03-134 236-48-151 AMD 
232-28-228 NEW 91-08-061 236-48-152 AMD 
232-28-228 AMD-P 91-08-076 236-48-153 AMD 
232-28-228 AMD 91-13-065 236-48-165 AMD 
232-28-229 NEW-P 91-06-086 236-48-166 AMD 
232-28-229 NEW 91-13-066 236-48-167 AMD 
232-28-230 NEW-P 91-06-087 236-48-198 AMD 
232-28-230 NEW 91-13-067 236-48-230 AMD 
232-28-230 AMD-P  91-14-107 236-49-010 AMD 
232228231 NEW-P  91-06-085 236-49-020 AMD 
232-28-231 NEW 91-13-068 236-49-030 АМЫ 
232-28-414 REP-P  91-14-106 236-49-040 AMD 
232-28-41402 __ REP-P 91-14-106 236-100-001 NEW-P 
232-28-415 NEW-P 91-14-106 236-100-001 NEW 
232-28-61717  REP-P 91-12-049 236-100-010 NEW-P 
232-28-61728 ВЕР-Р 91-12-049 236-100-010 NEW 
232-28-61729 ВЕР-Р 91-12-049 236-100-011 NEW-P 
232-28-618 REP-P 91-12-049 236-100-011 NEW 
232-28-61802 ВЕР-Р 91-12049 236-100-012 NEW-P 
23228-61803 ВЕР-Р 91-12-049 236-100-012 NEW 
232-28-61804 ВЕР-Р 91-12-049 236-100-013 NEW-P 
232-28-61805 REP-P 91-12-049 236-100-013 NEW 
232-28-61807 ^ ВЕР-Р 91-12-049 236-100-014 NEW-P 
232-28-61808 — REP-P 91-12-049 236-100-014 NEW 
232-28-61809 ^ REP-P 91-12-049 236-100-015 NEW-P 
232-28-61812 ВЕР-Р 91-12-049 236-100-015 NEW 
232-28-61813 REP-P 91-12049 236-100-016 NEW-P 
232-28-61815 ВЕР-Р 91-12-049 236-100-016 NEW 
232-28-61817 ВЕР-Р 91-12-049 240-15-005 AMD 
232-28-61810 ВЕР-Р 91-03-136 240-15-005 AMD-P 
232-28-61810 ВЕР 91-08-074 240-15-005 AMD 
23228-61811 NEW-W 91-03-066 240-15-010 AMD 


[325] 


WSR 4 


91-05-002 
91-05-001 

91-03-136 
91-08-074 
91-08-009 
91-12-048 
91-14-109 
91-06-015 
91-06-015 
91-04-081 

91-15-080 
91-04-08! 

91-15-080 
91-09-035 
91-09-035 
91-09-035 
91-09-035 
91-09-035 
91-09-035 
91-09-035 
91-09-035 
91-09-035 
91-09-035 
91-09-035 
91-09-035 
91-09-035 
91-09-035 
91-09-035 
91-09-035 
91-09-035 
91-09-035 
91-09-035 
91-09-035 
91-09-035 
91-09-035 
91-09-035 
91-09-035 
91-09-035 
91-09-035 
91-09-035 
91-09-035 
91-09-035 
91-09-0035 
91-09-035 
91-09-035 
91-09-035 
91-09-035 
91-09-035 
91-09-035 
91-09-035 
91-09-035 
91-09-035 
91-09-035 
91-09-034 
91-09-034 
91-09-034 
91-09-034 
91-05-101 

91-08-057 
91-05-101 

91-08-057 
91-05-101 

91-08-057 
91-05-101 

91-08-057 
91-05-101 

91-08-057 
91-05-101 

91-08-057 
91-05-101 

91-08-057 
91-05-101 

91-08-057 
91-02-111 

91-10-106 
91-14-040 
91-02-11 


WAC # WSR 4 
240-15-010 AMD-P 91-10-106 
240-15-010 AMD 91-14-040 
240-15-015 AMD 91-02-111 
240-15-015 AMD-P 91-10-106 
240-15-015 AMD 91-14-040 
240-15-020 AMD 91-02-111 
240-15-020 AMD-P 91-10-106 
240-15-020 AMD 91-14-040 
240-15-025 AMD 91-02-111 
240-15-025 AMD-P 91-10-106 
240-15-025 AMD 91-14-040 
240-15-030 AMD 91-02-111 
240-15-030 AMD-P 91-10-106 
240-15-030 AMD 91-14-040 
240-15-035 AMD 91-02-111 
240-15-035 AMD-P 91-10-106 
240-15-035 AMD 91-14040 
244-12-010 NEW-P 91-11034 
244-12-010 NEW 91-14-055 
244-12-020 NEW-P 91-11-034 
244-12-020 NEW 9114-055 
244-12-030 NEW-P 91-11-034 
244-12-030 NEW 91-14-055 
244-12-040 NEW-P  91-11-034 
244-12-040 NEW 91-14-055 
244-12-050 NEW-P . 91-11-034 
244-12-050 NEW 91-14-055 
244-12-060 NEW-P 9111034 
244-12-060 NEW 91-14-055 
244-12-070 NEW-P 91-11034 
244-12-070 NEW 91-14-055 
244-12-080 NEW-P 91-11-034 
244-12-080 NEW 91-14-055 
244-12-090 NEW-P 91-11034 
244-12-090 NEW 91-14-055 
246-100-166 AMD-P 91-11-103 
246-100-166 AMD-E 91-13-050 
246-100-166 AMD 91-15-066 
246-205-001 NEW 91-04-007 
246-205-010 NEW 91-04-007 
246-205-020 NEW 91-04-007 
246-205-030 NEW 91-04-007 
246-205-040 NEW 91-04-007 
246-205-050 NEW 91-04007 
246-205-060 МЕМ 91-04-007 
246-205-070 NEW 91-04-007 
246-205-080 NEW 91-04-007 
246-205-090 NEW 91-04007 
246-205-100 NEW 91-04-007 
246-205-110 NEW 91-04-007 
246-205-120 NEW 91-04 007 
246-205-990 NEW 91-04-007 
246-220-007 AMD-P >91-11-081 
246-220-007 AMD 9115-112 
246-220-010 AMD-P. 91-11-081 
246-220-010 AMD 91-15-112 
246-220-050 AMD-P  91i-11-081 
246-220-050 AMD 91-15-112 
246-220-090 AMD-P 91-11-081 
246-220-090 AMD 91-15-112 
246-220-130 AMD-P 91-11-081 
246-220-130 AMD 91-15-112 
246-221-001 AMD-P 91-11-081 
246-221-001 AMD 91-16-112 
246-221-010 AMD-P 91-11-081 
246-221-010 AMD 91-16-112 
246-221-020 AMD-P 91-11-081 
246-221-020 AMD 91-16-112 
246-221-030 AMD-P 91-11-081 
246-221-030 AMD 91-16-112 
246-221-040 AMD-P  91-11-081 
246-221-040 AMD 91-16-112 
246-221-050 AMD-P 91-11-081 
246-221-050 AMD 91-16-112 
246-221-060 AMD-P  91-11-081 
246-221-060 AMD 91-16-112 
246-221-070 AMD-P 91-11-081 


WAC # 


246-221-070 
246-221-080 
246-221-080 
246-221-110 
246-221-110 
246-221-120 
246-221-120 
246-221-130 
246-221-130 
246-221-140 
246-221-140 
246-221-160 
246-221-160 
246-221-170 
246-221-170 
246-221-190 
246-221-190 
246-221-200 
246-221-200 
246-221-210 
246-221-210 
246-221-220 
246-221-220 
246-221-230 
246-221-230 
246-221-240 
246-221-240 
246-221-250 
246-221-250 
246-221-260 
246-221-260 
246-221-280 
246-221-280 
246-221-300 
246-221-300 
246-222-001 
246-222-001 
246-222-020 
246-222-020 
246-222-030 
246-222-030 
246-222-040 
246-222-040 
246-222-050 
246-222-050 
246-222-060 
246-222-060 
` 246-222-070 
246-222-070 
246-222-080 
246-222-080 
246-224-001 
246-224-001 
246-224-020 
246-224-020 
246-224-030 
246-224-030 
246-224-040 
246-224-040 
246-224-050 
246-224-050 
246-224-060 
246-224-060 
246-224-070 
246-224-070 
246-224-080 
246-224-080 
246-224-090 
246-224-090 
246-224-100 


246-224-100 ` 


246-225-010 
246-225-010 
246-225-020 
246-225-020 
246-225-030 
246-225-030 


AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
АМО-Р 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 


WSR 4 
91-16-112 
91-11-081 
91-16-112 
91-11-081 
91-16-112 
91-11-081 
91-16-112 
91-11-081 
91-16-112 
91-11-081 
91-16-112 
91-11-081 
91-16-112 
91-11-081 
91-16-112 
91-11-081 
91-16-112 
91-11-081 
91-16-112 
91-11-081 
91-16-112 
91-11-081 
91-16-112 
91-11-081 
91-16-112 
91-11-081 
91-16-112 
91-11-081 
91-16-112 
91-11-081 
91-16-112 
91-11-081 
91-16-112 
91-11-081 
91-16-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-082 
91-15-083 
91-11-082 
91-15-083 
91-11-082 
91-15-083 
91-11-082 
91-15-083 
91-11-082 
91-15-083 
91-11-082 
91-15-083 
91-11-082 
91-15-083 
91-11-082 
91-15-083 
91-11-082 
91-15-083 
91-11-082 
91-15-083 
91-11-082 
91-15-083 
91-11-082 
91-15-083 
91-11-082 
91-15-083 


Table of WAC Sections Affected 


WAC # 


246-225-040 
246-225-040 
246-225-050 
246-225-050 
246-225-060 
246-225-060 
246-225-070 
246-225-070 
246-225-090 
246-225-090 
246-225-110 
246-225-110 
246-225-120 
246-225-120 
246-225-130 
246-225-130 
246-225-140 
246-225-140 
246-225-150 
246-225-150 
246-225-99910 
246-225-99910 
246-225-99920 
246-225-99920 
246-225-99930 
246-225-99930 
246-228-030 
246-228-030 
246-228-040 
246-228-040 
246-228-050 
246-228-050 
246-229-001 
246-229-001 
246-229-010 
246-229-010 
246-229-020 
246-229-020 
246-229-030 
246-229-030 
246-229-050 
246-229-050 
246-229-060 
246-229-060 
246-229-080 
246-229-080 
246-229-090 
246-229-090 
246-229-110 
246-229-110 
246-232-001 
246-232-001 
246-232-010 
246-232-010 
246-232-020 
246-232-020 
246-232-040 
246-232-040 
246-232-060 
246-232-060 
246-232-080 
246-232-080 
246-232-090 
246-232-090 
246-232-100 
246-232-100 
246-232-110 
246-232-110 
246-232-120 
246-232-120 
246-232-130 
246-232-130 
246-232-990 
246-232-990 
246-233-001 
246-233-001 
246-233-010 


WSR 4 
91-11-082 
91-15-083 
91-11-082 
91-15-083 
91-11-082 
91-15-083 
91-11-082 
91-15-083 
91-11-082 
91-15-083 
91-11-082 
91-15-083 
91-11-082 
91-15-083 
91-11-082 
91-15-083 
91-11-082 
91-15-083 
91-11—082 
91-15-083 
91-11-082 
91-15-083 
91-11-082 
91-15-083 
91-11-082 
91-15-083 
91-11-082 
91-15-083 
91-11-082 
91-15-083 
91-11—082 
91-15-083 
91-Н1-082 
91-15-083 
91-11-082 
91-15-083 
91-11-082 
91-15-083 
91-11-082 
91-15-083 
91-11-082 
91-15-083 
91-11-082 
91-15-083 
91-11-082 
91-15-083 
91-11-082 
91-15-083 
91-11-082 
91-15-083 
91-11-081 
91-15-112 
91-11-081 
91-15-12 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 


WAC # 


246-233-010 
246-233-020 
246-233-020 
246-235-001 
246-235-001 
246-235-020 
246-235-020 
246-235-040 
246-235-040 
246-235-050 
246-235-050 
246-235-060 
246-235-060 
246-235-080 
246-235-080 
246-235-090 
246-235-090 
246-235-100 
246-235-100 
246-235-110 
246-235-110 
246-235-120 
246-235-120 
246-235-130 
246-235-130 
246-235-140 
246-235-140 
246-239-010 
246-239-010 
246-239-020 
246-239-020 
246-239-030 
246-239-030 
246-239-040 
246-239-040 
246-239-060 
246-239-060 
246-239-080 
246-239-080 
246-239-090 
246-239-090 
246-239-100 
246-239-100 
246-240-020 
246-240-020 
246-240-030 
246-240-030 
246-240-040 
246-240-040 
246-243-020 
246-243-020 
246-243-060 
246-243-060 
246-243-080 
246-243-080 
246-243-090 
246-243-090 
246-243-110 
246-243-110 
246-243-120 
246-243-120 
246-243-130 
246-243-130 
246-243-140 
246-243-140 
246-243-150 
246-243-150 
246-243-160 
246-243-160 
246-243-170 
246-243-170 
246-243-180 
246-243-180 
246-243-200 
246-243-200 
246-243-210 
246-243-210 


WSR 4 
91-15-112 
91-11-08] 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-0811 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-0581 
91-15-112 


Table of WAC Sections Affected 


WAC ji WSR 4 WAC # WSR 4 WAC jj WSR # 
246-243-220 AMD-P 91-11-081 246-250-330 AMD 91-16-109 246-560-090 NEW 91-16-108 
246-243-220 AMD 91-15-112 246-250-350 AMD-P 91-11-083 246-560-100 NEW-P 91-13-093 
246-244-001 AMD-P 91-11-081 246-250-350 AMD 91-16-109 246-560-100 NEW 91-16-108 
246-244-001 AMD 91-15-12 246-250-600 AMD-P 91-11-083 246-560-105 NEW-P 91-13-093 
246-244-030 AMD-P 91-11-081 246-250-600 AMD 91-16-109 246-560-105 NEW 91-16-108 
246-244-030 AMD 91-15-112 246-252-001 AMD-P 91-11083 246-560-110 NEW-P 91-13-093 
246-244-040 AMD-P 91-11-081 246-252-001 AMD 91-16-109 246-560-110 МЕМ 91-16-108 
246-244-040 AMD 91-15-112 246-252-010 AMD-P 91-11-083 246-560-120 NEW-P  91-13-093 
246-244-060 AMD-P 91-11-081 246-252-010 AMD 91-16-109 246-560-120 NEW 91-16-108 
246-244-060 AMD 91-15-112 246-252-030 AMD-P 91-11-083 246-790-070 AMD 91-06-029 
246-244-080 AMD-P 91-11-081 246-252-030 AMD 91-16-109 246-802-090 AMD-E 91-10-069 
246-244-080 AMD 91-15-112 246-290-010 AMD 91-07-031 246-802-130 AMD-E 91-10-069 
246-244-140 AMD-P 91-11081 246-290-130 AMD 91-07-031 246-802-150 REP-E 91-10-069 
246-244-140 AMD 91-15-112 246--290-300 AMD 91-07-031 246-802-990 AMD-P 91-08-078 
246-244-150 AMD-P 91-11-081 246-290-310 AMD 91-07-031 246-802-990 AMD 91-13-002 
246-244-150 AMD 91-15-112 246-290-320 AMD 91-07-031 246-806-010 RECOD 91-05-026 
246-244-160 AMD-P 91-11-081 246-290-330 AMD 91-07-031 246-806-020 RECOD 91-05-026 
246-244-160 AMD 91-15-112 246-310-131 NEW-P 91-10-102 246-806-030 RECOD 91-05-026 
246-244-180 AMD-P 91-11-081 246-310-131 NEW-E 91-10-103 246-806-040 RECOD 91-05-026 
246-244-180 AMD 91-15-112 246-310-132 NEW-P 91-10-102 246-806-050 RECOD 91-05-026 
246-244-220 AMD-P 91-11-081 246-310-380 AMD-C 91-12-020 246-806-060 RECOD 91-05-026 
246-244-220 AMD 91-15-112 246-310-380 AMD 91-15-018 246-806-070 RECOD 91-05-026 
246-244-230 AMD-P 91-11-081 246-310-500 AMD 91-05-093 246-806-080 RECOD 91-05-026 
246-244-230 AMD 91-15-112 246-314-001 AMD-P 91-12-019 246-806-090 RECOD 91-05-026 
246-244-240 AMD-P 91-11-081 246-314-001 AMD 91-16-107 246-806-100 RECOD 91-05-026 
246-244-240 AMD 91-15-112 246-314-010 AMD-P 91-12-019 246-806-110 RECOD 91-05-026 
246-249-001 AMD-P 91-11-083 246-314-010 AMD 91-16-107 246-806-120 RECOD 91-05-026 
246-249-001 AMD 91-16-109 246-314-990 AMD-P 91-12-019 246-806-130 RECOD 91-05-026 
246-249-010 AMD-P 91-11-083 246-314-990 AMD 91-16-107 246-806-140 RECOD 91-05-026 
246-249-010 AMD 91-16-109 246-338-010 AMD-E 91-11-039 246-806-990 RECOD 91-05-031 
246-249-020 AMD-P 91-11-083 246-338-030 AMD-E 91-11-039 246-806-990 AMD-P 91-15-082 
246-249-020 AMD 91-16-109 246-338-990 AMD-E 91-11-039 246-806-990 AMD-W  91-15-113 
246-249-030 AMD-P 91-11083 246-380-001 NEW-P  91-15-082A 246-806-990 AMD-P 91-15-114 
246-249-030 AMD 91-16-109 246-380-990 AMD-P 291-15-082А 246-807-020 RECOD 91-05-095 
246-249-040 AMD-P 91-11-083 246-430-001 NEW-P 91-15-005 246-807-030 RECOD 91-05-095 
246-249-040 AMD 91-16-109 246-430-010 NEW-P 91-15-005 246-807-040 RECOD 91-05-095 
246-249-050 AMD-P 91-11-083 246-430-020 NEW-P 91-15005 246-807-050 RECOD 91-05-095 
246-249-050 AMD 91-16-109 246-430-030 NEW-P 91-15-005 246-807-060 RECOD 91-05-095 
246-249-060 AMD-P 91-11-083 246-430-040 NEW-P 91-15-005 246-807-070 RECOD 91-05-095 
246-249-060 AMD 91-16-109 246-430-050 NEW-P 91-15-005 246-807-080 RECOD 91-05-095 
246-249-070 AMD-P 91-11-083 246-430-060 NEW-P 91-15005 246-807-090 RECOD 91-05-095 
246-249-070 AMD 91-16-109 246-453-001 AMD 91—05-048 246-807-100 RECOD  91-05-095 
246-249-080 AMD-P 91-11-083 246-453-010 AMD 91-05-048 246-807-110 RECOD 91-05-095 
246-249-080 AMD 91-16-109 246-453-020 NEW 91-05-048 246-807-120 RECOD 91-05-095 
246-249-090 NEW-P 91-11-083 246-453-030 NEW 91-05-048 246-807-130 RECOD 91-05-095 
246-249-090 NEW 91-16-109 246-453-040 NEW 91-05-048 246-807-140 RECOD 91-05-095 
246-250-001 AMD-P 91-11083 246-453-050 NEW 91-05-048 246-807-150 RECOD 91-05-095 
246-250-001 AMD 91-16-109 246-453-060 NEW 91-05-048 246-807-160 RECOD 91-05-095 
246-250-010 AMD-P  91-11-083 246-453-070 AMD 91-05-048 246-807-170 RECOD 91-05-095 
246-250-010 AMD 91-16-109 246-453-080 AMD 91-05-048 246-807-170 REP 91-10-051 
246-250-020 AMD-P 91-11-083 246-453-085 ВЕР 91-05-048 246-807-171 NEW-P 91-06-090 
246-250-020 AMD 91-16-109 246-453-090 AMD 91-05-048 246-807-171 NEW 91-10-051 
246-250-030 AMD-P 91-11-083 246-491-029 AMD-P 91-16-105 246-807-173 NEW-P 91-06-090 
246-250-030 AMD 91-16-109 246-491--039 AMD-P 91-16-105 246-807-173 NEW 91-10-051 
246-250-050 AMD-P 91-11-083 246-491-149 AMD-P 91-16-105 246-807-180 RECOD 91-05-095 
246-250-050 AMD 91-16-109 246-510-400 NEW-E 91-15-029 246-807-190 RECOD 91-05-095 
246-250-060 AMD-P 91-11-083 246-560-001 NEW-P 91-13-093 246-807-200 RECOD 91-05-095 
246-250-060 AMD 91-16-109 246-560-001 NEW 91-16-108 246-807-210 RECOD 91-05-095 
246-250-070 AMD-P 91-11-083 246-560-010 NEW-P 91-13-093 246-807-220 RECOD 91-05-095 
246-250-070 AMD 91-16-109 246-560-010 NEW 91-16-108 246-807-230 RECOD 91-05-095 
246-250-090 AMD-P 91-11-083 246-560-015 NEW-P 91-13093 246-807-240 RECOD 91-05-095 
246-250-090 AMD 91-16-109 246-560-015 NEW 91-16-108 246-807-250 RECOD 91-05-095 
246-250-110 AMD-P 91-11-083 246-560-020 NEW-P 91-13-093 246-807-260 RECOD 91-05-095 
246-250-110 AMD 91-16-109 246-560-020 NEW 91-16-108 246-807-270 RECOD 91-05-095 
246-250-120 AMD-P 91-11-083 246-560-030 NEW-P 91-13-093 246-807-280 RECOD 91-05-095 
246-250-120 AMD 91-16-109 246-560-030 NEW 91-16-108 246-807-290 RECOD  91-05-095 
246-250-130 AMD-P 91-11-083 246-560-040 NEW-P 91-13-093 246-807-300 RECOD 91-05-095 
246-250-130 AMD 91-16-109 246-560-040 NEW 91-16-108 246-807-310 RECOD 91-05-095 
246-250-140 AMD-P 91-11-083 246-560-050 NEW-P 91-13-093 246-807-320 RECOD 91-05-095 
246-250-140 AMD 91-16-109 246-560-050 NEW 91-16-108 246-807-330 RECOD 91-05-095 
246-250-150 AMD-P 91-11083 246-560-060 NEW-P  91-13-093 246-807-340 RECOD 91-05-095 
246-250-150 AMD 91-16-109 246-560-060 NEW 91-16-108 246-807-350 RECOD 91-05-095 
246-250-160 AMD-P 91-11-083 246-560-070 NEW-P 91-13-093 246-807-360 RECOD 91-05-095 
246-250-160 AMD 91-16-109 246-560-070 NEW 91-16-108 246-807-370 RECOD 91-05095 
246-250-190 AMD-P 91-11-083 246-560-080 NEW-P 91-13-093 246-807-380 RECOD 91-05-095 
246-250-190 AMD 91-16-109 246-560-080. МЕМ 91-16-108 246-807-390 RECOD 91-05-095 
246-250-330 AMD-P 91-11-083 246-560-090 NEW-P  91-13-093 246-807-400 NEW-P 91-06-090 


WAC # 


246-807-400 
246-807-410 
246-807-410 
246-815-031 
246-815-031 
246-815-990 
246-815-990 
246-816-075 
246-816-610 
246-816-620 
246-816-630 
246-816-640 
246-816-650 
246-816-660 
246-816-670 
246-816-680 
246-818—050 
246-818—050 
246-822-990 
246-822-990 
246-824-020 
246-824-020 
246-824-050 
246-824-050 
246-824-050 
246-824-065 
246-824-075 
246-824-075 
246-824-080 
246-824-080 
246-826-990 
246-826-990 
246-828-020 
246-828-020 
246-828-030 
246-828-030 
246-828-040 
246-828-040 
246-828-050 
246-828-050 
246-828-060 
246-828-060 
246-828-070 
246-828-070 
246-828-080 
246-828-080 
246-828-090 
246-828-090 
246-828—100 
246-828—100 
246-828-110 
246-828-110 
246-828-120 
246-828-120 
246-828-130 
246-828-130 
246-828-140 
246-828-140 
246-828-150 
246-828—150 
246-828-160 
246-828—160 
246-828-170 
246-828-170 
246-828-180 
246-828-180 
246-828-190 
246-828-190 
246-828-200 
246-828-200 
246-828-210 
246-828-210 
246-828-220 
246-828-220 
246-828-230 
246-828-230 
246-828-240 


Table of WAC Sections Affected 


WSR # WAC # 
NEW-W  91-10-050 246-828-240 
NEW-P 91-06-090 246-828-250 
NEW 91-10-051 246-828-250 
NEW-P 91-08-077 246-828-260 
NEW 91-11-065 246-828-260 
AMD-P 91-08-078 246-828-270 
AMD 91-13-002 246-828-270 
NEW 9103109 246-828-280 
NEW-P 91-16-102 246-828-280 
NEW-P 91-16-102 246-828-290 
NEW-P 91-16-102 246-828-290 
NEW-P 91-16-102 246-828-300 
NEW-P 91-16-102 246-828-300 
NEW-P 91-16-102 246-828-310 
NEW-P 91-16-102 246-828-310 
NEW-P 91-16-102 246-828-320 
AMD-P 91-10-093 246-828-320 
AMD 91-14-087 246-828-330 
AMD-P `: 91-08-078 246-828-330 
AMD 91-13-002 246-828-340 
AMD-P 9105087 246-828-340 
AMD 91-09-024 246-828-350 
AMD-P 9105087 246-828-350 
AMD-W 91-09-023 246-828-360 
AMD-P 91-16-103 246-828-360 
NEW-P 91-16-103 246-828-370 
NEW-P 91-05087 246-828-370 
NEW ` 91-09024 246-828-990 
AMD-P 91-05-087 246-828-990 
AMD 91-09-024 246-834-990 
AMD-P 9108078 246-834-990 
AMD 91-13-002 246-838-026 
RECOD-P 91-07-058 246-838-026 
RECOD 91-11031 246-838-040 
RECOD-P 91-07-058 246-838-040 
RECOD  91-11-031 246-838-060 
RECOD-P 91-07-058 246-838-060 
RECOD 91-11-031 246-838-070 
RECOD-P 91-07-058 246-838-070 
RECOD  91-11-031 246-838-090 
RECOD-P 91-07-058 246-838-090 
RECOD  91-11-031 246-838-100 
RECOD-P 91-07-058 246-838-100 
RECOD 91-11031 246-838-110 
RECOD-P 91-07-058 246-838-110 
RECOD 91-11-031 246-838-120 
RECOD-P 91-07-058 246-838-120 
RECOD 91-11-031 246-838-130 
RECOD-P 91-07-058 246-838-130 
RECOD 91-11-031 246-838-210 
RECOD-P 91-07-058 246-838-210 
RECOD  91-11-031 246-838-250 
RECOD-P 91-07-058 246-838-250 
RECOD 91-11031 246-838-260 
RECOD-P 91-07-058 246-838-260 
RECOD 91-11-031 246-838-270 
RECOD-P 91-07-058 246-838-270 
RECOD  91-11-031 246-838-990 
RECOD-P 91-07-058 246-838-990 
RECOD 91-11-031 246-839-010 
RECOD-P 91-07-058 246-839-010 
RECOD 91-11-031 246-839-020 
RECOD-P 91-07-058 246-839-030 
RECOD 91-11-031 246-839-040 
RECOD-P 91-07-058 246-839-050 
RECOD 91-11-031 246-839-060 
RECOD-P 91-07-058 246-839-070 
RECOD 91-11-031 246-839-080 
RECOD-P 91-07-058 246-839-090 
RECOD 91-11-031 246-839-100 
RECOD-P 91-07-058 246-839-105 
RECOD 91-11-031 246-839-105 
RECOD-P 91-07-058 246-839-110 
RECOD 91-11-031 246-839-120 
RECOD-P 91-07-058 246-839-130 
RECOD  91-11-031 246-839-300 
RECOD-P 91-07-058 246-839-310 


WSR j WAC ji 

RECOD  91-11-031 246-839-320 RECOD 
RECOD-P 91-07-058 246-839-330 RECOD 
RECOD 91-11-031 246-839-340 RECOD 
RECOD-P 91-07-058 246-839-350 RECOD 
RECOD 91-11-031 246-839-360 RECOD 
RECOD-P 91-07-058 246-839-370 RECOD 
RECOD 91-11-031 246-839-400 RECOD 
RECOD-P 91-07-058 246-839-410 RECOD 
RECOD 91-11031 246-839-420 RECOD 
RECOD-P 91-07-058 246-839-430 RECOD 
RECOD 91-11-031 246-839-440 RECOD 
RECOD-P 91-07-058 246-839-450 RECOD 
RECOD 91-11-031 246-839-505 RECOD 
RECOD-P 91-07-058 246-839-506, RECOD 
RECOD 91-11-031 246-839-525 RECOD 
RECOD-P 91-07-058 246-839-530 RECOD 
RECOD 91-11-031 246-839-535 RECOD 
RECOD-P 91-07-058 246-839-540 RECOD 
RECOD 91-11-031 246-839-545 RECOD 
RECOD-P 91-07-058 246-839-550 RECOD 
RECOD 91-11-031 246-839-555 RECOD 
RECOD-P 91-07-058 246-839-560 RECOD 
RECOD 91-11-031 246-839-565 RECOD 
RECOD-P 91-07-058 246-839-570 RECOD 
RECOD 91-11-031 246-839-575 RECOD 
RECOD-P 91-07-058 246-839-700 RECOD 
RECOD  91-11-031 246-839-710 RECOD 
RECOD  91-11-030 246-839—120 RECOD 
AMD 91-13-002 246-839-730 RECOD 
AMD-P 91-08-078 246-839-740 RECOD. 
AMD 91-13-002 246-839-750 RECOD 
NEW-P  91-09-014 246-839-760 RECOD 
NEW 91-13-023 246-839-770 RECOD 
AMD-P  91-09-014 246-839-780 RECOD 
AMD 91-13-023 246-839-800 RECOD 
AMD-P 91-09014 246-839-810 RECOD 
AMD 91-13-023 246-839-820 RECOD 
AMD-P  91-09-014 246-839-830 RECOD 
AMD 91-13-023 246-839-840 NEW 

AMD-P  91-09-014 246-839-850 NEW 

AMD 91-13-023 246-839-860 NEW 

AMD-P 91-09-014 246-839-870 NEW 

AMD 91-13-023 246-839-880 NEW 

AMD-P 91-09014 246-839-890 NEW 

AMD 91-13-023 246-839-900 NEW 

AMD-P 91-09014 246-839-990 RECOD 
AMD 91-13-023 246-841-400 RECOD 
AMD-P 91-09014 246-841-410 RECOD 
AMD 91-13-023 246-841-420 RECOD 
AMD-P 91-09-014 246-841-430 RECOD 
AMD 91-13-023 246-841-440 RECOD 
AMD-P 91-09-014 246-841-450 RECOD 
AMD 91-13-023 246-841-460 RECOD 
AMD-P 91-09-014 246-841-470 RECOD 
AMD 91-13-023 246-841-480 RECOD 
AMD-P 91-09014 246-841—490 RECOD 
AMD 91-13-023 246-841-500 RECOD 
AMD-P 91-08-078 246-841-510 RECOD 
AMD 91-13-002 246-842-100 RECOD 
RECOD  91-07-049 246-842-110 RECOD 
AMD-P 91-16-101 246-842-120 RECOD 
RECOD  91-07-049 246-842-130 RECOD 
RECOD  91-07-049 246-842-140 RECOD 
RECOD  91-07-049 246-842-150 RECOD 
RECOD  91-07-049 246-842-160 RECOD 
RECOD  91-07-049 246-842-170 RECOD 
RECOD 91-07-049 246-842-180 RECOD 
RECOD  91-07-049 246-842-190 RECOD 
RECOD 91-07-049 246-842-200 RECOD 
RECOD  91-07-049 246-842-210 RECOD 
NEW-E 91-10007 246-843-001 RECOD 
NEW-P 91-15-004 246-843-010 RECOD 
RECOD 91-07-049 246-843-030 RECOD 
RECOD 91-07-049 246-843-040 RECOD 
RECOD 91-07-049 246-843-050 RECOD 
RECOD  91-07-049 246-843-060 RECOD 
RECOD 91-07-049 246-843-070 RECOD 


WSR # 


91—07—049 
91-07-049 
91-07-049 
91-07-049 
91-07-049 
91-07-049 
91-07-049 
91-07-049 
91-07-049 
91-07-049 
91-07-049 
91-07-049 
91-07-049 
91-07-049 
91-07-049 
91-07-049 
91-07-049 
91-07-049 
91-07-049 
91-07-049 
91-07-049 
91-07-049 
91-07-049 
91-07-049 
91-07-049 
91-07-049 
91-07-049 
91-07-049 
91-07-049 
91-07-049 
91-07-049 
91-07-049 
91-07-049 
91-07-049 
91-07-049 
91-07-049 
91-07-049 
91-07-049 
91-07-067 
91-07-067 
91-07-067 
91-07-067 
91-07-067 
91-07-067 
91-07-067 
91-07-048 
91-07-049 
91-07-049 
91-07-049 
91-07-049 
91-07-049 
91-07-049 
91-07-049 
91-07-049 
91-07-049 
91-07-049 
91-07-049 
91-07-049 
91-07-049 
91-07-049 
91-07-049 
91-07-049 
91-07-049 
91-07-049 
91-07-049 
91-07-049 
91-07-049 
91-07-049 
91-07-049 
91-07-049 
91-06-060 
91—06—060 
91-06-060 
91—06—060 
91-06-060 
91-06-060 
91-06-060 


WAC ) 

246-843-080 RECOD 
246-843-090 RECOD 
246-843-095 RECOD 
246-843-100 RECOD 
246-843-110 RECOD 
246-843-120 RECOD 
246-843-125 RECOD 
246-843-130 RECOD 
246-843-150 RECOD 
246-843-155 RECOD 
246-843-160 RECOD 
246-843-162 RECOD 
246-843-170 RECOD 
246-843-180 RECOD 
246-843-200 RECOD 
246-843-205 RECOD 
246-843-220 RECOD 
246-843-225 RECOD 
246-843-230 RECOD 
246-843-240 RECOD 
246-843-250 RECOD 
246-843-320 RECOD 
246-843-330 NEW 
246-843-990 ВЕСОВ 
246-843-990 AMD 
246-845-990 АМО-Р 
246-845-990 AMD 
246-847-010 RECOD 
246-847-010 AMD 
246-847-020 RECOD 
246-847-030 RECOD 
246-847-040 RECOD 
246-847-040 AMD 
246-847-050 RECOD 
246-847-050 AMD 
246-847-060 ВЕСОВ 
246-847-065 RECOD 
246-847-065 АМО 
246-847-070 RECOD 
246-847-080 RECOD 
246-847-090 RECOD 
246-847-100 RECOD 
246-847-110 RECOD 
246-847-110 АМО 
246-847-120 RECOD 
246-847-130 RECOD 
246-847-140 RECOD 
246-847-150 RECOD 
246-847-160 RECOD 
246-847-170 RECOD 
246-847-180 RECOD 
246-847-190 RECOD 
246-847-200 RECOD 
246-847-990 RECOD 
246-847-990 АМО-Р 
246-847-990 AMD 
246-851 RECOD-C 
246-851-020 RECOD 
246-851-030 RECOD 
246-851-040 RECOD 
246-851-050 RECOD 
246-851-060 RECOD 
246-851-070 RECOD 
246-851-080 RECOD 
246-851-090 RECOD 
246—851—100 RECOD 
246-851-110 RECOD 
246-851-120 RECOD 
246-851-130 RECOD 
246-851-140 RECOD 
246-851-150 RECOD 
246-851-160 RECOD 
246-851-170 RECOD 
246-851-180 RECOD 
246-851-190 RECOD 
246-851-200 ВЕСОВ 
246-851-210 RECOD 


Table of WAC Sections Affected 


WSR 4 WAC # 
91-06-060 246-851-220 
91-06-060 246-851-230 
91-06-060 246-851-240 
91-06-060 246-851-250 
91-06-060 246-851-260 
91-06-060 246-851-270 
91-06-060 246-851-280 
91-06-060 246-851—290 
91-06-060 246-851-300 
91-06-060 246-851-310 
91-06-060 246-851-320 
91-06-060 246-851-330 
91-06-060 246-851-340 
91-06-060 246-851-350 
91-06-060 246-851-360 
91-06-060 246-851-370 
91-06-060 246-851-380 
91-06-060 246-851-390 
91-06-060 246-851-400 
91-06-060 246-851-410 
91-06-060 246-851—420 
91-06-060 246-851-430 
91-06-059 246-851-990 
91-06-058 246-851-990 
91-09-05! 246-851-990 
91-08-078 246-853-020 
91-13-002 246-853-040 
91-05-027 246-853-100 
91-11-064 246-853-130 
91-05-027 246-853-180 
91-05-027 246-853-190 
91-05-027 246-853-210 
91-11-064 246-853-230 
91-05-027 246-853-240 
91-11-064 246-853-250 
91-05-027 246-853-260 
91-05-027 246-853-260 
91-11-064 246-853-270 
91-05-027 246-853-270 
91-05-027 246-853-280 
91-05-027 246-853-280 
91-05-027 246-853-290 
91-05-027 246-853-290 
91-11-064 246-853-300 
91-05-027 246-853-300 
91-05-027 246-853-310 
91-05-027 246-853-310 
91-05-027 246-853-320 
91-05-027 246-853-320 
91-05-027 246-853-330 
91-05-027 246-853-330 
91-05-027 246-853-340 
91-05-027 246-853-340 
91-05-030 246-853-350 
91-08-078 246-853-350 
91-13-002 246-853-990 
91-03-116 246-853-990 
91-06-025 246-853-990 
91-06-025 246-854-020 
91-06-025 246-854-030 
91-06-025 246-854-050 
91-06-025 246-854-060 
91-06-025 246-854-070 
91-06-025 246-854-100 
91-06-025 246-855-030 
91-06-025 246-855-100 
91-06-025 246-855-110 
91-06-025 246-855-120 
91-06-025 246-857 
91-06-025 246-857-020 
91-06-025 246-857-030 
91-06-025 246-857-040 
91-06-025 246-857-050 
91-06-025 246-857-060 
91-06-025 246-857-070 
91-06-025 246-857-080 
91-06-025 246-857-090 


WSR 4 WAC f WSR j 
RECOD 91-06-025 246-857-100 RECOD-P 91-14-033 
RECOD 91-06-025 246-857-110 RECOD-P 91-14-033 
RECOD 91-06-025 246-857-120 RECOD-P 91-14-033 
RECOD 91-06-025 246-857-130 RECOD-P 91-14-033 
RECOD 91-06-025 246-857-140 RECOD-P 91-14-033 
RECOD  21-06-025 246-857-150 RECOD-P 91-14-033 
RECOD 91-06-025 246-857-160 RECOD-P 91-14-033 
RECOD 91-06-025 246-857-170 RECOD-P 91-14-033 
RECOD 91-06-025 246-857 -180 RECOD-P 91-14-033 
RECOD 91-06-025 246-857-190 RECOD-P 91-14-033 
RECOD 91-06-025 246-857-200 RECOD-P 91-14-033 
RECOD 91-06-025 246-857-210 RECOD-P 91-14-033 
RECOD 91-06-025 246-857-220 RECOD-P 91-14-033 
RECOD 91-06-025 246-857-230 RECOD-P 91-14-033 
RECOD 91-06-025 246-857-240 RECOD-P 91-14-033 
RECOD 91-06-025 246-857-250 RECOD-P 91-14-033 
RECOD 91-06-025 246-857-260 RECOD-P 91-14-033 
RECOD 91-06-025 246-857-270 RECOD-P 91-14-033 
RECOD 91-06-025 246-857-280 RECOD-P 91-14-033 
RECOD 91-06-025 246-857-290 RECOD-P 91-14-033 
RECOD 91-06-025 246-857-300 RECOD-P 91-14-033 
RECOD 91-06-025 246-857-310 RECOD-P 91-14-033 
RECOD 91-06-028 246-857-320 RECOD-P 91-14-033 
AMD-P 91-08-078 246-857-330 RECOD-P 91-14-033 
AMD 91-13-002 246-857-340 RECOD-P 91-14-033 
AMD 91-10-043 246-858 RECOD-W 91-06-037 
AMD-P 91-14-088 246-858-020 RECOD-P 91-14-033 
AMD-P 91-14-088 246-858-030 RECOD-P 91-14-033 
AMD-P 91-14-088 246-858-040 RECOD-P 91-14-033 
AMD-P 91-14-088 246-858-050 RECOD-P 91-14-033 
AMD-P 91-14-088 246-858-060 RECOD-P 91-14-033 
AMD-P 91-14-088 246-858-070 RECOD-P 91-14-033 
AMD-P 91-14-088 246-858-080 RECOD-P 91-14-033 
AMD-P 91-14-088 246-861 RECOD-W 91-06-037 
NEW-P 91-03-117 246-861-020 RECOD-P 91-14-033 
NEW-P 91-03-17 246-861-030 RECOD-P 91-14-033 
NEW 91-10-043 246-861-040 RECOD-P 91-14-033 
NEW-P  91-03-117 246-861-050 RECOD-P 91-14-033 
NEW 91-10-043 246-861-060 RECOD-P 91-14-033 
NEW-P 91-03-117 246-861-070 RECOD-P 91-14-033 
NEW-W 91-10-039 246-861-080 RECOD-P 91-14-033 
NEW-P 91-03-117 246-861-090 RECOD-P 91-14-033 
NEW 91-10-043 246-861-100 RECOD-P 91-14-033 
NEW-P 91-03117 246-861-110 RECOD-P 91-14-033 
NEW 91-10-043 246-861-120 RECOD-P 91-14-033 
NEW-P  91-03-117 246-863 RECOD-W 91-06-037 
NEW 91-10-043 246-863-020 RECOD-P 91-14-033 
NEW-P 91-03117 246-863-030 RECOD-P 91-14-033 
NEW 91-10-043 246-863-040 RECOD-P 91-14-033 
NEW-P 91-03-117 246-863-050 RECOD-P 91-14-033 
NEW 91-10-043 246-863-060 RECOD-P 91-14-033 
NEW-P 91-03-17 246-863-070 RECOD-P 91-14-033 
NEW 91-10-043 246-863-080 RECOD-P 91-15-003 
NEW-P  91-03-117 246-863-090 RECOD-P 91-14-033 
NEW 91-10-043 246-863-100 RECOD-P 91-14-033 
AMD-P 91-08-078 246-863-110 RECOD-P 91-14-033 
AMD 91-13-002 246-863-120 RECOD-P 91-14-033 
AMD-P 91-16-104 246-865 RECOD-W 91-06-037 
AMD-P 91-14-088 246-865-010 RECOD-P 91-14-033 
AMD-P 91-14-088 246-865-020 RECOD-P 91-14-033 
AMD-P 91-14-088 246-865-030 RECOD-P 91-14-033 
AMD-P 91-14-088 246-865-040 RECOD-P 91-14-033 
REP-P 91-14088 246-865-050 RECOD-P 91-14-033 
AMD-P 91-14-088 246-865-060 RECOD-P 91-14-033 
AMD-P 91-14-088 246-865-070 RECOD-P 91-14-033 
AMD-P 91-14-088 246-867 RECOD-W 91-06-037 
AMD-P 91-14-088 246-867-001 RECOD-P 91-14-033 
REP-P  91-14-088 246-867-010 RECOD-P 91-14-033 
RECOD-W 91-06-037 246-867-020 RECOD-P 91-14-033 
RECOD-P 91-14-033 246-867-030 RECOD-P 91-14-033 
RECOD-P 91-14-033 246-867-040 RECOD-P 91-14-033 
RECOD-P 91-14-033 246-867-050 RECOD-P 91-14-033 
RECOD-P 91-14-033 246-867-060 RECOD-P 91-14-033 
RECOD-P 91-14-033 246-869 RECOD-W 91-06-037 
RECOD-P 91-14-033 246-869-020 RECOD-P 91-14-033 
RECOD-P 91-14-033 246-869-030 RECOD-P 91-14-033 
RECOD-P 91-14-033 246-869-040 RECOD-P 91-14-033 


[329] 


Table of WAC Sections Affected 


WAC # WSR # WAC # WSR 4 WAC # WSR # 
246-869-050 RECOD-P 91-14-033 246-885-020 RECOD-P 91-14-033 246-897—030 RECOD-P 91-14-033 
246-869-060 RECOD-P 91-14-033 246-886-001 RECOD-P 91-14-033 246-897-040 RECOD-P 91-14-033 
246-869-070 RECOD-P 91-14-033 246-886-010 RECOD-P 91-14-033 246-897-050 RECOD-P 91-14-033 
246-869-080 RECOD-P 91-14-033 246-886-020 RECOD-P 91-14-033 246-897-060 RECOD-P 91-14-033 
246-869-090 RECOD-P 91-14-033 246-886-030 RECOD-P 91-14-033 246-897-120 RECOD-P 91-14-033 
246-869-100 RECOD-P 91-14-033 246-886-040 RECOD-P 91-14-033 246-897-130 RECOD-P 91-14-033 
246-869-110 RECOD-P 91-14-033 246-886-050 RECOD-P 91-14-033 246-897-140 RECOD-P 91-14-033 
246-869-120 RECOD-P 91-14-033 246-886-060 RECOD-P 91-14-033 246-897-150 RECOD-P 91-14-033 
246-869-130 RECOD-P 91-14-033 246-886-070 RECOD-P 91-14-033 246-897-160 RECOD-P 91-14-033 
246-869-140 RECOD-P 91-14-033 246-886-080 RECOD-P 91-14-033 246-897-170 RECOD-P 91-14-033 
246-869-150 RECOD-P 91-14-033 246-886-090 RECOD-P 91-14-033 246-897-180 RECOD-P 91-14-033 
246-869-160 RECOD-P 91-14-033 246-886-100 RECOD-P 91-14-033 246-897-190 RECOD-P 91-14-033 
246-869-170 RECOD-P 91-14-033 246-887 RECOD-W 91-06-037 246-899 RECOD-W 91-06-037 
246-869-180 RECOD-P 91-14-033 246-887-020 RECOD-P 91-14-033 246-899-020 RECOD-P 91-14-033 
246-869-190 RECOD-P 91-14-033 246-887-030 RECOD-P 91-14-033 246-899-030 RECOD-P 91-14-033 
246-869-200 RECOD-P 91-14-033 246-887-040 RECOD-P 91-14-033 246-899-040 RECOD-P 91-14-033 
246-869-210 RECOD-P 91-14-033 246-887-050 RECOD-P 91-14-033 246-899-050 RECOD-P 91-14-033 
246-869-220 RECOD-P 91-14-033 246-887-060 RECOD-P 91-14-033 246-901 RECOD-W 91-06-037 
246-869-230 RECOD-P 91-14-033 246-887-070 RECOD-P 91-14-033 246-901-020 RECOD-P 91-14-033 
246-869-240 RECOD-P 91-14-033 246-887-080 RECOD-P 91-14-033 246-901-030 RECOD-P 91-14-033 
246-869-250 RECOD-P 91-14-033 246-887-090 RECOD-P 91-14-033 246-901-040 RECOD-P 91-14-033 
246-869-260 RECOD-P 91-14-033 246-887-100 RECOD-P 91-14-033 246-901-050 RECOD-P 91-14-033 
246-871 RECOD-W 91-06-037 246-887-110 RECOD-P 91-14-033 246-901-060 RECOD-P 91-14-033 
246-871-001 RECOD-P 91-14-033 246-887-120 RECOD-P 91-14-033 246-901-070 RECOD-P 91-14-033 
246-871-010 RECOD-P 91-14-033 246-887-130 RECOD-P 91-14-033 246-901-080 RECOD-P 91-14-033 
246-871-020 RECOD-P 91-14-033 246-887-140 RECOD-P 91-14-033 246-901-090 RECOD-P 91-14-033 
246-871-030 RECOD-P 91-14-033 246-887-150 RECOD-P 91-14-033 246-901-100 RECOD-P 91-14-033 
246-871-040 RECOD-P 91-14-033 246-887-160 RECOD-P 91-14-033 246-901-110 RECOD-P 91-14-033 
246-871-050 RECOD-P 91-14-033 246-887-170 RECOD-P 91-14-033 246-901-120 RECOD-P 91-14-033 
246-871-060 RECOD-P 91-14-033 246-887-180 RECOD-P 91-14-033 246-901-130 RECOD-P 91-14-033 
246-871-070 RECOD-P 91-14-033 246-887-190 RECOD-P 91-14-033 246-903 RECOD-W 91-06-037 
246-871-080 RECOD-P 91-14-033 246-887-200 RECOD-P 91-14-033 246-903-001 RECOD-P 91-14-033 
246-873 RECOD-W 91-06-037 246-889 RECOD-W 91-06-037 246-903-010 RECOD-P 91-14-033 
246-873-010 RECOD-P 91-14-033 246-889-020 RECOD-P 91-14-033 246-903-020 RECOD-P 91-14-033 
246-873-020 RECOD-P 91-14-033 246-889-030 RECOD-P 91-14-033 246-903-030 RECOD-P 91-14-033 
246-873-030 RECOD-P 91-14-033 246-889-040 RECOD-P 91-14-033 246-903-040 RECOD-P 91-14-033 
246-873-040 RECOD-P 91-14-033 246-891 RECOD-W 91-06-037 246-905 RECOD-W 91-06-037 
246-873-050 RECOD-P 91-14-033 246-891-010 RECOD-P 91-14-033 246-905-020 RECOD-P 91-14-033 
246-873-060 RECOD-P 91-14-033 246-891-020 RECOD-P 91-14-033 246-905-030 RECOD-P 91-14-033 
246-873-070 RECOD-P 91-14-033 246-891-030 RECOD-P 91-14-033 246-905-040 RECOD-P 91-14-033 
246-873-080 RECOD-P 91-14-033 246-893 RECOD-W 91-06-037 246-905-050 RECOD-P 91-14-033 
246-873-090 RECOD-P 91-14-033 246-893-001 RECOD-P 91-14-033 246-907 RECOD-W 91-06-037 
246-873-100 RECOD-P 91-14-033 246-893-010 RECOD-P 91-14-033 246-907-020 RECOD-P 91-15-003 
246-873-110 RECOD-P 91-14-033 246-893-020 RECOD-P 91-14-033 246-907-030 RECOD-P 91-15-003 
246-875 RECOD-W 91-06-037 246-893-030 RECOD-P 91-14-033 246-907-040 RECOD-P 91-15-003 
246-875-001 RECOD-P 91-14-033 246-893-040 RECOD-P 91-14-033 246-915-010 AMD 91-05-094 
246-875-010 RECOD-P 91-14-033 246-893-050 RECOD-P 91-14-033 246-915-015 NEW 91-05-094 
246-875-020 RECOD-P 91-14-033 246-893-060 RECOD-P 91-14-033 246-915-030 AMD 91-05-094 
246-875-030 RECOD-P 91-14-033 246-893-070 RECOD-P 91-14-033 246-915-030 AMD-E 91-09-033 
246-875-040 RECOD-P 91-14-033 246-893-080 RECOD-P 91-14-033 246-915-030 AMD-P 91-09-063 
246-875-050 RECOD-P 91-14-033 246-893-090 RECOD-P 91-14-033 246-915-030 AMD 91-14-006 
246-875-060 RECOD-P 91-14-033 246-893-100 RECOD-P 91-14-033 246-915-040 AMD 91-05-094 
246-875-080 RECOD-P 91-14-033 246-893-110 RECOD-P 91-14-033 246-915-050 AMD 91-05-094 
246-875—090 RECOD-P 91-14-033 246-893-120 RECOD-P 91-14-033 246-915-080 AMD 91-05-094 
246-877 RECOD-W 91-06-037 246-893-130 RECOD-P 91-14-033 246-915-110 AMD 91-05-094 
246-877-020 RECOD-P 91-14-033 246-893-140 RECOD-P 91-14-033 246-915-130 AMD 91-05-094 
246-877-030 RECOD-P 91-14-033 246-893-998 RECOD-P 91-14-033 246-915-140 AMD 91-05-094 
246-879 RECOD-W 91-06-037 246-895 RECOD-W 91-06-037 246-915-150 AMD 91-05-094 
246-879-010 RECOD-P 91-14-033 246-895-010 RECOD-P 91-14-033 246-915-160 AMD 91-05-094 
246-879-020 RECOD-P 91-14-033 246-895-020 RECOD-P 91-14-033 246-915-170 AMD 91-05-094 
246-879-030 RECOD-P 91-14-033 246-895-030 RECOD-P 91-14-033 246-915-180 AMD 91-05-094 
246-879-040 RECOD-P 91-14-033 246-895-040 RECOD-P 91-14-033 246-915-210 AMD 91-05-094 
246-879-050 RECOD-P 91-14-033 246-895-050 RECOD-P 91-14-033 246-915-300 NEW-E 91-09033 
246-879-060 RECOD-P 91-14-033 246-895-060 RECOD-P 91-14-033 246-915-300 NEW-P 91-09-063 
246-879-070 RECOD-P 91-14-033 246-895-070 RECOD-P 91-14-033 246-915-300 NEW 91-14-006 
246-879-080 RECOD-P 91-14-033 246-895-080 RECOD-P 91-14-033 246-915-310 NEW-E 91-09-033 
246-879-090 RECOD-P 91-14-033 246-895-090 RECOD-P 91-14-033 246-915-310 NEW-P 91-09063 
246-881 RECOD-W 91-06-037 246-895-100 RECOD-P 91-14-033 246-915-310 NEW 91-14-006 
246-881-010 RECOD-P 91-14-033 246-895-110 RECOD-P 91-14-033 246-915-320 NEW-E 91-09-033 
246-881-020 RECOD-P 91-14-033 246-895-120 RECOD-P 91-14-033 246-915-320 NEW-P 91-09-063 
246-881-030 RECOD-P 91-14-033 246-895-130 RECOD-P 91-14-033 246-915-320 МЕМ 91-14-006 
246-881-040 RECOD-P 91-14-033 246-895-140 RECOD-P 91-14-033 246-915-330 NEW-E  91-09-033 
246-883 RECOD-W 91-06-037 246-895-150 RECOD-P 91-14-033 246-915-330 NEW-P 91-09-063 
246-883-020 RECOD-P 91-14-033 246-895-160 RECOD-P 91-14-033 246-915-330 NEW 91-14-006 
246-883-030 RECOD-P 91-14-033 246-895-170 RECOD-P 91-14-033 246-915-990 AMD-P 9108078 
246-883-040 RECOD-P 91-14-033 246-897 RECOD-W 91-06-037 246-915-990 AMD 91-13-002 
246-885 RECOD-W 91-06-037 246-897-020 RECOD-P 91-14-033 246-917-020 RECOD 91-06-030 


[330] 


Table of WAC Sections Affected 


WACH WSR 4 WAC # WSR # WAC # WSR # 
246-917-020 AMD-P 91-15-111 246-922-001 AMD 91-10-041 246-924-040 RECOD 91-94-020 
246-917-025 NEW-P 91-15-111 246-922-010 RECOD 91-03-095 246-924-050 RECOD 91-04-020 
246-917-030 RECOD 91-06-030 246-922-010 AMD 91-10-041 246-924-060 RECOD 91-04-020 
246-917-040 RECOD 91-06-030 246-922-020 RECOD 91-03-095 246-924-070 RECOD 91-04-020 
246-917-050 RECOD 91-06-030 246-922-030 RECOD 91-03-095 246-924-080 RECOD 91-04-020 
246-917-060 RECOD 91-06-030 246-922-030 AMD 91-10-041 246-924-090 RECOD 91-04-020 
246-917-070 RECOD 91-06-030 246-922-040 RECOD 91-03-095 246-924-100 RECOD 91-04-020 
246-917-070 AMD-P 91-15-111 246-922-040 AMD 91-10-04 1 246-924-110 RECOD 91-04-020 
246-917-080 RECOD 91-06-030 246-922-045 NEW-P 91-05-089 246-924-120 RECOD 91-04-020 
246-917-090 RECOD 91-06-030 246-922-045 NEW 91-10-041 ‚ 246-924-130 RECOD 91-04-020 
246-917-100 RECOD 91-06-030 246-922-050 RECOD 91-03-095 246-924-140 RECOD 91-04-020 
246-917-110 RECOD 91-06-030 246-922-050 AMD 91-10-041 246-924-150 RECOD 91-04-020 
246-917-120 RECOD 91-06-030 246-922-055 NEW-P 91-05089 246-924-160 RECOD 91-04-020 
246-917-121 NEW-E 91-13-094 246-922-055 NEW 91-10-041 246-924-170 RECOD 91-04-020 
246-917-121 NEW-P 91-15-111 246-922-060 RECOD 91-03-095 246-924-180 NEW 91-04-021 
246-917-130 RECOD 91-06-030 246-922-060 AMD 91-10-041 246-924-190 NEW 91-04-021 
246-917-130 AMD-P  91-I5-111 246-922-070 RECOD 91-03-095 246-924-200 RECOD 91-04-020 
246-917-140 RECOD 91-06-030 246-922-070 AMD 91-10-041 246-924-210 RECOD 91-04-020 
246-917-150 RECOD 91-06-030 246-922-080 RECOD 91-03-095 246-924-220 NEW 91-04-021 
246-917-160 RECOD 91-06-030 246-922-080 AMD 91-10-041 246-924-230 RECOD 91-04-020 
246-917-170 RECOD 91-06-030 246-922-090 RECOD 91-03-095 246-924-240 RECOD 91-04-020 
246-917-180 RECOD 91-06-030 246-922-090 AMD 91-10-041 246-924-250 RECOD 91-04-020 
246-917-190 RECOD 91-06-030 246-922-100 RECOD 91-03-095 246-924-260 RECOD 91-04-020 
246-917-200 RECOD 91-06-030 246-922-100 AMD 91-10-041 246-924-270 RECOD 91-04-020 
246-917-210 NEW-P 91-13-092 246-922-110 RECOD 91-03-095 246-924-280 RECOD 91-04-020 
246-917-990 NEW 91-06-027 246-922-110 AMD 91-10-041 246-924-290 RECOD 91-04-020 
246-918-020 RECOD 91-06-030 246-922-120 RECOD 91-03-095 246-924-300 NEW 91-04-021 
246-918-030 RECOD 91-06-030 246-922-120 AMD 91-10-041 246-924-310 NEW 91-04-021 
246-918-030 AMD 91-08-007 246-922-130 RECOD 91-03-095 246-924-320 NEW 91-04-021 
246-918-035 NEW-P 91-04-055 246-922-130 AMD 91-10-041 246-924-330 NEW 91-04-021 
246-918-035 NEW 91-08-007 246-922-140 RECOD 91-03-095 246-924-340 NEW 91-04-021 
246-918-040 RECOD 91-06-030 246-922-140 AMD 91-10-041 246-924-350 RECOD 91-04-020 
246-918-050 RECOD 91-06-030 246-922-150 RECOD 91-03-095 246-924-360 RECOD 91-04-020 
246-918-060 RECOD 91-06-030 246-922-150 AMD 91-10-041 246-924-370 RECOD 91-04-020 
246-918-070 RECOD 91-06-030 246-922-160 RECOD 91-03-095 246-924-380 RECOD 91-04-020 
246-918-070 AMD-P  91-I5-111 246-922-160 AMD 91-10-041 246-924-390 RECOD 91-04-020 
246-918-080 RECOD 91-06-030 246-922-170 RECOD 91-03-095 246-924-400 RECOD 91-04-020 
246-918-090 RECOD 91-06-030 246-922-170 AMD 91-10-041 246-924-410 RECOD 91-04-020 
246-918-100 RECOD 91-06-030 246-922-180 RECOD 91-03-095 246-924-420 RECOD 91-04-020 
246-918-110 RECOD 91-06-030 246-922-180 AMD 91-10-041 246-924-430 RECOD 91-04-020 
246-918-120 RECOD 91-06-030 246-922-190 RECOD 91-03-095 246-924-440 RECOD 91-04-020 
246-918-130 RECOD 91-06-030 246-922-190 AMD 91-10-041 246-924-450 RECOD 91-04020 
246-918-140 RECOD 91-06-030 246-922-200 RECOD 91-03-095 246-924-460 RECOD 91-04-020 
246-918-150 RECOD 91-06-030 246-922-200 AMD 91-10-041 246-924-470 RECOD 91-04-020 
246-918-160 RECOD 91-06-030 246-922-210 RECOD 91-03-095 246-924-480 RECOD 91-04-020 
246-918-170 RECOD 91-06-030 246-922-210 AMD 91-10-041 246-924-990 RECOD 91-05-028 
246-918-180 RECOD 91-06-030 246-922-220 RECOD 91-03-095 246-924-990 AMD-P 91-08-078 
246-918-190 RECOD 91-06-030 246-922-220 AMD 91-10-041 246-924-990 AMD 91-13-002 
246-918-200 RECOD 91-06-030 246-922-230 RECOD 91-03-095 246-930-010 NEW-P 91-06-091 
246-918-210 RECOD 91-06-030 246-922-230 AMD 91~10-041 246-930-010 NEW 91-11-063 
246-918-220 RECOD 91-06-030 246-922-240 RECOD 91-03-095 246-930-020 NEW-P 91-06-091 
246-918-230 RECOD 91-06-030 246-922-240 AMD 91-10-041 246-930-020 NEW 91-11-063 
246-918-240 RECOD 91-06-030 246-922-250 RECOD 91-03-095 246-930-030 NEW-P 91-06-091 
246-918-250 RECOD 91-06-030 246-922-250 AMD 91-10-041 246-930-030 NEW 91-11-063 
246-918-260 RECOD 91-06-030 246-922-260 RECOD 91-03-095 246-930-040 NEW-P 91-06-091 
246-918-270 RECOD 91-06-030 246-922-260 AMD 91-10-041 246-930-040 NEW 91-11-063 
246-918-280 RECOD 91-06-030 246-922-270 RECOD 91-03-095 246-930-050 NEW-P 91-06-091 
246-918-290 RECOD 91-06-030 246-922-270 AMD 9110-041 246-930-050 NEW 91-11-063 
246-918-300 RECOD 91-06-030 246-922-280 NEW-P 91-05-089 246-930—060 NEW-P  91-06-091 
246-918-310 RECOD 91-06-030 246-922-280 NEW 91-10-041 246-930-060 NEW 91-11-063 
246-918-320 RECOD 91-06030 246-922-290 NEW-P 91-05089 246-930-070 NEW-P 91-06-091 
246-918-330 RECOD 91-06-030 246-922-290 NEW 91-10-041 246-930-070 NEW 91-11-063 
246-918-340 RECOD 91-06-030 246-922-295 NEW-P 91-05-089 246-930-075 NEW-E 91-11-062 
246-918-350 RECOD 91-06-030 246-922-295 NEW 91-10-041 246-930-075 NEW-P. 91-16-106 
246-918-360 RECOD 91-06-030 246-922-300 NEW-P 91-05-089 246-930-200 NEW-P 91-06-091 
246-918-370 RECOD 91-06-030 246-922-300 NEW 91-10-041 246-930-200 NEW 91-11-063 
246-918-990 NEW 91-06-027 246-922-310 NEW-P 91-05-089 246-930-210 NEW-P 91-06-091 
246-920-730 AMD-P 91-10-040 246-922-310 NEW 91-10-041 246-930-210 NEW 91-1 1-063 
246-920-730 AMD-E 91-10-042 246-922-320 NEW-P 91-05-089 246-930-220 NEW-P 91-06-091 
246-920-820 REP-P 91-16-033 246-922-320 NEW 91-10-041 246-930-220 NEW 91-11-063 
246-920-830 REP-P 91-16-03 246-922-990 RECOD 91-05-029 246-930-300 NEW-P 91-06-091 
246-920-840 REP-P 91-16-033 246-922-990 AMD-P ' 91-08-078 246-930-300 NEW 91-11-063 
246-920-850 REP-P 91-16-033 246-922-990 AMD 91-13-002 246-930-400 NEW-P 91-06-091 
246-920-860 REP-P 91-16-033 246-924-001 RECOD 91-04-020 246-930-400 NEW 91-11-063 
246-920-870 REP-P 91-16-033 246-924-010 RECOD 91-04-020 246-930-499 NEW-P 91-06-091 
246-920-880 REP-P  91-16-033 246-924-020 RECOD 91-04-020 246-930-499 NEW 91-11-063 
246-922-001 RECOD 91-03-095 246-924-030 RECOD 91-04-020 246-930-990 NEW-P 91-06-091 


Table of WAC Sections Affected 


WAC # WSR # WAC # WSR # WAC # WSR # 
246-930-990 NEW 91-11-063 251-19-155 NEW 91-10-001 263-12-093 AMD-P 91-09-062 
246-975-160 AMD 91-06-026 251-19-156 NEW-C 91-05-054 263-12-093 AMD 91-13-038 
246-975-180 AMD 91-06-026 251-19-156 NEW-C 91-05-059 263-12-095 AMD-P 91-09-062 
246-915-200 AMD 91-06-026 251-19-156 NEW 91-10-001 263-12-095 AMD 91-13-038 
246-975-210 AMD 91-06-026 251-19-157 NEW-C 91-05-054 263-12-115 AMD-P 91-09-062 
246-975-220 AMD 91-06-026 251-19-157 NEW-C 91-05-059 263-12-115 AMD 91-13-038 
246-975-240 AMD 91-06-026 251-19-157 NEW 91-10-001 263-12-125 AMD-P 91-09-062 
246-915-250 AMD 91-06-026 251-19-158 NEW-C 91-05-054 263-12-125 AMD 91-13-038 
248-14-071 NEW-P 91-15-061 251-19-158 NEW-C 91-05-059 263-12-145 AMD-P 91-09-062 
248-14-071 NEW-E  91-15-064 251-19-158 NEW 91-10-001 263-12-145 AMD 91-13-038 
248-106-030 NEW-W 91-11-024 251-19-160 AMD-C 91-05-055 263-12-150 AMD-P 91-09-062 
250-44-050 AMD-E  91-04-045 251-19-160 AMD-C 91-05-060 263-12-150 AMD 91-13-038 
250-44-050 AMD 91-14-009 251-19-160 AMD 91-10-002 263-12-160 AMD-P 91-09-062 
250-44-110 AMD-E 91-04-045 251-22-112 AMD-P 91-10-060 263-12-160 AMD 91-13-038 
250-44-110 AMD 91-14-009 251-22-112 AMD 91-13-012 263-12-165 AMD-P 91-09-062 
250-44-130 AMD-E  91-04-045 251-22-170 AMD-E  91-13-013 263-12-165 AMD 91-13-038 
250-44-130 AMD 91-14-009 251-22-170 AMD-P 91-13095 263-12-170 AMD-P 91-09062 
250-76 NEW-C 91-03087 251-22-170 AMD 91-16-054 263-12-170 AMD 91-13-038 
250-76-010 NEW-W  91-11-073 251-22-215 NEW-P 91-10-059 263-12-171 NEW-P 91-09062 
250-76-020 NEW-W  91-11-073 251-22-215 NEW 91-13-011 263-12-171 NEW 91-13-038 
250-76-030 NEW-W  91-11-073 251-22-250 AMD-P 91-10-060 263-12-195 NEW-P  91-09-062 
250-76-040 NEW-W 91-11-073 251-22-250 AMD 91-13-012 263-12-195 NEW 91—13-038 
250-76-050 NEW-W 91-11-073 251-24-030 AMD-C 91-05-054 275-16-030 AMD-P 91-04-034 
250-76-060 NEW-W 91-11-073 251-24-030 AMD-C 91-05-059 215-16-030 AMD-E 91-04-037 
250-77-010 NEW-P 91-09-061 251-24-030 AMD 91-10-001 215-16-030 AMD 91-08-014 
250-77-010 NEW 91-12-005 260-20-080 REP-P 91-08-073 215-16-030 AMD-P 91-14-065 
250-77-015 NEW-P 91-09-061 260-32-190 AMD-P 91-08-073 215-16-030 AMD-E  91-14-069 
250-77-015 NEW 91-12-005 260-32-190 AMD 91-15-036 215-25 AMD-C 91-15-013 
250-77-020 NEW-P 91-09061 260-36-190 NEW 91-03-033 215-25-010 AMD-P 91-10035 
250-77-020 NEW 91-12-005 260-36-200 NEW 91—03-033 215-25-015 NEW-P  91-10-035 
250-77-025 NEW-P 91-09-06! 260-60-060 AMD-W 91-03064 215-25-030 AMD-P 91-10-035 
250-77-025 NEW 91-12-005 260-75-010 NEW-P 91-08-073 215-25-520 AMD-P 91-10-035 
250-77-030 NEW-P  91-09-061 260-75-010 NEW 91-15-036 215-25-530 AMD-P 9J-10-035 
250-77-030 NEW 91-12-005 263-12-005 AMD-P 91-09-062 215-26 AMD-C 91-15-013 
250-77-035 NEW-P 91-09061 263-12-005 AMD 91-13-038 215-26-005 AMD-P 91-10035 
250-77-035 NEW 91-12-005 263-12-007 AMD-P 91-09-062 215-26-010 AMD-P 91-10-035 
250-77-040 NEW-P 91-09061 263-12-007 AMD 91-13-038 275-26-012 REP-P 91-10035 
250-77-040 NEW 91-12-005 263-12-010 AMD-P 91-09-062 275-26-015 REP-P 91-10035 
250-77-045 NEW-P 91-09-061 263-12-010 AMD 91-13-038 215-26-019 NEW-P' 91-10-035 
250-77-045 NEW 91-12-005 263-12-015 AMD-P 91-09-062 215-26-020 AMD-P ` 91-10-035 
250-77-050 NEW-P 91-09061 263-12-015 AMD 91-13-038 275-26-021 NEW-P 91-10-035 
250-77-050 NEW 91-12-005 263-12-01501 МЕМ-Р 91-09-062 215-26-022 AMD-P  91-10-035 
250-78-010 NEW-E  91-15-073 263-12-01501 МЕМ/ 91-13-038 215-26-025 AMD-P . 91-10-035 
250-78-010 NEW-P 91-16-088 263-12-016 AMD-P 91-09-062 215-26-030 REP-P 91-10035 
250-78-020 NEW-E 91-15-073 263-12-016 AMD 91-13-038 215-26-032 REP-P 91-10-035 
250-78-020 NEW-P 91-16088 263-12-017 AMD-P 91-09-062 215-26-050 AMD-P 91-10-035 
250-78-030 NEW-E  91-15-073 263-12-017 AMD 91-13-038 215-26-055 AMD-P 91-10-035 
250-78-030 NEW-P 91-16-088 263-12-020 AMD-P 91-09-062 215-26-060 AMD-P 91-10-035 
250-78-040 NEW-E  91-15-073 263-12-020 AMD 91-13-038 215-26-065 AMD-P 91-10-035 
250-78-040 NEW-P 91-16-088 263-12-045 AMD-P 91-09-062 215-26-010 AMD-P 91-10-035 
250-78-050 NEW-E  91-15-073 263-12-045 AMD 91-13-038 215-26-071 NEW-P  91-10-035 
250-78-050 NEW-P 91-16-088 263-12-050 AMD-P 91-09-062 215-26-072 NEW-P 91-10-035 
250-78-060 NEW-E 91-15-073 263-12-050 AMD 91-13-038 215-26-073 NEW-P  91-10-035 
250-78-060 NEW-P 91-16-088 263-12-051 NEW-P 91-09062 275-26-075 AMD-P 91-10-035 
251-04-160 NEW-P 91-10-059 263-12-051 NEW 91-13-038 275-26-080 REP-P 91-10-035 
251-04-160 NEW 91-13-011 263-12-053 AMD-P 91-09-062 215-26-085 REP-P  91-10-035 
251-08—090 AMD-P 91-13-096 263-12-053 AMD 91-13-038 215-26-087 NEW-P  91-10-035 
251-08-090 AMD-E 91-15-032 263-12-056 AMD-P 91-09-062 275-26-090 REP-P — 91-10035 
251-08-090 AMD 91-16-054 263-12-056 AMD 91-13-038 215-26-095 AMD-P 91-10-035 
251-08-112 AMD-E 91-05-052 263-12-057 NEW-P 91-09-062 275-26-100 NEW-P 91-10-035 
251-08-112 AMD-P 91-06-077 263-12-057 NEW 91-13-038 275-26-107 NEW-P  91-10-035 
251-08-112 AMD 91-10-003 263-12-058 NEW-P 91-09-062 215-26-110 NEW-P  91-10-035 
251-08-112 AMD-P 91-10-061 263-12-058 NEW 91-13-038 215-26-115 NEW-P  91-10-035 
251-08-112 AMD 91-13-011 263-12-060 AMD-P 91-09-062 215-26-500 REP-P  91-10-035 
251-09-020 AMD-P 91-07-060 263-12-060 AMD 91-13-038 215-26-520 REP-P  91-10-035 
251-09-020 AMD-E 91-13-014 263-12-065 AMD-P 91-09-062 215-26-530 REP-P  91-10-035 
251-09-020 AMD-P 91-13-095 263-12-065 AMD 91-13-038 215-26-540 REP-P 91-10-035 
251-09-020 AMD 91-16-054 263-12-070 AMD-P 91-09-062 215-26-550 REP-P 91-10035 
251-12-085 AMD-C 9105055 263-12-070 AMD 91-13-038 215-26-560 REP-P  91-10-035 
251-12-085 AMD-C 91-05-060 263-12-075 AMD-P 91-09-062 215-26-570 REP-P 91-10035 
251-12-085 AMD 91-10-002 263-12-075 AMD 91-13-038 275-27 AMD-C 91-15013 
251-12-600 AMD-P 91-10-060 263-12-080 AMD-P 91-09-062 215-21-020 AMD-P 91-10035 
251-19-120 AMD-C 91-05-055 263-12-080 AMD 91-13-038 275-27-023 NEW-P 91-10-035 
251-19-120 AMD-C 91-05-060 263-12-090 AMD-P 91-09-062 215-27-060 AMD-P 91-10-035 
251-19-120 AMD 91-10-002 263-12-090 AMD 91-13-038 215-21-230 AMD-P 91-10035 
251-19-155 NEW-C 91-05-054 263-12-091 NEW-P 91-09-062 215-21-300 REP-P 91-10035 
251-19-155 NEW-C 91-05-059 263-12-091 NEW 91-13-038 275-27-310 REP-P  91-10-035 


WAC jl 


275-27-320 
275-27-500 
275-27-820 
275-36 
275-36-010 
275-36-020 
275-36-030 
275-36-040 
275-36-050 
275-36-061 
275-36-065 
275-36-071 
275-36-081 
275-36-091 
275-36-101 
275-36-110 
275-36-120 
275-36-130 
275-36-140 
275-36-150 
275-36-153 
275-36-160 
275-36-170 
275-36-180 
275-36-190 
275-36-200 
275-36-211 
275-36-260 
275-36-270 
275-36-275 
275-36-280 
275-36-285 
275-36-290 
275-36-295 
275-36-300 
275-36-305 
275-36-310 
275-38 
275-38-001 
275-38-003 
275-38-005 
275-38-007 
275-38-027 
275-38-040 
275-38-045 
275-38-050 
275-38-055 
275-38-060 
275-38-065 
275-38-075 
275-38-090 
275-41 
275-41-005 
275-41-010 
275-41-015 
275-41-020 
275-41-025 
275-54-160 
275-54-160 
275-54-190 
275-54-190 
275-54-200 
275-54-200 
275-54-290 
275-54-290 
275-55-115 
275-55-115 
275-55-241 
275-55-241 
275-55-261 
275-55-261 
275-55-281 
275-55-281 
275-55-291 
275-55-291 
275-59-071 
275-59-071 


REP-P 
AMD-P 
AMD-P 
REP-C 
REP-P 
REP-P 
REP-P 
REP-P 
REP-P 
REP-P 
REP-P 
REP-P 
REP-P 
REP-P 
REP-P 
REP-P 
REP-P 
REP-P 
REP-P 
REP-P 
REP-P 
REP-P 
REP-P 
REP-P 
REP-P 
REP-P 
REP-P 
REP-P 
REP-P 
REP-P 
REP-P 
REP-P 
REP-P 
REP-P 
REP-P 
REP-P 
REP-P 
AMD-C 
AMD-P 
NEW-P 
AMD-P 
REP-P 
NEW-P 
REP-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
NEW-P 
NEW-C 
NEW-P 
NEW-P 
NEW-P 
NEW-P 
NEW-P 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD-E 
AMD-P 
AMD-E 
AMD-P 
AMD-E 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD-E 


WSR # 
91-10-035 
91-10-035 
91-10-035 
91-15-013 
91-10-035 
91-10-035 
91-10-035 
91-10-035 
91-10-035 
91-10-035 
91-10-035 
91-10-035 
91-10-035 
91-10-035 
91-10-035 
91-10-035 
91-10-035 
91-10-035 
91-10-035 
91-10-035 
91-10-035 
91-10-035 
91-10-035 
91-10-035 
91-10-035 
91-10-035 
91-10-035 
91-10-035 
91-10-035 
91-10-035 
91-10-035 
91-10-035 
91-10-035 
91-10-035 
91-10-035 
91—10-035 
91-10-035 
91-15-013 
91-10-035 
91-10-035 
91-10-035 
91-10-035 
91-10-035 
91-10-035 
91-10-035 
91-10-035 
91-10-035 
91--10-035 
91-10-035 
91-10-035 
91-10-035 
91-15-013 
91-10-035 
91-10-035 
91-10-035 
91-10-035 
91-10-035 
91-13-103 
91-16-060 
91-13-103 
91-16-060 
91-13-103 
91-16-060 
91-16-013 
91-16-025 
91-16-057 
91-16-067 
91-16-013 
91-16-025 
91-13-102 
91-16-061 
91-13-102 
91-16-061 
91-13-102 
91-16-06! 
91-16-057 
91-16-067 


Table of WAC Sections Affected 


WACH WSR 4 WAC # WSR # 
284-02-020 AMD-P 91-14-064 296-17-605 AMD-P 91-07-061 
284-02-030 AMD-P 91-14-064 296-17-605 AMD 91-12-014 
284-02-070 AMD-P 91-14-064 296-17-606 AMD-P 91-07-061 
284-14-010 REP-P : 91-04-057 296-17-606 AMD 91-12-014 
284-17-515 AMD-P 91-09-048 296-17-634 AMD-P 91-07-061 
284-17-515 AMD 91-12-032 296-17-634 AMD 91-12-014 
284-17-55] AMD-P 91-09-049 296-17-643 AMD-P 91-07-061 
284-17-551 AMD 91-12-033 296-17-643 AMD 91-12-014 
284-17-552 AMD-P 91-09-049 296-17-64905 | NEW-P 91-07-061 
284-17-552 AMD 91-12-033 296-17-64905 МЕМ 91-12-014 
284-17-553 AMD-P 91-09-049 296-17-669 AMD-P 91-07-061 
284-17-553 AMD 91-12-033 296-17-669 AMD 91-12-014 
284-17-554 AMD-P 91-09-049 296-17-709 AMD-P 91-07-061 
284-17-554 AMD 91-12-033 296-17-709 AMD 91-12-014 
284-17-555 AMD-P 91-09-049 296-17-71301 NEW-P 91-07-061 
284-17-555 AMD 91-12-033 296-17-71301 NEW 91-12-014 
284-30-600 AMD 91-03-073 296-17-722 AMD-P 91-07-061 
284-30-610 NEW 91-03-073 296-17-722 AMD 91-12-014 
284-44-400 REP-P 91-04-057 296-17-753 AMD-P 91-07-061 
284-44-400 КЕР 91-07-053 296-17-753 AMD 91-12-014 
284-46-010 REP-P 91-04-057 296-17-885 AMD-P 91-07-061 
284-46-010 REP 91-07-053 296-17-885 AMD 91-12-014 
284-51-050 AMD-P 91-15-110 296-17-895 AMD-P 91-07-061 
284-91 AMD-C 91-16-012 296-17-895 AMD 91-12-014 
284-91-025 AMD-P 91-13-076 296-20-1103 AMD-P 91-03-114 
284-91-025 AMD 91-16-052 296-20-1103 AMD 91-12-010 
284-91-050 NEW-P 91-13-076 296-20-200 AMD 91-07-008 
284-91-050 NEW 91-16-052 296-21-011 AMD-P 91-12-060 
286-27-010 NEW-P 91-13-025 296-21-011 AMD-W 91-14-098 
286-27-020 NEW-P 91-13-025 296-21-013 AMD-W 91-02-114 
286-27-030 NEW-P 91-13-025 296-21-013 AMD 91-07-008 
286-27-040 NEW-P 91-13-025 296-21-015 AMD 91-07-008 
286-27-050 NEW-P  91-13-025 296-21-027 AMD 91-07-008 
286-27-060 NEW-P 91-13-025 296-21-040 AMD-P 91-12-060 
286-27-070 NEW-P 91-13-025 296-21-047 AMD 91-07-008 
286-27-080 NEW-P 91-13-025 296-21-050 AMD 91-07-008 
292-10-010 NEW 91-04-060 296-21-0501 AMD 91-07-008 
292-10-020 NEW 91-04-060 296-21-066 AMD 91-07-008 
292-10-030 NEW 91-04-060 296-21-075 AMD 91-07-008 
292-10-040 NEW 91—04-060 296-21-086 AMD 91-07-008 
292-10-050 NEW 91-04-060 296-21-095 AMD-P 91-12-060 
292-10-060 NEW 91—04-060 296-22-010 AMD-P 91-12-060 
292-10-070 NEW 91-04-060 296-22-010 AMD-W 91-14-098 
296-17-310 AMD-P 91-07-061 296-22-020 AMD 91-07-008 
296-17-310 AMD 91-12-014 296-22-021 AMD 91-07-008 
296-17-320 AMD-P 91-07-061 296-22-022 AMD 91-07-008 
296-17-320 AMD 91-12-014 296-22-023 AMD 91-07-008 
296-17-351 REP-P 91-15-108 296-22-024 AMD 91-07-008 
296-17-351 REP-E  91-15-109 296-22-025 AMD 91-07-008 
296-17-35101 REP-P 91-15-108 296-22-026 AMD 91-07-008 
296-17-35101 REP-E 91-15-109 296-22-027 AMD 91-07-008 
296-17-420 AMD-P 91-07-061 296-22-030 AMD 91-07-008 
296-17-420 AMD 91-12-014 296-22-031 AMD 91-07-008 
296-17-440 AMD-P 91-07-061 296-22-036 AMD 91-07-008 
296-17-440 AMD 91-12-014 296-22-037 AMD 91-07-008 
296-17-512 AMD-P 91-07-061 296-22-03% AMD 91-07-008 
296-17-512 AMD 91-12-014 296-22-039 AMD 91-07-008 
296-17-544 AMD-P 91-07-061 296-22-040 AMD 91-07-008 
296-17-544 AMD 91-12-014 296-22-042 AMD 91-07-008 
296-17-567 AMD-P 91-07-061 296-22-051 AMD 91-07-008 
296-17-567 AMD 91-12-014 296-22-052 AMD 91-07-008 
29617-57001 AMD-P 91-07-061 296-22-053 AMD-W 91-02-114 
296-17-57001 АМР 91-12-014 296-22-053 AMD 91-07-008 
296-17-579 AMD-P 91-07-061 296-22-061 AMD 91-07-008 
296-17-579 AMD 91-12-014 296-22-063 AMD 91-07-008 
296-17-592 REP-P 91-07-061 296-22-067 AMD 91-07-008 
296-17-592 КЕР 91-12-014 296-22-071 AMD 91-07-008 
296-17-59200 ^ AMD-P 91-07-06! 296-22-073 AMD 91-07-008 
296-17-59202 AMD 91-12-014 296-22-079 AMD 91-07-008 
296-17-59203 — NEW-P 91-07-061 296-22-082 AMD-W  91-02-114 
296-17-59203 МЕМ 91-12-014 296-22-082 AMD 91-07-008 
296-17-59204 NEW-P 91-07-061 296-22-087 AMD 91-07-008 
296-17-59204 NEW 91-12-014 296-22-091 AMD 91-07-008 
296-17-603 REP-P 91-07-061 296-22-095 AMD 91-07-008 
296-17-603 КЕР 91-12-014 296-22-097 AMD 91-07-008 
296-17-604 AMD-P 91-07-061 296-22-100 AMD 91-07-008 
296-17-604 AMD 91-12-014 296-22-105 AMD 91-07-008 


WAC g 


296-22-110 
296-22-115 
296-22-116 
296-22-120 
296-22-125 
296-22-130 
296-22-132 
296-22-135 
296-22-140 
296-22-141 
296-22-146 
296-22-147 
296-22-150 
296-22-155 
296-22-160 
296-22-165 
296-22-170 
296-22-180 
296-22-190 
296-22-195 
296-22-200 
296-22-205 
296-22-205 
296-22-210 
296-22-215 
296-22-220 
296-22-225 
296-22-230 
296-22-235 
296-22-245 
296-22-250 
296-22-255 
296-22-260 
296-22-265 
296-22-270 
296-22-275 
296-22-280 
296-22-285 
296-22-290 
296-22-295 
296-22-300 
296-22-305 
296-22-307 
296-22-310 
296-22-315 
296-22-325 
296-22-330 
296-22-333 
296-22-337 
296-22-340 
296-22-350 
296-22-355 
296-22-365 
296-22-370 
296-22-375 
296-22-405 
296-22-410 
296-22-413 
296-22-415 
296-22-420 
296-22-425 
296-22-427 
296-22-430 
296-22-435 
296-22-440 
296-22-445 
296-22-450 
296-22-455 
296-22-465 
296-22-470 
296-22-475 
296-23-01006 
296-23-01006 
296-23-015 
296-23-020 
296-23-025 
296-23-030 


AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD-W 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD-P 
AMD-W 
AMD 
AMD 
AMD 
AMD 
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WSR jj WAC g WSR 4 WAC # WSR # 
91-07-008 296-23-035 AMD 91-07-008 296-24-11017 = AMD 91-11-070 
91-07-008 296-23-040 AMD 91-07-008 296-24-119 AMD-P 91-04077 
91-07-008 296-23-045 AMD 91-07-008 296-24-119 AMD 91-11-070 
91-07-008 296-23-050 AMD 91-07-008 296-24-12002 ^ AMD-P 91-04-077 
91-07-008 296-23-055 AMD 91-07-008 296-24-12002 AMD 91-11-070 
91-07-008 296-23-065 AMD 91-07-008 296-24-150 AMD 91-03-044 
91-07-008 296-23-079 AMD 91-07-008 296-24-15001 AMD 91-03-044 
91-07-008 296-23-07902 AMD 91-07-008 296-24-15003 AMD 91-03-044 
91-07-008 296-23-07903 AMD 91-07-008 296-24-16531 AMD 91-03-044 
91-07-008 296-23-07905 AMD 91-07-008 296-24-19505 AMD 91-03-044 
91-07-008 296-23-07906 AMD 91-07-008 296-24-19509 AMD 91-03-044 
91-07-008 296-23-07907 AMD-W 91-02-114 296-24-200 AMD 91-03-044 
91-07-008 296-23-07907 АМР” 91-07-008 296-24-23023 AMD 91-03-044 
91-07-008 296-23-07908 AMD 91-07-008 296-24-23027 АМР 91-03-044 
91-07-008 296-23-080 AMD 91-07-008 296-24-233 AMD-C 91-03-043 
91-07-008 296-23-125 AMD 91-07-008 296-24-233 AMD-W 91-09-004 
91-07-008 296-23-130 AMD 91-07—008 296-24-23300  NEW-C 91-03043 
91-07-008 296-23-20102 ^ AMD-P 91-12-060 296-24-23303 — NEW-W 91-09-004 
91-07-008 296-23-204 AMD 91-07-008 296-24-23533 МЕМ 91-03-044 
91-07-008 296-23-208 AMD 91-07-008 296-24-450 AMD 91-03-044 
91-07-008 296-23-212 AMD 91-07-008 296-24-68203 АМР 91-03-044 
91-02-114 296-23-216 AMD 91-07-008 296-24-75009 АМР 91-03-044 
91-07-008 296-23-221 AMD 91-07-008 296-24-75011 AMD 91-03-044 
91-07-008 296-23-224 AMD 91-07-008 296-24-76555 AMD 91-03-044 
91-07-008 296-23-228 AMD 91-07-008 296-24-87035 МЕМ 91-03-044 
91-07-008 296-23-231 AMD 91-07-008 296-24-95611 AMD 91-03-044 
91-07-008 296-23-232 AMD 91-07-008 296-30-190 NEW-W 91-04-027 
91-07-008 296-23-50002 AMD 91-07—008 296-52-417 AMD 91-03-044 
91-07-008 296-23-725 AMD-P 91-12-060 296-52-465 AMD 91-03-044 
91-07-008 296-23-980 AMD-P 91-12-060 296-52-489 AMD 91-03-044 
91-07-008 296-23A-205 AMD-P 91-12-060 296-52-493 AMD 91-03-044 
91-07-008 296-23А-205 AMD-W  91-14-098 296-52-497 AMD 91-03-044 
91-07-008 296-23А-240 AMD 91-07-008 296-56-60073 ^ AMD-P 91-04-077 
91-07-008 296-23А-242 AMD 91-07-008 296-56-600 AMD 91-11-070 
91-07-008 296-23А-244 AMD 91-07-008 29656-60229 AMD-P 91-04-077 
91-07-008 296-23А-246 AMD 91-07-008 296-56-60229 АМР 91-11-070 
91-07-008 296-23A—248 AMD 91-07-008 296-62-07314 АМР 91-03-044 
91-07-008 296-23А-250 AMD 91-07-008 296-62-07329 АМО 91-03-044 
91-07-008 296-23А-252 AMD 91-07-008 296-62-07515 АМО-Р 91-04-077 
91-07-008 296-23А-254 AMD 91-07-008 296-62-07515 АМР 91-11-070 
91—07—008 296-23А-256 AMD 91-07-008 296-62-07540 ^ AMD-P 91-04-077 
91-07-008 296-23А-258 AMD 91-07-008 296-62-07540 AMD 91-11-070 
91-07-008 296-23A-260 AMD 91-07-008 296-62-07544 ^ AMD-P 91-04-077 
91-07-008 296-23А-262 AMD 91-07-008 296-62-07544 AMD 91-11-070 
91-07-008 296-23A-264 AMD 91-07-008 296-62-07715 АМР 91-03-044 
91-07-008 296-23А-266 AMD 91-07-008 296-62-07719 АМО 91-03-044 
91-07-008 296-23А-268 AMD 91-07-008 296-62-07721 АМР 91-03-044 
91-07-008 296-23A-325 AMD 91-07-008 296-62-07725 AMD 91-03-044 
91-07-008 296-23A-330 AMD 91-07-008 296-62-07731 AMD 91-03-044 
91-07-008 296-23A-335 AMD 91-07-008 296-62-07733 АМО 91-03-044 
91-07-008 296-23А-340 AMD-W 91-02-114 29662-07755 МЕМ 91-03-044 
91-07-008 296-23А-340 AMD 91-07-008 296-62-09007 ^ AMD-P 91-04-077 
91-07-008 296-23А-345 AMD 91-07-008 296-62-09007 ^ AMD 91-11-070 
91-07-008 296-23А-350 AMD 91-07-008 29-62-1011: AMD-P 91-04-077 
91-07-008 296-23А-355 AMD 91-07-008 296-62-11011 _ AMD 91-11-070 
91-07-008 296-23А-360 AMD 91-07-008 296-62-14503 АМП-Р 91-04-077 
91-07-008 296-23A-425 AMD-P 91-12-060 296-62—14503 АМР 91-11-070 
91-07-008 296-24-020 AMD 91-03-044 296-62-3050 AMD-P 91-04-077 
91-07-008 296-24-065 AMD 91-03-044 296-62-3050 AMD 91-11-070 
91-07-008 296-24-084 AMD 91-03-044 29662-3090 AMD-P 91-04-077 
91-07-008 296-24-11001 АМО-Р 91-04-077 296-62-3090 AMD 91-11-070 
91-07-008 296-24-11001 АМР 91-11-070 296-81-008 AMD-P 91-10-091 
91-07-008 296-24-11003 AMD-P 91-04-077 296-81-010 КЕР-Р 91-10-091 
91-07-008 296-24-11003 АМО 91-11-070 296-81-020 REP-P  91-10-091 
91-07-008 296-24-11005 АМО-Р 91-04-077 296-81-030 REP-P 91-10-09 
91-07-008 296-24-11005 AMD 91-11-070 296-81-040 REP-P 91-10-09! 
91-07-008 296-24-11007 AMD-P 91-04-077 296-81-050 REP-P 91-10-09 
91-07-008 296-24-11007 АМР 91-11-070 296-81-060 REP-P 91-10-091 
91-07-008 296-24-11009 ^  AMD-P 91-04-077 296-81-070 REP-P 91-10-091 
91-07-008 296-24-11009 АМО 91-11-070 296-81-080 REP-P 91-10-09 
91-07-008 296-24-11011 AMD-P 91-04-077 296-81-090 REP-P 91-10-09! 
91-12-060 296-24-11011 AMD 91-11-070 296-81-100 REP-P 91-10-09 
91-14-098 296-24-11013 AMD-P 91-04-077 296-81-10 REP-P 91-10-091 
91-07-008 296-24-11013 AMD 91-11-070 296-81-120 REP-P 91-10-09 
91-07-008 296-24-11015 AMD-P 91-04-077 296-81-130 REP-P 91-10091 
91-07-008 29624-11015. АМО 91-11-070 296-81-140 REP-P 91-10-09 
91-07-008 296-24-11017 _ AMD-P 91-04-077 296-81-150 REP-P 91-10-091 


WAC g WSR # 
296-81-160 REP-P 91-10-091 
296-81-170 REP-P  91-10-091 
296-81-180 REP-P 91-10-091 
296-81-190 REP-P 91-10-091 
296-81-220 REP-P 91-10-091 
296-81-240 AMD-P 91-10-091 
296-81-260 REP-P 91-10-091 
296-81-270 REP-P  91-10-091 
296-81-275 AMD-P 91-10-091 
296-81-280 NEW-P 91-10-091 
296-81-290 NEW-P 91-10-091 
296-81-370 AMD-P 91-10-09! 
296-95-101 NEW-P 91-10-091 
296-95-110 NEW-P 91-10-091 
296-95-111 NEW-P 91-10-091 
296-95-113 NEW-P 91-10-091 
296-95-115 NEW-P 91-10-09] 
296-95-116 NEW-P 91-10-091 
296-95-120 NEW-P 91-10-091 
296-95-121 NEW-P 91-10-091 
296-95-122 NEW-P 91-10-091 
296-95-123 NEW-P 91-10-091 
296-95-124 NEW-P 91-10-091 
296-95-125 NEW-P 91-10-091 
296-95-126 NEW-P 91-10-091 
296-95-130 NEW-P 91-10-091 
296-95-131 NEW-P 91-10-091 
296-95-132 NEW-P 91-10-091 
296-95-133 NEW-P 91-10-091 
296-95-140 NEW-P 91-10-091 
296-95-150 NEW-P 91-10-09! 
296-95-151 NEW-P  91-10-091 
296-95-152 NEW-P 91-10-0901 
296-95-153 NEW-P 91-10-091 
296-95-154 NEW-P 91-10-09! 
296-95-155 NEW-P 91-10-091 
296-95-156 NEW-P 91-10-09! 
296-95-157 NEW-P 91-10-091 
296-95-158 NEW-P 91-10-09! 
296-95-160 NEW-P 91-10-091 
296-95-161 NEW-P 91-10-091 
296-95-162 NEW-P 91-10-091 
296-95-163 NEW-P 91-10-091 
296-95-165 NEW-P 91-10-091 
296-95-166 NEW-P 91-10-091 
296-95-200 NEW-P 91-10-091 
296-95-203 NEW-P 91-10-091 
296-95-205 NEW-P 91-10-091 
296-95-206 NEW-P 91-10-091 
296-95-207 NEW-P 91-10-091 
296-95-208 NEW-P 91-10-091 
296-95-209 NEW-P 91-10-091 
296-95-215 NEW-P 91-10-091 
296-95-216 NEW-P 91-10-091 
296-95-220 NEW-P 91-10-091 
296-95-221 NEW-P 91-10-091 
296-95-222 NEW-P 91-10-091 
296-95-225 NEW-P 91-10-091 
296-95-226 NEW-P 91-10-091 
296-95-227 NEW-P 91-10-091 
296-95-228 NEW-P 91-10-091 
296-95-229 NEW-P 91-10-091 
296-95-235 NEW-P 91-10-091 
296-95-236 NEW-P 91-10-091 
296-95-240 NEW-P 91-10-091 
296-95-241 NEW-P 91-10-091 
296-95-243 NEW-P 91-10-091 
296-95-244 NEW-P 91-10-091 
296-95-245 NEW-P 91-10-091 
296-95-250 NEW-P 91-10-091 
296-95-255 NEW-P 91-10-091 
296-95-256 NEW-P 91-10-091 
296-95-260 NEW-P 91-10-091 
296-95-261 NEW-P  91-10-091 
296-95-262 NEW-P 91-10-091 
296-95-264 NEW-P 91-10-091 
296-95-266 NEW-P 91-10-091 
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WAC g WSR j WAC # WSR 4 
296-95-268 NEW-P 91-10-091 296-95-810 NEW-P 91-10-091 
296-95-269 NEW-P 91-10-091 296-99-050 AMD-P 91-04-077 
296-95-270 NEW-P  91-10-091 296-99—050 AMD 91-11-070 
296-95-272 NEW-P 91-10-0091 296-104-015 AMD-P 91-09-047 
296-95-274 NEW-P 91-10-091 296-104-015 AMD 91-11-107 
296-95-276 NEW-P 91-10-091 296-104-120 AMD-P 91-09-047 
296-95-277 NEW-P 91-10-091 296-104-120 AMD 91-11-107 
296-95-278 NEW-P 91-10-091 296-104-200 AMD-P 91-09-047 
296-95-279 NEW-P 91-10-091 296-104-200 AMD 91-11-107 
296-95-280 NEW-P 91-10-091 296-104-801 NEW-P 91-09-046 
296-95-282 NEW-P 91-10-091 296-104-801 NEW 91-11-106 
296-95-283 NEW-P 91-10-091 296-104-805 NEW-P 91-09046 
296-95-284 NEW-P 91-10-091 296-104-805 NEW 91-11-106 
296-95-285 NEW-P 91-10-091 296-115-005 AMD 91-03-044 
296-95-287 NEW-P 91-10-091 296-115-010 AMD 91-03-044 
296-95-288 NEW-P  91-10-091 296-115-015 AMD 91-03-044 
296-95-289 NEW-P 91-10-091 296-115-025 AMD 9103-044 
296-95-290 NEW-P 91-10-091 296-115-035 AMD 91-03-044 
296-95-291 NEW-P 91-10-091 296-115-060 AMD 91-03-044 
296-95-300 NEW-P 91-10-09] 296-115-070 AMD 91-03-044 
296-95-302 NEW-P  91-10-091 296-115-100 AMD 91-03-044 
296-95-304 NEW-P 91-10-091 296-116-185 AMD-P 91-03-075 
296-95-307 NEW-P 91-10-091 296-116-185 AMD-E 91-08-004 
296-95-309 NEW-P 91-10-091 296-116-185 AMD 91-08-008 
296-95-311 NEW-P 91-10-091 296-116-300 AMD-P 91-08-003 
296-95-313 NEW-P 91-10-091 296-116-300 AMD 91-11-074 
296-95-316 NEW-P 91-10-09! 296-116-315 NEW 91-06—033 
296-95-318 NEW-P 91-10-091 296-127 AMD-C 91-03-113 
296-95-321 NEW-P 91-10-091 296-127-010 AMD-W 91-10-092 
296-95-322 NEW-P 91-10-091 296-127-010 AMD-P 91-14-104 
296-95-323 NEW-P 91-10-091 296-127-011 AMD-W  91-10-092 
296-95-324 NEW-P 91-10-091 296-127-011 AMD-P 91-14-104 
296-95-325 NEW-P 91-10-091 296-127-013 AMD-W 91-10-092 
296-95-326 NEW-P 91-10-091 296-127-013 AMD-P 91-14104 
296-95-328 NEW-P 91-10-091 296-127-014 AMD-W 91-10092 
296-95-330 NEW-P 91-10091 296-127-014 AMD-P 91-14-104 
296-95-332 NEW-P 91-10-091 296-127-015 AMD-W 91-10-092 
296-95-334 NEW-P 91-10-091 296-127-015 AMD-P 91-14-104 
296-95-336 NEW-P 91-10-091 296-127-016 REP-W 91-10-092 
296-95-338 NEW-P 91-10-091 296-127-016 REP-P 91-14-104 
296-95-340 NEW-P 91-10-091 296-127-017 AMD-W 91-10-092 
296-95-342 NEW-P 91-10-091 296-127-017 AMD-P 91-14-104 
296-95-344 NEW-P 91-10-091 296-127-018 NEW-W 91-10-092 
296-95-400 NEW-P 91-10-0291 296-127-018 NEW-P 91-14-104 
296-95-405 МЕМ-Р 91-10-091 296-127-019 AMD-W 91-10-092 
296-95—408 NEW-P 91-10-091 296-127-019 AMD-P 91-14-104 
296-95-410 МЕМ-Р 91-10-091 296-127-020 AMD-W 91-10-092 
296-95-412 NEW-P 91-10-091 296-127-020 AMD-P 91-14-104 
296-95-414 NEW-P 91-10-091 296-127-022 AMD-P 91-14-104 
296-95-416 МЕМ-Р 91-10-091 296-127-025 AMD-W 91-10-092 
296-95-418 NEW-P 91-10-0291 296-127-025 AMD-P 91-14-104 
296-95-420 NEW-P 91-10-091 296-127-050 NEW-P 91-14-104 
296-95-422 NEW-P 91-10-091 296-127-320 AMD-P 91-14-104 
296-95-424 МЕМ-Р 91-10-091 296-127-990 NEW-W 91-10-092 
296-95-427 NEW-P 91-10-091 296-127-990 NEW-P 91-14-104 
296-95-429 NEW-P 91-10-091 296-155-205 AMD-P 91-04-077 
296-95-431 NEW-P 91-10-091 296-155-205 AMD 91-11-070 
296-95-432 NEW-P 91-10-091! 296-155-225 REP 91-03-044 
296-95-434 NEW-P 91-10-091 296-155-230 КЕР 91-03-044 
296-95-436 NEW-P 91-10091 296-155-24501 МЕМ 91-03-044 
296-95-438 NEW-P 91-10-091 296-155-24503 NEW 91-03-044 
296-95-440 NEW-P 91-10-091 296-155-24505 NEW 91-03-044 
296-95-442 NEW-P 91-10-091 296-155-24510 МЕМ 91-03-044 
296-95-444 NEW-P 91-10-091 296-155-24515 NEW 91-03-044 
296-95-446 NEW-P 91-10-091 296-155-24520 NEW 91-03-044 
296-95-448 NEW-P 91-10-091 296-155-24521 NEW 91-03-044 
296-95-450 NEW-P 91-10-091 296-155-24525 МЕМ 91-03-044 
296-95-500 NEW-P 91-10-091 296-155-363 AMD-P 91-04-077 
296-95--510 NEW-P 91-10-09! 296-155-363 AMD 91-11-070 
296-95-540 NEW-P 91-10-091 296-155-36313 AMD-P 91-04-077 
296-95-600 NEW-P 91-10-091 296-155-36313 AMD 91-11-070 
296-95-610 NEW-P 91-10-091 296-155-375 AMD-P 91-04077 
296-95-620 NEW-P 91-10-091 296-155-375 AMD 91-11-070 
296-95-630 NEW-P 91-10-091 296-155-480 AMD 91-03-044 
296-95-700 NEW-P 91-10-091 296-155-485 AMD 91-03-044 
296-95-710 NEW-P 91-10-091 296-155-48529 AMD 91-03-044 
296-95-800 NEW-P 91-10-091 296-155-4853] AMD 91-03-044 
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Table of WAC Sections Affected 


WAC # WSR 4 WAC # WSR j WAC # WSR # 
296-155-48533 АМР 91-03-044 308-20-080 AMD 91-11-042 308-48-800 AMD-P 91-08-032 
296-155-500 AMD 91-03-044 308-20-090 AMD-P 91-05-080 308-48-800 AMD 91-11-023 
296-155-505 AMD 91-03-044 308-20-090 AMD 91-11-042 308—50—010 DECOD-P 91-07-058 
296-155-50501 КЕР 91-03-044 308-20-095 NEW-P 91-05-080 308-50-010 DECOD 91-11-031 
296-155-50503 AMD 91-03-044 308-20-095 NEW 91-11-042 308-50-020 DECOD-P 91-07-058 
296-155-525 AMD 91-03-044 308-20-105 AMD-P 91-05-080 308-50-020 DECOD 91-11-031 
296-155-530 AMD 91-03-044 308-20-105 AMD 91-11-042 308-50-035 DECOD-P 91-07-058 
296-155—620 AMD 91-03-044 308-20-110 AMD-P 91-05-080 308-50-035 DECOD  91-11-031 
296-155-625 AMD 91-03-044 308-20-110 AMD 91-11-042 308-50-040 DECOD-P 91-07-058 
296-155-650 AMD 91-03-044 308-20-140 AMD-P 91-05-080 308-50-040 DECOD 91-11-031 
296-155-655 AMD 91-03-044 308-20-140 AMD 91-11-042 308-50-090 DECOD-P 91-07-058 
296-155-65505 КЕР 91-03-044 308-20-175 NEW-P 91-05080 308—50-090 DECOD 91-11-031 
296-155-657 NEW 91-03-044 308-20-175 NEW 91-11-042 308-50-100 DECOD-P 91-07-058 
296-155-660 REP 91-03-044 308-31-001 DECOD 91-03-095 308-50-100 DECOD 91-11-031 
296-155-66005 КЕР 91-03-044 308-31-010 DECOD  91-03-095 308-50-110 DECOD-P 91-07-058 
296-155-66103 МЕМ 91-03-044 308-31-010 AMD-P 91-05-089 308-50-110 DECOD 91-11031 
296-155-66105 NEW 91-03-044 308-31-020 DECOD 91-03-095 308-50-120 DECOD-P 91-07-058 
296-155-66109 NEW 9103-044 308-31-020 AMD-P 91-05-089 308-50-120 DECOD 91-11-031 
296-155-664 NEW 91-03-044 308-31-025 DECOD 91-03-095 308-50-130 DECOD-P 91-07-058 
296-155-665 КЕР 91-03-044 308-31-025 AMD-P 91-05-089 308-50-130 DECOD 91-11-031 
296-155-66501 ВЕР 91-03-044 308-31-030 DECOD 91-03-095 308-50-140 DECOD-P 91-07-058 
296-155-66502 КЕР 91-03-044 308-31-030 AMD-P 91-05-089 308-50-140 DECOD 91-11-031 
296-155-66503 КЕР 91-03-044 308-31-040 РЕСОР 91-03-095 308-50-150 DECOD-P 91-07-058 
296-155-66504 КЕР 91-03-044 308-31-040 AMD-P 91-05-089 308-50-150 РЕСОР 91-11-031 
296-155-66505 ВЕР 91-03-044 308-31-050 DECOD 91-03-095 308-50-160 DECOD-P 91-07-058 
296-155-675 AMD-P 91-04-077 308-31-050 AMD-P 91-05-089 308-50-160 DECOD 91-11-031 
296-155-675 AMD 91-11-070 308-31-055 DECOD 91-05-029 308-50-170 DECOD-P 91-07-058 
296-155-682 AMD 91-03-044 308-31-057 DECOD 91-03-095 308—50-170 DECOD 91-11-031 
296-155-688 AMD 91-03-044 308-31-057 AMD-P 91-05-089 308-50-180 DECOD-P 91-07-058 
296-155-689 AMD 91-03-044 308-31-060 DECOD  91-03-095 308-50-180 DECOD 91-11-031 
296-155-694 AMD-P 91-04-077 308-31-060 AMD-P 91-05-089 308-50-190 DECOD-P 91-07-058 
296-155-694 AMD 91-11-070 308-31-100 РЕСОР  91-03-095 308-50-190 DECOD 91-11-031 
296-155—700 AMD 91-03-044 308-31-100 AMD-P 91-05-089 308-50-200 DECOD-P 91-07-058 
296-155-705 AMD 91-03-044 308-31-110 DECOD 91-03-095 308-50-200 DECOD 91-11-031 
296-155-720 AMD 91-03-044 308—31-110 AMD-P 91-05-089 308-50-210 DECOD-P 91-07-058 
296-155-730 AMD-P 91-04-077 308-31-120 DECOD 91-03-095 308-50-210 DECOD 91-11-031 
296-155-730 AMD 91-11-070 308-31-120 AMD-P 91-05-089 308-50-220 DECOD-P 91-07-058 
296-155-950 AMD 91-03-044 308-31-210 DECOD 91-03-095 308—50-220 DECOD 91-11-031 
296-305-06009 — AMD-P 91-04-077 308-31-210 AMD-P 91-05-089 308-50-240 DECOD-P 91-07-058 
296-305-06009 AMD 91-11-070 308-31-220 DECOD 91-03-095 308-50-240 DECOD 91-11-031 
296-305-110 AMD 91-03-044 308-31-220 AMD-P 91-05-089 308-50-250 DECOD-P 91-07-058 
296-306-260 AMD-P 91-04-077 308-31-230 РЕСОР 91-03-095 308-50-250 DECOD 91-11-031 
296-306-260 AMD 91-11-070 308-31-230 AMD-P 91-05-089 308-50-260 DECOD-P 91-07-058 
296-306-265 AMD-P 91-04-077 308-31-240 РЕСОР 91-03-095 308-50-260 DECOD 91-11-031 
296-306-265 AMD 91-11-070 308-31-240 AMD-P 91-05-089 308-50-270 DECOD-P 91-07-058 
296-306-27095  AMD-P 91-04-077 308-31-250 DECOD 91-03-095 308-50-270 РЕСОР 91-11-031 
296-306-27095 AMD 91-11-070 308-31-250 AMD-P 91-05089 308-50-280 DECOD-P 91-07-058 
296-306-310 AMD-P 91-04-077 308—31-260 РЕСОР  91-03-095 308-50-280 DECOD 91-11-031 
296-306-310 AMD 91-11-070 308—31-260 AMD-P 91-05089 308-50-290 DECOD-P 91-07-058 
296-306-320 AMD-P 91-04-077 308-31-270 РЕСОР 91-03-095 308-50-290 DECOD 91-11-031 
296-306-320 AMD 91-11-070 308-31-270 AMD-P 91-05-089 308-50-295 AMD-P 91-07-057 
308-10-067 NEW-P 91-07-028 308—31-280 DECOD 91-03-095 308-50-295 DECOD-P 91-07-058 
308—10-067 МЕМ 91-13-057 308-31-280 AMD-P 91-05-089 308-50-295 AMD-W 91-07-059 
308-12-115 AMD-P 91-06-012 308-31-500 РЕСОР 91-03-095 308-50-295 DECOD 91-11-031 
308-12-115 AMD-P 91-09-041 308-31-500 AMD-P 91-05-089 308-50-295 AMD 91-11-032 
308-12-115 AMD 91-12-061 308-31-510 DECOD 91-03-095 308-50-310 AMD-P 91-07-057 
308-12-326 AMD-P 91-09-020 308-31-510 AMD-P 91-05-089 308-50-310 DECOD-P 91-07-058 
308-12-326 AMD 91-13-055 308—31-520 DECOD  91-03-095 308-50-310 AMD-W 91-07-059 
308-14-085 AMD-P 91-15-065 308-31-520 AMD-P 91-05-089 308-50-310 DECOD 91-11-031 
308—14-090 AMD-P 91-15-065 308—31-530 DECOD 91-03-095 308--50-310 AMD 91-11-032 
308—14—120 NEW-P 91-15-065 308-31-530 AMD-P 91-05-089 308-50-320 DECOD-P 91-07-058 
308-14-130 AMD-P 91-15-065 308-31-540 DECOD 91-03-095 308--50-320 DECOD 91-11-031 
308-14-135 NEW-W 91-03-065 308—31-540 AMD-P 91-05-089 308—50—330 DECOD-P 91-07-058 
308-14-135 NEW-P 91-15-065 308-31-550 DECOD 91-03-095 308-50-30 DECOD 91-11-031 
308-20-010 AMD-P 91-05-080 308-31-550 AMD-P 91-05-089 308-50-350 DECOD-P 91-07-058 
308-20-010 AMD 91-11-042 308—31-560 РЕСОР 91-03-095 308-50-350 DECOD 91-11-031 
308-20-020 AMD-P 91-05-080 308-31-560 AMD-P 91-05-089 308-50-380 DECOD-P 91-07-058 
308-20-020 AMD 91-11-042 308-31-570 DECOD 91-03-095 308-50-380 DECOD 91-11-031 
308-20-030 AMD-P 91-05-080 308-31-570 AMD-P 91-05-089 308—50-390 DECOD-P 91-07-058 
308-20-030 AMD 91-11-042 308-42-075 AMD 91-05-004 308-50-90 DECOD  91-11-031 
308-20-040 AMD-P 91-05-080 308-48-520 REP-W 91-09-043 308-50-400 DECOD-P 91-07-058 
308-20-040 AMD 91-11-042 308-48-580 REP-W 91-09-043 308-50-400 DECOD 91-11-031 
308-20—050 AMD-P 91-05-080 308-48-590 AMD-W 91-09-043 308-50-410 DECOD-P 91-07-058 
308-20-050 AMD 91-11-042 308—48—600 REP-W 91-09-043 308-50-410 DECOD 91-11-9031 
308-20-070 AMD-P 91-05-080 308-48-600 AMD-P 91-15048 308-50-420 DECOD-P 91-07-058 
308-20-070 AMD 91-11-042 308—48—601 NEW-W 9109043 308—50-420 DECOD 91-11-031 
308-20-080 AMD-P 91-05-080 308-48-610 NEW-W 91-09-043 308-50-430 DECOD-P 91-07-058 


Table of WAC Sections Affected 


WAC 4 WSR # WAC g WSR # WAC # WSR # 
308—50—430 DECOD 91-11-031 308—53-030 DECOD 91-06-025 308-57-005 NEW 91-04-026 
308-50-440 AMD-P 91-08-078 308-53-070 DECOD 91-06-025 308-57-010 NEW 91-04-026 
308-50-440 DECOD 91-11-030 308-53-075 DECOD 91-06-025 308-57-020 NEW 91-04-026 
308-50-500 DECOD-P 91-07-058 308-53-084 DECOD 91-06-025 308-57-030 NEW 91-04-026 
308-50-500 DECOD  91-11-031 308-53-085 DECOD 91-06-025 308-57-110 NEW 91-04-026 
308-51-230 DECOD-W 91-09-044 308-53-100 DECOD 91-06-025 308-57-120 NEW 91-04-026 
308-51-240 DECOD-W 91-09-044 308-53-110 РЕСОР 91-06-025 308-57-130 NEW 91-04-026 
308-51-250 DECOD-W 91-09-044 308-53-120 DECOD 91-06-025 308-57-140 NEW 91-04-026 
308—51—260 DECOD-W 91-09-044 308—53-123 DECOD 91-06-025 308-57-210 NEW 91-04-026 
308—51-270 DECOD-W 91-09-044 308-53-125 DECOD 91-06-025 308-57-220 NEW 91-04-026 
308—51-280 DECOD-W 91-09-044 308-53-135 DECOD 91-06-025 308-57-230 NEW 91-04-026 
308-51-290 DECOD-W 91-09-044 308-53-140 DECOD 91-06-025 308-57-240 NEW 91-04-026 
308-51-300 DECOD-W 91-09-044 308-53-145 DECOD 91-06-025 308-57-310 NEW 91-04-026 
308-51-310 DECOD-W 91-09-044 308-53-146 РЕСОР 91-06-025 308-57-320 NEW 91-04-026 
308-51-320 DECOD-W 91-09-044 308-53-150 DECOD 91-06-025 308-57-410 NEW 91-04-026 
308-52-010 DECOD 91-06-030 308-53-151 DECOD 91-06-025 308-57-420 NEW 91-04-026 
308-52-030 DECOD 91-06-030 308-53-155 DECOD 91-06-025 308-57-430 NEW 91-04-026 
308-52-040 DECOD 91-06-030 308-53-165 DECOD 91-06-025 308-57-440 NEW 91-04-026 
308-52-100 DECOD 91-06-030 308-53-170 DECOD 91-06-025 308-58-010 AMD 91-04-025 
308-52-120 DECOD 91-06-030 308-53-175 DECOD 91-06-025 308-58-020 AMD 91-04-025 
308-52-132 DECOD 91-06-030 308-53-180 DECOD  91-06-025 308-61-175 AMD-P 91-13-035 
308-52-135 AMD-E 91-04-033 308-53-200 DECOD 91-06-025 308-61-185 AMD-P 91-13-035 
308-52-135 AMD-P 91-04-055 308-53-205 DECOD 91-06-025 308-66 AMD-P 91-14-097 
308-52-135 DECOD 91-06-030 308-53-210 DECOD 91-06-025 308-66-120 AMD-P 91-14-097 
308-52-136 DECOD 91-06-030 308-53-215 DECOD 91-06-025 308-66-135 AMD-P 91-14-097 
308-52-138 DECOD 91-06-030 308-53-220 DECOD 91-06-025 308-66-140 AMD-P 91-14-097 
308-52-139 DECOD 91-06-030 308-53-230 DECOD 91-06-025 308-66-152 AMD 91-03-019 
308-52-140 DECOD 91-06-030 308-52-235 DECOD 91-06-025 308-66-155 AMD-P 91-14-097 
308-52-141 DECOD 91-06-030 308-53-240 DECOD 91-06-025 308-66-156 NEW 91-03-092 
308-52-146 DECOD 91-06-030 308-53-245 DECOD 91-06-025 308-66-160 AMD-P 91-14-097 
308-52-147 DECOD 91-06-030 308-53-250 DECOD 91-06-025 308-66-65 NEW-P 91-14-097 
308-52-148 DECOD 91-06-030 308-53-260 DECOD 91-06-025 308-66-170 AMD-P 91-14-097 
308-52-149 DECOD 91-06-030 308—53-265 DECOD 91-06-025 308-66-190 AMD-P 91-14-097 
308-52-150 DECOD 91-06-030 308-53-270 DECOD 91-06-025 308-66-212 AMD-P 91-14-097 
308-52-160 DECOD 91-06-030 308-53-275 DECOD 91-06-025 308-66-213 REP-P 91-14-097 
308-52-165 DECOD 91-06-030 308-53-280 DECOD 91-06-025 308-66-214 AMD-P 91-14-097 
308-52-190 DECOD 91-06-030 308-53-320 DECOD 91-06-025 308-66-215 AMD-P 91-14-097 
308-52-201 DECOD 91-06-030 308-53-330 DECOD 91-06-025 308-66-240 NEW-P 91-14097 
308-52-205 DECOD 91-06-030 308-53-340 DECOD 91-06-025 308-77-080 КЕР 91-03-018 
308-52-21 DECOD 91-06-030 308-53-350 DECOD 91-06-025 308-77-100 AMD 91-03-018 
308-52-215 DECOD 91-06-030 308--53-400 DECOD 91-06-025 308-77-250 AMD 91-03-017 
308-52-221 DECOD 91-06-030 308-54-00 DECOD 91-06-060 308-91-030 AMD-E 91-02-109 
308-52-255 DECOD 91-06-030 308-54-020 DECOD 91-06-060 308-91-030 AMD-P 91-02-110 
308-52-260 DECOD 91-06-030 308-54-030 DECOD 91-06-060 308-91-030 AMD 91-06-093 
308-52-260 AMD 91-06-038 308-54-040 DECOD 91-06-060 308-91-090 AMD-E 91-02-109 
308-52-265 DECOD 91-06-030 308-54-050 DECOD 91-06-060 308-91-090 AMD-P 91-02-110 
308-52-270 DECOD 91-06-030 308-54-060 DECOD 91-06-060 308-91-090 AMD 91-06-093 
308—52-320 DECOD 91-06-030 308-54-070 DECOD 91-06-060 308-91-095 NEW-E  91-02-109 
308--52—400 DECOD 91-06-030 308-54-080 DECOD 91-06-060 308-91-095 NEW-P 91-02-110 
308-52-405 DECOD 91-06-030 308-54-090 DECOD 91-06-060 308-91-095 NEW 91-06-093 
308-52-406 DECOD 91-06-030 308-54-095 DECOD 91-06-060 308-91-150 AMD-E 91-02-109 
308-52-410 DECOD 91-06-030 308-54-100 DECOD 91-06-060 308-91-150 AMD-P 91-02-110 
308-52-415 DECOD 91-06-030 308-54-110 DECOD 91-06-060 308-91-150 AMD 91-06-093 
308-52-420 DECOD 91-06-030 308-54-120 DECOD 91-06-060 308-93-670 NEW 91-03-089 
308-52-425 DECOD 91-06-030 308-54-125 DECOD 91-06-060 308-94-035 AMD-P 91-03-142 
308-52-500 DECOD 91-06-030 308-54-130 DECOD 91-06-060 308-94-035 AMD 91-09-001 
308-52-502 DECOD 91-06-030 308-54-150 DECOD 91-06-060 308-96А-005 AMD-P 91-11-084 
308-52-504 DECOD 91-06-030 308-54-155 DECOD 91-06-060 308-96А-005 AMD 91-15-006 
308-52-510 DECOD 91-06-030 308-54-160 DECOD 91-06-060 308-96А-046 AMD 91-04-025 
308-52-515 DECOD 91-06-030 308-54-162 DECOD 91-06-060 308-96А-056 AMD 91-04-025 
308-52-530 DECOD 91-06-030 308-54-170 DECOD 91-06-060 308-96А-057 NEW-P 91-11-084 
308-52-540 DECOD 91-06-030 308-54-180 DECOD 91-06-060 308-96А-057 NEW 91-15-006 
308-52-570 DECOD 91-06-030 308-54-200 DECOD 91-06-060 308-96А-065 AMD-P 91-11-084 
308-52-580 DECOD 91-06-030 308-54-205 DECOD 91-06-060 308-96А-065 AMD 91-15-006 
308-52-590 REP 91-06-027 308-54-220 DECOD 91-06-060 308-96А-070 AMD 91-04-025 
308-52-600 DECOD 91-06-030 308—54-225 DECOD 91-06-060 308-96А-071 NEW-P 91-11084 
308-52-610 DECOD 91-06-030 308-54-230 DECOD 91-06-060 308-96А-071 NEW 91-15-006 
308—52-620 DECOD 91-06-030 308-54-240 DECOD 91-06-060 308-96A-073 NEW 91-04-025 
308-52-630 DECOD 91-06-030 308-54-250 DECOD 91-06-060 308-96А-074 NEW 91-04-025 
308—52-640 DECOD 91-06-030 308-54-315 AMD-P 91-05-025 308-96А-075 AMD 91-04-025 
308-52-650 DECOD 91-06-030 308-54-315 РЕСОР 91-06-058 308-96А-161 NEW-P 91-11084 
308-52-660 DECOD 91-06-030 308-54-320 DECOD 91-06-060 308-96A-161 NEW 91-15-006 
308-52-680 DECOD 91-06-030 308-56А-090 NEW 91-03-088 308-96A-162 NEW-P 91-11-084 
308-52-690 DECOD 91-06-030 308-56А-120 REP-P  91-11-084 308-96A—162 NEW 91-15-006 
308-53 DECOD-C 91-03-116 308-56А-120 КЕР 91-15-006 308-96А-345 AMD 91-04-024 
308-53-010 DECOD 91-06-025 308—56A-150 AMD 91-04-024 308-96А-350 AMD 91-04-024 
308-53-020 DECOD 91-06-028 308—56A-460 AMD 91-04-025 308-96А-380 AMD 91-04-024 
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WAC g 


308-96A-505 
308-96A-510 
308-96A-520 
308-96А-530 
308-96A—540 
308-96А-550 
308-96А-560 
308-120-100 
308-120-100 
308-120-161 
308-120-162 
308-120-163 
308-120-164 
308-120-165 
308-120-166 
308-120-168 
308-120-168 
308-120-170 
308-120-180 
308-120-185 
308-120-186 
308-120-270 
308-120-275 
308-120-300 
308-120-305 
308-120-315 
308-120-325 
308-120-335 
308-120-338 
308-120—345 
308-120-360 
308-120-365 
308-120-400 
308-120-410 
308-120-420 
308-120-430 
308-120-440 
308-120-450 
308-120-505 
308-120-506 
308-120-525 
308-120-530 
308-120-535 
308-120-540 
308-120-545 
308-120-550 
308-120-555 
308-120-560 
308-120-565 
308-120-565 
308-120-570 
308-120-575 
308-120-610 
308-120-620 
308-120-700 
308-120-710 
308-120-720 
308-120-730 
308-120-740 
308-120-750 
308-120-760 
308-120-770 
308-120-780 
308-120-800 
308-120-810 
308-121-110 
308-121-120 
308-121-130 
308-121-140 
308-121-145 
308-121-150 
308-121-155 
308-121-160 
308-121-165 
308-121-170 
308-121-175 
308-121-180 


WSR # 
NEW 91-03-091 
NEW 91-03-091 
NEW 91-03-09! 
NEW 91-03-091 
NEW 91-03-091 
NEW 91-03-091 
NEW 91-03-091 
DECOD 91-07-049 
AMD 91-07-067 
DECOD 91-07-049 
DECOD 91-07-049 
DECOD 91-07-049 
DECOD 91-07-049 
DECOD 91-07-049 
DECOD 91-07-049 
AMD 91-07-032 
DECOD 91-07-049 
DECOD 91-07-049 
DECOD 91-07-049 
DECOD 91-07-049 
DECOD 91-07-049 
DECOD 91-07-049 
DECOD 91-07-048 
DECOD 91-07-049 
DECOD 91-07-049 
DECOD 91-07-049 
DECOD 91-07-049 
DECOD 91-07-049 
DECOD 91-07-049 
DECOD 91-07-049 
DECOD 91-07-049 
REP 91-07-049 
DECOD 91-07-049 
DECOD 91-07-049 
РЕСОР 91-07-049 
DECOD 91-07-049 
DECOD 91-07-049 
DECOD 91-07-049 
DECOD 91-07-049 
DECOD 91-07-049 
DECOD 91-07-049 
DECOD 91-07-049 
DECOD 91-07-049 
DECOD 91-07-049 
DECOD 91-07-049 
DECOD 91-07-049 
DECOD 91-07-049 
DECOD 91-07-049 
DECOD 91-07-049 
AMD 91-07-067 
DECOD 91-07-049 
DECOD 91-07-049 
AMD 91-07-032 
DECOD 91-07-049 
DECOD 91-07-049 
DECOD 91-07-049 
DECOD 91-07-049 
DECOD 91-07-049 
DECOD 91-07-049 
DECOD 91-07-049 
DECOD 91-07-049 
DECOD 91-07-049 
DECOD 91-07-049 
DECOD 91-07-049 
DECOD 91-07-049 
DECOD 91-07-049 
DECOD 91-07-049 
DECOD 91-07-049 
DECOD 91-07-049 
РЕСОР 91-07-049 
DECOD 91-07-049 
DECOD 91-07-049 
DECOD 91-07-049 
DECOD 91-07-049 
DECOD 91-07-049 
DECOD 91-07-049 
DECOD 91-07-049 


Table of WAC Sections Affected 


WAC # WSR 4 МАС # WSR j 
308-122-001 DECOD 91-04-020 308-125-040 NEW 91-04-074 
308—122-005 DECOD 91-04-020 308-125-050 NEW 91-04-074 
308—122-006 DECOD 91-04-020 308-125-060 NEW 91-04-074 
308-122-060 DECOD 91-04-020 308-125-070 NEW 91-04-074 
308-122-200 DECOD 91-04-020 308-125-080 NEW 91-04-074 
308—122-200 AMD 91-04-021 308-125-090 NEW 91-04-074 
308-122-211 DECOD 91-04-020 308-125-100 МЕМ 91-04-074 
308-122-215 DECOD 91-04-020 308-125-110 NEW 91-04-074 
308-122-220 DECOD 91-04-020 308-125-120 NEW 91-04-074 
308-122-225 DECOD 91-04-020 308-125-130 NEW 91-04-074 
308-122-230 DECOD 91-04-020 308-125-140 NEW 91-04-074 
308-122-235 DECOD 91-04-020 308-125-150 NEW 91-04-074 
308-122-275 DECOD 91-05-028 308-125-160 NEW 91-04-074 
308-122-280 DECOD 91-04-020 308-125-170 NEW 91-04-074 
308-122-350 DECOD 91-04-020 308-125-180 NEW 91-04-074 
308-122-360 DECOD 91-04-020 308-125-190 NEW 91-04-074 
308-122-360 AMD 91-04-021 308-125-200 NEW 91-04-074 
308-122-370 DECOD 91-04-020 308-125-210 NEW 91-04-074 
308-122-380 REP 91-04021 308-128B-080 АМО-Р 91-08-049 
308-122-380 DECOD-W 91-12-035 308-128B-080 АМР 91-11-066 
308—122-390 REP 91-04-021 308-138-055 REP-P 91-03-117 
308-122-390 DECOD-W 91-12-035 308-171-001 DECOD 91-05-027 
308-122-400 REP 91-04-021 308-171-001 AMD-P 91-05-088 
308-122-400 DECOD-W 91-12-035 308-171-002 DECOD 91-05-027 
308-122-410 REP 91-04-021 308-171-003 DECOD 91-05-027 
308-122-410 DECOD-W 91-12-035 308-171-010 DECOD 91-05-027 
308-122-420 КЕР 91-04-021 308-171-010 AMD-P 91-05-088 
308-122-420 DECOD-W 91-12-035 308-171-020 DECOD 91-05-027 
308-122-430 DECOD 91-04-020 308-171-020 AMD-P 91-05-088 
308-122-440 DECOD 91-04-020 308-171-040 DECOD 91-05-027 
308-122-450 DECOD 91-04-020 308-171-041 DECOD 91-05-027 
308-122-500 REP 91-04-021 308-171-041 AMD-P 91-05-088 
308-122-500 DECOD-W 91-12-035 308-171-045 DECOD 91-05-027 
308-122-505 DECOD 91-04-020 308-171-100 DECOD 91-05-027 
308-122-510 DECOD 91-04-020 308-171-101 DECOD 91-05-027 
308-122-515 DECOD 91-04020 308-171-102 РЕСОР 91-05-027 
308-122-515 AMD 91-04-021 308-171-103 DECOD 91-05-027 
308-122-520 DECOD 91-04-020 308-171-103 AMD-P 91-05-088 
308-122-520 . AMD 91-04-021 308-171-104 DECOD 91-05-027 
308-122-525 DECOD 91-04-020 308-171-200 DECOD 91-05-027 
308-122-530 DECOD 91-04-020 308-171-201 DECOD 91-05-027 
308-122-535 DECOD 91-04-020 308-171-202 DECOD 91-05-027 
308-122-540 DECOD 91-04-020 308-171-300 DECOD 91-05-027 
308-122-545 DECOD 91-04-020 308-171-301 DECOD 91-05-027 
308-122-600 DECOD 91-04-020 308-171-302 DECOD 91-05-027 
308-122-610 DECOD  91-04-020 308-171-310 DECOD 91-05-030 
308-122-620 DECOD 91-04-020 308-171-320 DECOD 91-05-027 
308-122-630 DECOD  91-04-020 308-171-330 DECOD 91-05-027 
308-122-640 DECOD 91-04-020 308-173-210 DECOD 91-07-049 
308-122-650 DECOD 91-04-020 308-173-220 DECOD 91-07-049 
308-122-660 DECOD 91-04-020 308-173-230 DECOD 91-07-049 
308-122-660 AMD 91-04-021 308-173-240 DECOD 91-07-049 
308-122-670 DECOD 91-04-020 308-173-245 DECOD 91-07-049 
308-122-670 AMD 91-04-021 308-173-250 DECOD 91-07-049 
308-122-680 DECOD 91-04-020 308-173-255 DECOD 91-07-049 
308-122-690 DECOD  91-04-020 308-173-260 DECOD 91-07-049 
308-122-695 DECOD 91-04-020 308-173-265 DECOD 91-07-049 
308-122-700 DECOD 91-04-020 308-173-270 РЕСОР 91-07-049 
308-122-710 DECOD 91-04-020 308-173-275 DECOD 91-07-049 
308-122-720 DECOD 91-04-020 308-173-280 DECOD 91-07-049 
308-124A-430 ^ AMD-P 91-03-047 314-12-035 AMD-P 91-16-081 
308-124A-430 AMD 91-07-029 314-12-141 NEW-P 91-16-082 
308-124E-012 ^ AMD-P 91-09-013 314-16-125 AMD-P 91-05-085 
308-124E-012 AMD 91-12-012 314-16-125 AMD-C 91-09-005 
308-124H-010 ^ AMD-P 91-03-047 314-16-125 AMD-W 91-10-045 
308-124H-010 AMD 91-07-029 314-16-125 AMD-P 91-16-083 
308-124H-025 AMD-P 91-03-047 314-16-250 AMD-P 91-16-0681 
308-124H-025 AMD 91-07-029 314-20-020 AMD-P 91-05-086 
308-124H-520 AMD-P 91-09-065 314-20-020 AMD 91-08-022 
308-124H-520 AMD 91-12-013 314-26-010 AMD-P 91-16-081 
308-124H-540 ^ AMD-P 91-03-047 314-52-015 AMD-C 91-03-007 
308-124H-540 AMD 91-07-029 314-52-015 AMD-W 91-04-085 
308-124H-800 МЕМ-Р 91-09-013 314-64-030 REP-P 91-16081 
308-124H-800 МЕМ 91-12-012 314-64-050 AMD-P 91-16-081 
308-125-010 NEW 91-04-074 315-04-190 AMD-P 91-16-084 
308-125-020 NEW 91-04-074 315-04-205 NEW-P 91-07-070 
308-125-030 NEW 91-04-074 315-04-205 NEW 91-11-033 


WAC # 
315-06-095 NEW-P 
315-06-120 AMD 
315-06-125 AMD-P 
315-10-080 NEW-P 
315-11-200 REP 
315-11-201 REP 
315-11-202 REP 
315-11-210 REP 
315-11-211 REP 
315-11-212 REP 
315-11-220 REP 
315-11-221 REP 
315-11-222 REP 
315-11-230 REP 
315-11-231 REP 
315-11-232 REP 
315-11-240 REP 
315-11-241 КЕР 
315-11-242 REP 
315-11-250 REP 
315-11-251 REP 
315-11-252 КЕР 
315-11-260 REP 
315-11-261 REP 
315-11-262 REP 
315-11-270 REP 
315-11-271 REP 
315-11-272 REP 
315-11-280 REP 
315-11-281 REP 
315-11-282 REP 
315-11-290 КЕР 
315-11-291 REP 
315-11-292 REP 
315-11-300 КЕР 
315-11-301 REP 
315-11-302 REP 
315-11-310 REP 
315-11-311 REP 
315-11-312 КЕР 
315-11-320 REP 
315-11-321 REP 
315-11-322 REP 
315-11-330 REP 
315-11-331 REP 
315-11-332 REP 
315-11-340 REP 
315-11-341 REP 
315-11-342 REP 
315-11-350 REP 
315-11-351 REP 
315-11-352 REP 
315-11-360 REP 
315-11-361 REP 
315-11-362 REP 
315-11-370 REP 
315-11-371 REP 
315-11-372 REP 
315-11-380 REP 
315-11—381 REP 
315-11-382 REP 
315-11-390 REP 
315-11-391 REP 
315-11-392 REP 
315-11-590 AMD 
315-11-591 AMD 
315-11-610 NEW 
315-11-611 NEW 
315-11-611 AMD-P 
315-11-611 AMD 
315-11-612 NEW 
315-11-620 NEW-P 
315-11-620 NEW 
315-11-621 NEW-P 
315-11-621 NEW 
315-11-622 NEW-P 
315-11-622 NEW 


Table of WAC Sections Affected 


WSR j WAC # WSR # 
91-16-084 315-11-630 NEW-P  91-03-112 
91-03-036 315-11-630 NEW 91-06-074 
91-16-084 315-11-630 AMD-P 91-12-069 
91-16-084 315-11-630 AMD 91-15-037 
91-03-034 315-11-631 NEW-P  91-03-112 
91-03-034 315-11-631 NEW 91--06-074 
91-03-034 315-11-632 NEW-P 91-03-112 
91-03-034 315-11-632 NEW 91-06-074 
91-03-034 315-11-632 AMD-P 91-12-069 
91-03-034 315-11-632 AMD 91-15-037 
91-03-034 315-11-640 NEW-P 91-07-070 
91-03-034 315-11-640 NEW 91-11-033 
91-03-034 315-11-641 NEW-P 91-07-070 
91-03-034 > 315-11--641 NEW 91-11-033 
91-03-034 315-11-642 NEW-P 91-07-070 
91-03-034 315-11-642 NEW 91-11-033 
91-03-034 315-11-650 NEW-P 91-07-070 
91-03-034 315-11-650 NEW 91-11-033 
91-03-034 315-11-651 NEW-P 91-07-070 
91-03-034 315-11-651 NEW 91-11-033 
91-03-034 315-11-652 NEW-P 91-07-070 
91-03-034 315-11-652 NEW 91-11-033 
91-03-034 315-11-660 NEW-P 91-07-070 
91-03-034 315-11-660 NEW 91-11-033 
91-03-034 315-11-660 AMD-P 91-16-084 
91-03-034 315-11-661 NEW-P 91-07-070 
91-03-034 315-11-661 NEW 91-11-033 
91--03-034 315-11-661 AMD-P 91-16-084 
91-03-034 315-11-662 NEW-P 91-07-070 
91-03-034 315-1 1-662 NEW 91-11-033 
91-03-034 315-11-662 AMD-P 91-16-084 
91-03-034 315-11-670 NEW-P 91-12-069 
91-03-034 315-11-670 NEW 91-15-037 
91-03-034 315-11-671 NEW-P 91-12-069 
91-03-034 315-11-671 NÉW 91-15-037 
91-03-034 315-11-672 NEW-P 91-12-069 
91-03-034 315-11-672 NEW 91-15-037 
91-03-034 315-11-680 NEW-P  91-12-069 
91-03-034 315-11-680 NEW 91-15-037 
91-03-034 315-11-681 NEW-P 91-12-069 
91-03-034 315-11-681 NEW 91-15-037 
91-03-034 315-1 1-682 NEW-P 91-12-069 
91-03-034 315-1 1-682 NEW 91-15-037 
91-03-034 315-11-690 NEW-P 91-16-084 
91-03-034 315-11-691 NEW-P 91-16-084 
91-03-034 315-11-692 NEW-P  91-16-084 
91-03-034 315-11-700 NEW-P  91-16-084 
91-03-034 315-11-701 NEW-P 91-16-084 
91-03-034 315-11-702 NEW-P 91-16-084 
91-03-034 315-12-140 REP 91--03-035 
91-03-034 315-12-145 NEW 91-03-036 
91-03-034 315-33-060 AMD-P 91-16-084 
91-03-034 315-33A-010 NEW-P  91-16-084 
91-03-034 315-33A-020 NEW-P 91-16-084 
91-03-034 315-33A-030 NEW-P 91-16-084 
91--03-034 315-33A-040 NEW-P  91-16-084 
91--03-034 315-33А-050 NEW-P 91-16-084 
91-03-034 315-33A-060 NEW-P 91-16-084 
91-03-034 315-33A-070 NEW-P 91-16-084 
91--03-034 317-10-010 NEW-P 91-14-11І 
91-03-034 317-10-020 NEW-P  91-14-111 
91-03-034 317-10-030 NEW-P 91-14-111 
91-03-034 317-10-035 NEW-P 91-14-11 
91-03-034 317-10-040 NEW-P  91-14-111 
91-03-036 317-10-045 NEW-P 91-14-11 
91-03-036 317-10-050 NEW-P  91-14-11I 
91-03-036 317-10-060 NEW-P  91-H-I11 
91-03-036 317-10-065 NEW-P 91-14-11! 
91-03-112 317-10-070 NEW-P  91-14-111 
91-06-074 317-10-075 NEW-P 91-14-11 
91-03-036 317-10-080 NEW-P  91-14-111 
91-03-112 317-10-085 NEW-P  91-14-111 
91-06-074 317-10-098 NEW-P 91-14-111 
91-03-112 326-30-03904 МЕМ-Е 91-12-0851 
91-06-074 326-30-03904 NEW-P 91-14-105 
91-03-112 332-08-005 NEW-P 91-08-066 
91-06-074 332-08-005 NEW 91-13-059 


WAC # WSR # 
332-08-010 REP-P 91-08-066 
332-08-010 REP 91-13-059 
332-08-015 NEW-P 91-08-066 
332-08-015 NEW 91-13-059 
332-08-020 REP-P 91-08-066 
332-08-020 REP 91-13-059 
332-08-025 NEW-P 91-08-066 
332-08-025 NEW 91-13-059 
332-08-040 REP-P 91-08-066 
332-08-040 ВЕР 91-13-059 
332-08-050 REP-P 91-08-066 
332-08-050 ВЕР 91-13-059 
332-08-060 REP-P 91-08-066 
332-08-060 КЕР 91-13-059 
332-08-070 REP-P 91-08-066 
332-08-070 REP 91-13-059 
332-08-080 REP-P 91-08-066 
332-08-080 REP 91-13-059 
332-08-090 REP-P 91-08-066 
332-08-090 КЕР 91-13-059 
332-08-100 REP-P 91-08-066 
332-08-100 REP 91-13-059 
332-08-105 NEW-P 91-08-066 
332-08-105 NEW 91-13-059 
332-08-110 REP-P 91-08-066 
332-08-110 REP 91-13-059 
332-08-115 NEW-P 91-08-066 
332-08-115 NEW 91-13-059 
332-08—120 REP-P 91-08-066 
332-08-120 REP 9113-059 
332-08-125 NEW-P 91-08-066 
332-08-125 NEW 91-13-059 
332-08—130 REP-P 91-08-066 
332-08—130 REP 91-13-059 
332-08—140 REP-P 91-08-066 
332-08—140 ВЕР 91-13-059 
332-08—150 REP-P 91-08-066 
332-08—150 REP 91-13-059 
332-08-160 REP-P 91-08-066 
332-08-160 REP 91-13-059 
332-08-170 REP-P 91-08-066 
332-08—170 REP 91-13-059 
332-08-180 REP-P 91-08-066 
332-08-180 REP 91-13-059 
332-08-190 REP-P 91-08-066 
332-08-190 REP 91-13-059 
332-08-200 REP-P 91-08-066 
332-08-200 КЕР 91-13-059 
332-08-210 REP-P 91-08-066 
332-08-210 REP 91-13-059 
332-08-220 REP-P 91-08-066 
332-08-220 REP 91-13-059 
332-08-230 REP-P 91-08-066 
332-08-230 REP 91-13-059 
332-08-240 REP-P 91-08-066 
332-08-240 REP 91-13-059 
332-08-250 REP-P 91-08-066 
332-08-250 REP 91-13-059 
332-08-260 КЕР-Р 91-08-066 
332-08-260 REP 91-13-059 
332-08-270 REP-P 91-08-066 
332-08-270 КЕР 91-13-059 
332-08-280 REP-P 91-08-066 
332-08-280 КЕР 91-13-059 
332-08-290 REP-P 91-08-066 
332-08-290 REP 91-13-059 
332-08-300 REP-P 91-08-066 
332-08-300 REP 91-13-059 
332-08-305 NEW-P 91-08-066 
332-08-305 NEW 91-13-059 
332-08-310 REP-P 91-08-066 
332-08-310 REP 91-13-059 
332-08-315 NEW-P 91-08-066 
332-08-315 NEW 91-13-059 
332-08-320 REP-P 91-08-066 
332-08-320 REP 91-13-059 
332-08-330 REP-P 91-08-066 


Table of WAC Sections Affected 


WAC # WSR # WAC # WSR 4 
332-08-330 REP 91-13-059 332-10-070 AMD-P 91-09-060 
332-08-340 REP-P 91-08-066 332-10-070 AMD 91-14-014 
332-08—340 REP 91-13-059 332-10-080 AMD-P 91-09-060 
332-08-350 REP-P 91-08066 332-10-080 AMD 91-14-014 
332-08-350 КЕР 91-13-059 332-10-100 AMD-P 91-09-060 
332-08-360 REP-P 91-08-066 332-10-100 AMD 91-14-014 
332-08-360 КЕР 91-13-059 332-10-120 AMD-P 91-09-060 
332-08-370 REP-P 91-08-066 332-10-120 AMD 91-14-014 
332-08-370 КЕР 91-13-059 332-10-130 AMD-P 91-09-060 
332-08-380 REP-P 91-08-066 332-10-130 AMD 91-14-014 
332-08-380 REP 91-13-059 332-10-135 REP-P 91-09-060 
332-08—390 REP-P 91-08-066 332-10-135 REP 91-14-014 
332-08-390 REP 91-13-059 332-10-140 AMD-P 91-09-060 
332-08—400 REP-P 91-08-066 332-10-140 AMD 91-14-014 
332-08-400 REP 91-13-059 332-10-145 NEW-P 91-09-060 
332-08-405 NEW-P 91-08-066 332-10-145 NEW 91-14-014 
332-08-405 NEW 91-13-059 332-24-005 AMD-P  91-15-107 
332-08-410 REP-P 91-08-066 332-24-201 AMD-P 91-15-107 
332-08-410 REP 91-13-059 332-24-211 AMD-P  91-15-107 
332-08-420 REP-P 91-08066 332-24-225 REP-E 91-14-0823 
332-08-420 REP 91-13-059 332-24-225 REP-P  91-15-107 
332-08-430 REP-P 91-08-066 332224231 AMD-P 91-15-107 
332-08-430 КЕР 91-13-059 332-24-234 AMD-P  91-15-107 
332-08—440 REP-P 91-08-066 33224238 AMD-P  91-15-107 
332-08-440 КЕР 91-13-059 332-24-301 AMD-P 91-15-107 
332-08-450 REP-P 91-08-066 332-24-405 AMD-P 91-15-107 
332-08-450 КЕР 91-13-059 332-24-409 NEW-P 91-15-107 
332-08-460 REP-P 91-08066 332-24-600 AMD-P 91-15-107 
332-08-460 КЕР 91-13-059 332-26-010 NEW-E 91-15-001 
332-08-470 REP-P 91-08-066 332-26-020 NEW-E  91-15-001 
332-08-470 REP 91-13-059 332-26-040 NEW-E 91-15-001 
332-08-480 REP-P 91-08-066 332-26-050 NEW-E  91-15-001 
332-08-480 REP 91-13-059 332-26-060 NEW-E  91-15-001 
332-08-500 REP-P 91-08-066 332-26-080 NEW-E 91-09-029 
332-08-500 REP 91-13-059 332-26-081 NEW-E 91-10-067 
332-08-505 NEW-P 91-08066 332-26-082 NEW-E  91-14-083 
332-08-505 NEW 91-13-059 332-26-083 NEW-E 91-14-083 
332-08-510 REP-P 91-08-066 332-48-010 REP-P  91-15-107 
332-08-510 REP 91-13-059 332-48-020 REP-P  91-15-107 
332-08-515 NEW-P 91-08-066 332-52-065 AMD-P 91-13-090 
332-08-515 NEW 91-13-059 332-130-020 AMD-P 91-15-060 
332-08-520 REP-P 91-08-066 332-130-060 AMD-P 91-15-060 
332-08-520 REP 91-13-059 352-12-010 AMD-P 91-03-142 
332-08—525 NEW-P 91-08-066 352-12-010 AMD-W 91-16-078 
332-08-525 NEW 91-13-059 352-12-020 AMD-P 91-03-142 
332-08-530 REP-P 91-08066 352-12-020 AMD 91-09-001 
332-08—530 ВЕР 91-13-059 352-12-030 AMD-P 91-03-142 
332-08-535 NEW-P 91-08-066 352-12-030 AMD 91-09-001 
332-08-535 NEW 91-13-059 352-32-010 AMD-P 91-03-142 
332-08-540 REP-P 91-08-066 352-32-010 AMD 91-09-001 
332-08-540 КЕР 91-13-059 352-32-035 AMD-P 91-03-142 
332-08-545 NEW-P 91-08066 352-32-035 AMD 91-09-001 
332-08-545 NEW 91-13-059 352-32-045 AMD-P 91-03-142 
332-08-550 REP-P 91-08-066 352-32-045 AMD 91-09-001 
332-08-550 КЕР 91-13-059 352-32-200 AMD-P 91-03-140 
332-08-560 REP-P 91-08-066 352-32-200 AMD 91-07-014 
332-08-560 КЕР 91-13-059 352-32-210 AMD-P 91-03-140 
332-08-570 REP-P 91-08-066 352-32-210 AMD 91-07-014 
332-08-570 REP 91-13-059 352-32-250 AMD-P 91-03-142 
332-08-580 REP-P 91-08-066 352-32-250 AMD 91-09-001 
332-08-580 REP 91-13-059 352-32-252 AMD-P 91-03-142 
332-08-590 REP-P 91-08-066 352-32-252 AMD 91-09-001 
332-08-590 REP 91-13-059 352-32-210 AMD-P 91-03-142 
332-10-020 AMD-P 91-09-060 352-32-270 AMD 91-09-001 
332-10-020 AMD 91-14-014 352-44-010 AMD-P 91-16-096 
332-10-030 AMD-P 91-09-060 352-44-060 AMD-P 91-16-096 
332-10-030 AMD 91-14-014 352-44-070 AMD-P 91-16-096 
332-10-035 REP-P 91-09-060 352-44-080 AMD-P 91-16-096 
332-10-035 REP 91-14-014 352-44-090 AMD-P 91-16-096 
332-10-040 AMD-P 91-09-060 352-15 AMD-P 91-11-058 
332-10-040 AMD 91-14-014 352-15 AMD 91-15-103 
332-10-045 REP-P 91-09060 352-15-010 AMD-P 91-11-058 
332-10-045 REP 91-14-014 352-75-010 AMD 91-15-103 
332-10-050 AMD-P 91-09060 352-15-020 AMD-P 91-11-058 
332-10-050 АМО  91-14-014 352-15-020 AMD 91-15-103 
332-10-060 AMD-P 91-09-060 352-15-030 AMD-P 91-11-058 
332-10-060 AMD 91-14-014 352-75-030 AMD 91-15-103 


WAC # 


352-75-040 
352-75-040 
352-75-050 
352-75-050 
352-75-060 
352-75-060 
352-75-070 
352-75-070 
352-75-080 
352-75-080 
352-75-090 
352-75-090 
356-05-173 
356-05-260 
356-05-327 
356-05-493 
356-06-040 
356-06-040 
356-06-055 
356-06-110 
356-06-110 
356-06-110 
356-09-020 
356-09-050 
356-10-050 
356-15-020 
356-15-020 
356-15-020 
356-15-061 
356-15-061 
356-15—063 
356-15-063 
356-15-080 
356-15—080 
356-15-080 
356-15-130 
356-15-130 
356-15-130 
356-15-130 
356-18-110 
356-18-112 
356-18-112 
356-18-116 
356-18-230 
356-18—230 
356-18—230 
356-18—230 
356-22-090 
356-22-120 
356-22-120 
356-22-130 
356-22-230 
356-22-230 
356-26-040 
356-26-040 
356-30-067 
356-30-260 
356-30-260 
356-30-260 
356-30-290 
356-30-300 
356-30-305 
356-30-305 
356-30-305 
356-30-320 
356-30-320 
360-08 

360-08-005 
360-08-010 
360-08-040 
360-08-050 
360-08--060 
360-08-230 
360-08-240 
360-08-250 
360-08--260 
360-08-270 


WSR 4 
AMD-P 91-11058 
AMD 91-15-103 
AMD-P 91-11058 
AMD 91-15-103 
AMD-P 91-11-058 
AMD 91-15-103 
AMD-P 91-11058 
AMD 91-15-103 
AMD-P 91-11-058 
AMD 91-15-103 
AMD-P 91-11-058 
AMD 91-15-103 
NEW-P 91-16-045 
AMD-P 91-16-046 
AMD-P 91-16-044 
NEW-P  91-16-043 
AMD-C 91-03-068 
AMD-W 91-05-081 
AMD-P 91-15-077 
NEW-P 91-10-062 
NEW-C 91-13-040 
NEW-C  91-15-074 
AMD-P 91-16-051 
AMD-P 91-16-047 
AMD 91-03-070 
AMD-P 91-04046 
AMD-C 91-07-054 
AMD-W 91-09-037 
AMD-E  91-15-079 
AMD-P 91-16-089 
AMD-E 91-15-079 
AMD-P 91-16-089 
AMD 91-03-069 
AMD-E 91-15-027 
AMD-P 91-15-075 
AMD 91-05-083 
AMD-P 91-10-063 
AMD 91-13-034 
AMD 91-15-021 
AMD-P 91-16-050 
AMD-C 91-05-082 
AMD 91-07-055 
AMD-P 91-16-042 
NEW-P 91-10-066 
NEW-E  91-11-043 
NEW-E  91-13-043 
NEW 91-14-044 
AMD-P 91-16-049 
AMD-P 91-12-034 
AMD 91-15-078 
AMD 91-03-071 
AMD-C 91-03-068 
AMD-W 91-05-081 
AMD-P 91-10-064 
AMD 91-13-041 
AMD-P 91-15-076 
AMD-C 91-05-082 
AMD 91-07-055 
AMD-P 91-15-076 
AMD-P 91-15-076 
AMD-P 91-16-048 
AMD-C 91-05-082 
AMD 91-07-055 
AMD-P 91-15-076 
AMD-P 91-10-065 
AMD 91-13-042 
DECOD-W 91-06-037 
DECOD-P 91-14-033 
DECOD-P 91-14-033 
DECOD-P 91-14-033 
DECOD-P 91-14-033 
DECOD-P 91-14-033 
DECOD-P 91-14-033 
DECOD-P 91-14-033 
DECOD-P 91-14-033 
DECOD-P 91-14-033 
DECOD-P 91-14-033 


Table of WAC Sections Affected 


WAC # WSR 4 WAC fj WSR # WAC # WSR # 
360—08-280 DECOD-P 91-14-033 360-15-070 DECOD-P 91-14-033 360-21-020 DECOD-P 91-14-033 
360-08-290 DECOD-P 91-14-033 360-16 DECOD-W 91-06-037 360-21-030 DECOD-P 91-14-033 
360-08-300 DECOD-P 91-14-033 360-16-005 DECOD-P 91-14-033 360-21-040 DECOD-P 91-14-033 
360-08-310 DECOD-P 91-14-033 360-16-01 I DECOD-P 91-14—033` 360-21-050 DECOD-P 91-14-033 
360-08-320 DECOD-P 91-14-033 360-16-020 DECOD-P 91-14-033 360-21-060 DECOD-P 91-14-033 
360-08-330 DECOD-P 91-14-033 360-16-025 DECOD-P 91-14-033 360-21-070 DECOD-P 91-14-033 
360-08-340 DECOD-P 91-14-033 360-16-040 DECOD-P 91-14-033 360-21-080 DECOD-P 91-14-033 
360-08-350 DECOD-P 91-14-033 360-16-050 DECOD-P 91-14-033 360-21-090 DECOD-P 91-14-033 
360-08-360 DECOD-P 91-14-033 360-16-070 DECOD-P 91-14-033 360-23 DECOD-W 91-06-037 
360-08-370 DECOD-P 91-14-033 360-16-094 DECOD-P 91-14-033 360-23-010 DECOD-P 91-14-033 
360-08-380 DECOD-P 91-14-033 360-16-096 DECOD-P 91-14-033 360-23-020 DECOD-P 91-14-033 
360-08-390 DECOD-P 91-14-033 360-16-098 DECOD-P 91-14-033 360-23-030 DECOD-P 91-14-033 
360-08-400 DECOD-P 91-14-033 360-16-120 DECOD-P 91-14-033 360-23-050 DECOD-P 91-14-033 
360-08-420 DECOD-P 91-14-033 360-16-150 DECOD-P 91-14-033 360-28-010 DECOD-P 91-14-033 
360-08-520 DECOD-P 91-14-033 360-16-180 DECOD-P 91-14-033 360-32 DECOD-W 91-06-037 
360-08-530 DECOD-P 91-14-033 360-16-200 DECOD-P 91-14-033 360-32-050 DECOD-P 91-14-033 
360-08-540 DECOD-P 91-14-033 360-16-210 DECOD-P 91-14-033 360-32-055 DECOD-P 91-14-033 
360-08-550 DECOD-P 91-14-033 360-16-220 DECOD-P 91-14-033 360-32-060 DECOD-P 91-14-033 
360-08-560 DECOD-P 91-14-033 360-16-230 DECOD-P 91-14-033 360-33 DECOD-W 91-06-037 
360-08-570 DECOD-P 91-14-033 360-16-235 DECOD-P 91-14-033 360-33-050 DECOD-P 91-14-033 
360-08-580 DECOD-P 91-14-033 360-16-245 DECOD-P 91-14-033 360-35-010 NEW 91—04-056 
360-08-590 DECOD-P 91-14-033 360-16-255 DECOD-P 91-14-033 360-35-010 DECOD-P 91-14-033 
360-10 DECOD-W 91-06-037 360-16-265 DECOD-P 91-14-033 360-35-020 NEW 91-04-056 
360-10-010 DECOD-P 91-14-033 360-16-270 DECOD-P 91-14-033 360-35-020 DECOD-P 91-14-033 
360-10-020 DECOD-P 91-14-033 360-16-290 DECOD-P 91-14-033 360-35-030 NEW 91—04-056 
360-10-030 AMD-P 91-05-091 360-16-300 DECOD-P 91-14-033 360-35-030 DECOD-P 91-14-033 
360-10-030 AMD 91-11-041 360-16А DECOD-W 91-06-037 360-35-040 NEW 91-04-056 
360-10-030 DECOD-P 91-14-033 360-16А-010 DECOD-P 91-14-033 360-35-040 DECOD-P 91-14-033 
360-10-040 DECOD-P 91-14-033 360-16А-020 DECOD-P 91-14-033 360-35-050 NEW 91-04-056 
360-10-050 АМО-Р 91-05-091 360-16А-030 DECOD-P 91-14-033 360-35-050 DECOD-P 91-14-033 
360-10-050 AMD 91-11-041 360-16А-040 DECOD-P 91-14-033 360-35-060 NEW 91-04-056 
360-10-050 DECOD-P 91-14-033 360-16А-060 DECOD-P 91-14-033 360-35-060 DECOD-P 91-14-033 
360-10-060 AMD-P 91-05-091 360-16А-070 DECOD-P 91-14-033 360-35-070 NEW 91-04-056 
360-10-060 AMD 91-11-041 360-16А-080 DECOD-P 91-14-033 360-35-070 DECOD-P 91-14-033 
360-10-060 DECOD-P 91-14-033 360-16А-090 DECOD-P 91-14-033 360-35-080 NEW 91-04-056 
360-10-080 DECOD-P 91-14-033 360-16А-100 DECOD-P 91-14-033 360-35-080 DECOD-P 91-14-033 
360-11 DECOD-W 91-06-037 360-17 DECOD-W 91-06-037 360-35-090 NEW 91-04-056 
360-11-010 DECOD-P 91-14-033 360-17-010 AMD-W 91-05-049 360-35-090 DECOD-P 91-14-033 
360-11-020 DECOD-P 91-14-033 360-17-010 DECOD-P 91-14-033 360-35-100 NEW 91-04-056 
360-11-023 DECOD-P 91-14-033 360-17-020 DECOD-P 91-14-033 360-35-100 DECOD-P 91-14-033 
360-11-027 DECOD-P 91-14-033 360-17-030 DECOD-P 91-14-033 360-35-110 NEW 91-04-056 
360-11-030 DECOD-P 91-14-033 360-17-040 AMD-W 91-05-049 360-35-110 DECOD-P 91-14-033 
360-11-033 DECOD-P 91-14-033 360-17-040 DECOD-P 91-14-033 360-36 DECOD-W 91-06-037 
360-11-037 DECOD-P 91-14-033 360-17-050 DECOD-P 91-14-033 360-36-010 DECOD-P 91-14-033 
360-11-040 DECOD-P 91-14-033 360-17-055 DECOD-P 91-14-033 360-36-020 DECOD-P 91-14-033 
360-11-045 DECOD-P 91-14-033 360-17-060 DECOD-P 91-14-033 360-36-115 DECOD-P 91-14-033 
360-11-060 DECOD-P 91-14-033 360-17-070 AMD-W 91-05-049 360-36-210 DECOD-P 91-14-033 
360-11-070 DECOD-P 91-14-033 360-17-070 DECOD-P 91-14-033 360-36-250 DECOD-P 91-14-033 
360-12 DECOD-W 91-06-037 360-17-075 NEW-W 91-05-049 360-36-260 DECOD-P 91-14-033 
360-12-015 DECOD-P 91-14-033 360-17-080 DECOD-P 91-14-033 360-36-270 DECOD-P 91-14-033 
360-12-050 DECOD-P 91-14-033 360-17—090 DECOD-P 91-14-033 360-36-400 DECOD-P 91-14-033 
360-12-065 DECOD-P 91-14-033 360-17-095 NEW-W 91-05-049 360-36-410 DECOD-P 91-14-033 
360-12-110 DECOD-P 91-14-033 360-17-100 AMD-W  91-05-049 360-36-411 DECOD-P 91-14-033 
360-12-120 DECOD-P 91-14-033 360-17-100 DECOD-P 91-14-033 360-36-412 DECOD-P 91-14-033 
360-12-125 DECOD-P 91-14-033 360-18 DECOD-W 91-06-037 360-36-413 DECOD-P 91-14-033 
360-12-128 AMD-P 91-08-078 360-18-00 DECOD-P 91-15-003 360-36-420 DECOD-P 91-14-033 
360-12-128 AMD 91-13-002 360-18-020 AMD-P 91-08-078 360-36-425 DECOD-P 91-14-033 
360-12-128 DECOD-P 91-15-003 360-18-020 AMD 91-13-002 360-36-430 DECOD-P 91-14-033 
360-12-130 DECOD-P 91-14-033 360-18-020 DECOD-P 91-15-003 360-36—440 DECOD-P 91-14-033 
360-12-140 DECOD-P 91-14-033 360-18-025 DECOD-P 91-15-003 360-36—450 DECOD-P 91-14-033 
360-12-150 DECOD-P 91-14-033 360-19 DECOD-W 91-06-037 360-36-451 DECOD-P 91-14-033 
360-12-160 DECOD-P 91-14-033 360-19-010 DECOD-P 91-14-033 360-36-500 DECOD-P 91-14-033 
360-13 DECOD-W 91-06-037 360-19-020 DECOD-P 91-14-033 360-38 DECOD-W 91-06-037 
360-13-010 DECOD-P 91-14-033 360-19-030 DECOD-P 91-14-033 360-38-010 DECOD-P 91-14-033 
360-13-020 DECOD-P 91-14-033 360-19-040 DECOD-P 91-14-033 360-38-020 DECOD-P 91-14-033 
360-13-030 DECOD-P 91-14-033 360-19-050 DECOD-P 91-14-033 360-38-030 DECOD-P 91-14-033 
360-13-045 DECOD-P 91-14-033 360-19—060 DECOD-P 91-14-033 360-40 DECOD-W 91-06-037 
360-13-055 DECOD-P 91-14-033 360-19-070 DECOD-P 91-14-033 360-40-010 DECOD-P 91-14-033 
360-13-066 DECOD-P 91-14-033 360-19-080 DECOD-P 91-14-033 360-40-040 DECOD-P 91-14-033 
360-1 3-100 DECOD-P 91-14—033 360-19-090 DECOD-P 91-14-033 360-40-070 DECOD-P 91-14-033 
360-15 DECOD-W 91-06-037 360-19-100 DECOD-P 91-14-033 360-44 DECOD-W 91-06-037 
360-15-010 DECOD-P 91-14-033 360-20 DECOD-W 91-06-037 360-44-010 DECOD-P 91-14-033 
360-15-020 DECOD-P 91-14-033 360-20-100 DECOD-P 91-14-033 360-44-020 DECOD-P 91-14-033 
360-15-030 DECOD-P 91-14-033 360-20-210 DECOD-P 91-14-033 360-44-030 DECOD-P 91-14-033 
360-15-040 DECOD-P 91-14-033 360-20-220 NEW-P 91-07-056 360-44-040 DECOD-P 91-14-033 
360-15-050 DECOD-P 91-14-033 360-21 DECOD-W 91-06-037 360-44-050 DECOD-P 91-14-033 
360-15-060 DECOD-P 91-14-033 360-21-010 DECOD-P 91-14-033 360-44-060 DECOD-P 91-14-033 


[341] 


WAC g 


360-44-070 
360-44-080 
360-44-090 
360-44-100 
360-44-110 
360-44-120 
360-44-130 
360-44-140 
360-44-150 
360-44--990 
360-45-010 
360-46 

360-46-010 
360-46-020 
360-46-030 
360-46-040 
360-46-050 
360-46-060 
360-46-070 
360-46-081 
360-46-082 
360-46-090 
360-46-100 


360-46-110. 


360-46-120 
360-46-130 
360-46-140 
360-46-150 
360-46-160 
360-47 

360-47-010 
360-47-020 
360-47-030 
360-47-040 
360-47-050 
360-48 

360-48-010 
360-48-020 
360-48-030 
360-48-040 
360-48-050 
360-48-060 
360-48-070 
360-48-080 
360-49 

360-49-010 
360-49-020 
360-49-040 
360-49-050 
360-49-050 
360-49-050 
360-52 

360-52-010 
360-52-020 
360-52-030 
360-52-040 
360-52-050 
360-52-060 
360-52-070 
360-52-080 
360-52-090 
360-52-100 
360-52-110 
360-52-120 
360-52-120 
360-52-120 
360-54 

360-54-010 
360-54-020 
360-54-030 
360-54-040 
360-54-050 
360-60 

360-60-010 
360-60-020 
360-60-030 
360-60-040 


WSR 4 


DECOD-P 91-14-033 
DECOD-P 91-14-033 
DECOD-P 91-14-033 
DECOD-P 91-14-033 
DECOD-P 91-14-033 
DECOD-P 91-14-033 
DECOD-P 91-14-033 
DECOD-P 91-14-033 
DECOD-P 91-14-033 
DECOD-P 91-14-033 
DECOD-P 91-14-033 
DECOD-W 91-06-037 
DECOD-P 91-14-033 
DECOD-P 91-14-033 
DECOD-P 91-14-033 
DECOD-P 91-14-033 
DECOD-P 91-14-033 
DECOD-P 91-14-033 
DECOD-P 91-14-033 
DECOD-P 91-14-033 
DECOD-P 91-14-033 
DECOD-P 91-14-033 
DECOD-P 91-14-033 
DECOD-P 91-14-033 
DECOD-P 91-14-033 
DECOD-P 91-14-033 
DECOD-P 91-14-033 
DECOD-P 91-14-033 
DECOD-P 91-14-033 
DECOD-W 91-06-037 
DECOD-P 91-14-033 
DECOD-P 91-14-033 
DECOD-P 91-14-033 
DECOD-P 91-14-033 
DECOD-P 91-14-033 
DECOD-W 91-06-037 
DECOD-P 91-14-033 
DECOD-P 91-14-033 
DECOD-P 91-14-033 
DECOD-P 91-14-033 
DECOD-P 91-14-033 
DECOD-P 91-14-033 
DECOD-P 91-14-033 
DECOD-P 91-14—033 
DECOD-W 91-06-037 
DECOD-P 91-14-033 
DECOD-P 91-14-033 
DECOD-P 91-14-033 
NEW-P 91-05-090 
NEW 91-13-004 
DECOD-P 91-14-033 
DECOD-W 91-06-037 
DECOD-P 91-14—033 
DECOD-P 91-14-033 
DECOD-P 91-14-033 
DECOD-P 91-14-033 
DECOD-P 91-14-033 
DECOD-P 91-14-033 
DECOD-P 91-14-033 
DECOD-P 91-14-033 
DECOD-P 91-14-0331 
DECOD-P 91-14-033 
DECOD-P 91-14-033 
NEW-P 91-05-092 
NEW 91-11-040 
DECOD-P 91-14-033 
DECOD-W 91-06-037 
DECOD-P 91-14-033 
DECOD-P 91-14-033 
DECOD-P 91-14-033 
DECOD-P 91-14-033 
DECOD-P 91-14-033 
DECOD-W 91-06-037 
DECOD-P 91-14-033 
DECOD-P 91-14-033 
DECOD-P 91-14-033 
DECOD-P 91-14-033 


Table of WAC Sections Affected 


WAC # WSR j WAC # WSR # 
365-90-010 AMD 91-04-017 371-08-230 AMD 91-03-028 
365-90-020 AMD 91-04-017 371-08-240 AMD 91-03-028 
365-90-030 КЕР 91-04-017 371-08-245 REP 91-03-028 
365-90-040 AMD 91-04-017 371-12 REP-C 91-03027 
365-90-050 REP 91-04-017 371-12-010 КЕР 91-03-028 
365-90-070 AMD 91-04-017 371-12-020 КЕР 91-03-028 
365-90-080 AMD 91-04-017 371-12-030 REP 91-03-028 
365-90-090 AMD 91-04-017 371-12-040 REP 91-03-028 
365-190-010 NEW 91-07-041 371-12-050 КЕР 91-03-028 
365-190-020 NEW 91-07-041 371-12-060 REP 91-03-028 
365-190-030 NEW 91-07-041 371-12-070 REP 91-03-028 
365-190—040 NEW 91-07-041 371-12-080 REP 91-03-028 
365-190-050 NEW 91-07-041 371-12-090 REP 91-03-028 
365-190-060 NEW 91-07-041 371-12-100 | REP 91-03-028 
365-190-070 NEW 91-07-041 371-12-110 REP 91-03-028 
365-190-080 NEW 91-07-041 371-12-120 REP 91-03-028 
371-08 AMD-C 91-03-027 371-12-130 КЕР 91-03-028 
371-08-001 NEW 91-03-028 374-50-010 NEW-P 91-08-033 
371-08-002 NEW 91-03-08 374-50-020 NEW-P 91-08-033 
371-08-005 AMD 91-03-028 374-50-030 NEW-P 91-08-033 
371-08-010 AMD 91-03-028 374-50-040 NEW-P 91-08-033 
371-08-015 REP 91-03-028 374-50-050 NEW-P 91-08-033 
371-08-020 AMD 91-03-028 374-50-060 NEW-P 91-08-033 
371-08-030 AMD 91-03-028 374-50-070 NEW-P  91-08-033 
371-08-031 REP 91-03-028 374-50-080 NEW-P 91-08-033 
371-08-032 AMD 91-03-08 374-50-090 NEW-P 91-08-033 
371-08-033 NEW 91-03-028 381-10-010 NEW-P 91-10-009 
371-08-035 AMD 91-03-028 381-10-010 NEW 91-14-028 
371-08-040 AMD 91-03-028 381-10-020 NEW-P 91-10-009 
371-08-045 REP 91-03-028 381-10-020 NEW 91-14-028 
371-08-065 AMD 91-03-028 381-10-030 NEW-P  91-10-009 
371-08-071 AMD 91-03-028 381-10-030 NEW 91-14-028 
371-08-075 AMD 91-03-028 381-10-040 NEW-P 91-10-009 
371-08-080 AMD 91-03-028 381-10—040 NEW 91-14-028 
371-08-085 AMD 91-03-028 381-10-050 NEW-P 91-10-009 
371-08-095 REP 91-03-028 381-10-050 NEW 91-14-028 
371-08-100 AMD 91-03-028 381-10-060 NEW-P 91-10-009 
371-08-102 REP 91-03-028 381-10-060 NEW 91-14-028 
371-08-104 AMD 91-03-028 381-10-070 NEW-P 91-10-009 
371-08-105 REP 91-03-028 381-10-070 NEW 91-14-028 
371-08-106 NEW 91-03-028 381-10—080 NEW-P 91-10-009 
371-08-110 REP 91-03-028 381-10-080 NEW 91-14-028 
371-08-115 REP 91-03-028 381-10-090 NEW-P 91-10-009 
371-08-120 REP 91-03-028 381-10—090 NEW 91-14-028 
371-08-125 AMD 91-03-028 381-10-100 NEW-P 91-10009 
371-08-130 AMD 91-03-028 381-10-100 NEW 91-14-028 
371-08-131 REP 91-03-028 381-10-110 NEW-P 91-10-009 
371-08-132 REP 91-03-028 381-10-110 NEW 91-14-028 
371-08-135 КЕР 91-03-028 381-10-120 NEW-P 91-10009 
371-08-140 AMD 91-03-028 381-10-120 NEW 91-14-028 
371-08-144 AMD 91-03-028 381-10-130 NEW-P 91-10-009 
371-08-146 NEW 91-03-028 381-10-130 NEW 91-14028 
371-08-147 NEW 91-03-028 381-10-140 NEW-P 91-10-009 
371-08-148 NEW 91-03-028 381-10-140 NEW 91-14-028 
371-08-155 AMD 91-03-028 381-10-150 NEW-P 91-10-009 
371-08-156 AMD 91-03-028 381-10-150 NEW 91-14-028 
371-08-160 КЕР 91-03-028 381-10-160 NEW-P 91-10-009 
371-08-162 МЕУУ 91-03-028 381-10-160 NEW 91-14-028 
371-08-163 КЕР 91-03-028 381-10-170 NEW-P 91-10009 
371-08-165 AMD 91-03-028 381-10-170 NEW 91-14-028 
371-08-175 REP 91-03-028 381-20-010 NEW-P 91-10-009 
371-08-180 AMD 91-03-028 381-20-010 NEW 91-14-028 
371-08-183 AMD 91-03-028 381--20-020 NEW-P 91-10-009 
371-08-184 NEW 91-03-028 381-20-020 NEW 91-14-028 
371-08-186 AMD 91-03-028 381-20-030 NEW-P 91-10-009 
371-08-187 AMD 91-03-028 381-20-030 NEW 91-14-028 
371-08-188 AMD 91-03-028 381-20-040 NEW-P 91-10-009 
371-08-189 AMD 91-03-028 381-20-040 NEW 91-14-028 
371-08-190 REP 91-03-028 381-20—050 NEW-P 91-10-009 
371-08-195 AMD 91-03-028 381-20-050 NEW 91-14-028 
371-08-196 AMD 91-03-028 381-20-060 NEW-P 91-10009 
371-08-200 AMD 91-03-028 381-20-060 NEW 91-14-028 
371-08-201 REP 91-03-028 381-20-070 NEW-P 91-10-009 
371-08-205 REP 91-03-028 381-20-070 NEW 91-14—028 
371-08-210 КЕР 91-03-028 381-20-080 NEW-P 91-10-009 
371-08-215 AMD 91-03-028 381—20-080 NEW 91-14-028 
371-08-220 AMD 91-03-028 381-20-090 NEW-P 91-10-009 


Table of WAC Sections Affected 


WAC } WSR 4 WAC # WSR 4 WAC # WSR # 
381-20-090 NEW 91-14-028 381-60-140 NEW 91-14-029 388-14-450 NEW-P  91-04-002 
381-20-100 NEW-P 91-10-009 381-60-150 NEW 91-14-029 388-14-450 NEW-E 9104003 
381-20-100 NEW 91-14-028 381-60-160 NEW 91-14-029 388-14-450 NEW 91-09018 
381-20-110 NEW-P  91-10-009 381-60-170 NEW 91-14-029 388-15-208 AMD-S 91-04-039 
381-20-110 NEW 91-14-028 381-60-180 NEW 91-14-029 388-15-208 AMD 91-08-011 
381-20-120 NEW-P 91-10009 381-70-010 NEW 91-14-029 388-15-209 AMD-S 91-04-039 
381-20-120 NEW 91-14-028 381-70-020 NEW 91-14-029 388-15-209 AMD 91-08-011 
381-20-130 NEW-P 91-10-009 381-70-030 NEW 91-14-029 388-15-212 AMD-S 91-04-039 
381-20-130 NEW 91-14-028 381-70-040 NEW 91-14-029 388-15-212 AMD 91-08-011 
381-20-140 NEW-P 91-10-009 381-70-050 NEW 91-14-029 388-15-215 AMD-S 91-04-039 
381-20-140 NEW 91-14-028 381-70-060 NEW 91-14-029 388-15-215 AMD 91-08-011 
381-30-010 NEW 91-14-029 381-70-070 NEW 91-14-029 388-15-216 AMD-S 9104039 
381-30-020 NEW 91-14-029 381-70-080 NEW 91-14-029 388-15-216 AMD 91-08-011 
381-30-030 NEW 91-14-029 381-70-090 NEW 91-14-029 388-15-820 AMD-P 91-16-056 
381-30-040 NEW 91-14-029 381-70-100 NEW 91-14-029 388-15-820 AMD-E 91-16-066 
381-30-050 NEW 91-14-029 381-70-110 NEW 91-14-029 388-15-840 AMD-P 91-16-056 
381-30-060 NEW 91-14-029 381-70-120 NEW 91-14-029 388-15-840 AMD-E 91-16-066 
381-30-070 NEW 91-14-029 381-70-130 NEW 91-14-029 388-15-850 AMD-P 91-16-056 
381-30-080 NEW 91-14-029 381-70-140 NEW 91-14-029 388-15-850 AMD-E  91-16-066 
381-30-090 NEW 91-14-029 381-70-150 NEW 91-14-029 388-15-860 AMD-P 91-16-056 
381-30-100 NEW 91-14-029 381-70-160 NEW 91-14-029 388-15-860 AMD-E  91-16-066 
381-30-110 NEW 91-14-029 381-70-170 NEW 91-14-029 388-15-870 AMD-P  91-16-056 
381-30-120 NEW 91-14-029 381-70-180 NEW 91-14-029 388-15-870 AMD-E  91-16-066 
381-30-130 NEW 91-14-029 381-70-190 NEW 91-14-029 388-15-880 AMD-P 91-16-056 
381-30-140 NEW 91-14-029 381-70-200 NEW 91-14-029 388-15-880 AMD-E 91-16-066 
381-30-150 NEW 91-14-029 381-70-210 NEW 91-14-029 388-24-050 AMD-E 91-04042 
381-30-160 NEW 91-14-029 381-70-220 NEW 91-14-029 388-24-050 AMD-P 91-04043 
381-30-170 NEW 91-14-029 381-70-230 NEW 91-14-029 388-24-050 AMD-C 91-08010 
381-30-180 NEW 91-14-029 381-70-240 NEW 91-14-029 388-24-050 AMD-W 91-08-063 
381-40-010 NEW 91-14029 381-70-250 NEW 91-14-029 388-24-050 AMD-P 91-09-068 
381-40-020 NEW 91-14-029 381-70-260 NEW 91-14-029 388-24-050 AMD-E  91-09-069 
381-40-030 NEW 91-14-029 381-70-270 NEW 91-14-029 388-24-050 AMD 91-12-044 
381-40-040 NEW 91-14-029 381-70-280 NEW 91-14-029 388-24-070 AMD-P 91-13-10! 
381-40-050 NEW 91-14-029 381-70-290 NEW 91-14-029 388-24-070 AMD 91-16-062 
381-40-060 NEW 91-14-029 381-70-300 NEW 91-14-029 388-24-074 AMD-P 91-13-099 
381-40-070 NEW 91-14-029 381-70-310 NEW 91-14-029 388-24-074 AMD 91-16-058 
381-40-080 NEW 91-14-029 381-70-320 NEW 91-14-029 388-28-435 AMD-P 91-10-074 
381-40-090 NEW 91-14-029 381-70-330 NEW 91-14-029 388-28-435 AMD-E 91-10-078 
381-40-100 NEW 91-14-029 381—70-340 NEW 91-14-029 388-28-435 AMD 91-13-082 
381-40-110 NEW 91-14-029 381-70-350 NEW 91-14-029 388-28-482 AMD-P 91-10-075 
381-40-120 NEW 91-14-029 381-70-360 NEW 91-14-029 388-28-482 AMD-E 91-10-076 
381-40-130 NEW 91-14-029 381-70-370 NEW 91-14-029 388-28-482 AMD 91-13-083 
381-40-140 NEW 91-14-029 381-70-380 NEW 91-14-029 388-28-575 AMD 91-06-007 
381-40-150 NEW 91-14-029 381-70-390 NEW 91-14-029 388-28-575 AMD-P  91-10-072 
381-40-160 NEW 91-14-029 381-70-400 NEW 91-14-029 388-28-575 AMD-E 91-10-077 
381-40-170 NEW 91-14-029 381-70-410 NEW 91-14-029 388-28-575 AMD 91-13-080 
381-50-010 NEW 91-14-029 381-70-420 NEW 91-14-029 388-29-100 AMD-P 91-14-122 
381-50-020 NEW 91-14-029 381-70-430 NEW 91-14-029 388-29-100 AMD-E 91-14-124 
381-50-030 NEW 91-14-029 381-70-440 NEW 91-14-029 388-29-125 AMD-P 91-06-041 
381-50-040 NEW 91-14-029 381-80-010 NEW 91-14-029 388-29-125 AMD-E 91-06-045 
381-50-050 NEW 91-14-029 381-80-020 NEW 91-14-029 388-29-125 AMD 91-10-028 
381--50-060 NEW 91—14-029 381-80-030 NEW 91-14-029 388-33-135 AMD-P 91-16-014 
381-50-070 NEW 91-14-029 381-80-040 NEW 91-14-029 388-33-135 AMD-E 91-16-021 
381—50-080 NEW 91-14-029 381-80-050 NEW 91-14-029 388-33-376 AMD-P 91-07-068 
381-50-090 NEW 91-14-029 381-80-060 NEW 91-14-029 388-33-376 AMD 91-11-020 
381-50-100 NEW 91-14-029 388-1 1-220 AMD-P 91-06-040 388-37-029 NEW-P 91-16-015 
381-50-110 NEW 91-14-029 388-11-220 AMD-E 91-06-048 388-37-029 NEW-E 91-16-019 
381-50-120 NEW 91-14-029 388-11-220 AMD 91-10-027 388-37-030 AMD-E 91-15-002 
381-50-130 NEW 91-14-029 388-14-030 AMD-P 914-121 388-37-030 AMD-P 91-15-063 
381-50-140 NEW 91-14-029 388-14-030 AMD-E 91-14-123 388-37-030 AMD-P 91-16-016 
381-50-150 NEW 91-14-029 388-14-275 AMD-P 91-06-097 388-37-030 AMD-E  91-16-020 
381-50-160 NEW 91-14-029 388-14-275 AMD 91-10-026 388-37-030 AMD-W 91-16-036 
381-50-170 NEW 91-14-029 388-14-385 AMD-P 91-04-002 388-37-030 AMD-P 91-16-0237 
381-50-180 NEW 91-14-029 388-14-385 AMD-E 91-04-003 388-37-030 AMD-E 91-16-039 
381-60-010 NEW 91-14-029 388-14-385 AMD 91-09-018 388-37-030 AMD-W  91-16-073 
381-60-020 NEW 91-14-029 388-14-415 AMD-P 91-04-002 388-37-030 AMD-P 91-16-074 
381-60-030 NEW 91-14-029 388-14-415 AMD-E 91-04-003 388-37-030 AMD-E 91-16-075 
381-60-040 NEW 91-14-029 388-14-415 AMD 91-09-018 388-37-038 AMD-E 91-15-002 
381-60-050 NEW 91-14-029 388—14-435 NEW-P 91-04-002 388-37-038 AMD-P 91-15-063 
381-60-060 NEW 91-14-029 388-14—435 NEW-E  91-04-003 388-37-038 AMD-W 91-16-036 
381-60-070 NEW 91-14-029 388-14-435 NEW 91-09-018 388-37-038 AMD-P 91-16-037 
381-60-080 NEW 91-14-029 388-14-440 NEW-P 91-04-002 388-37-038 AMD-E 91-16-039 
381-60-090 NEW 91-14-029 388-14-440 NEW-E  91-04-003 388-37-038 AMD-W 91-16-073 
381-60-100 NEW 91-14-029 388-14-440 NEW 91-09-018 388-37-038 AMD-P 91-16-074 
381-60-110 NEW 91-14-029 388-14-445 NEW-P 91-04-002 388-37-038 AMD-E  91-16-075 
381-60-120 NEW 91-14-029 388-14-445 NEW-E  91-04-003 388-37-115 AMD-E  91-15-002 
381-60-130 NEW 91-14-029 388-14-445 NEW 91-09-018 388-37-115 AMD-P 91-15-063 


[343] 


WAC jf WSR # 
388-37-115 AMD-W  91-16-036 
388-37-115 AMD-P 91-16-037 
388-37-115 AMD-E 91-16—039 
388-37-115 AMD-W  91-16-073 
388-37-115 AMD-P 91-16-074 
388-37-115 AMD-E 91-16-075 
388-42-150 AMD 91—06—005 
388-44-145 AMD-C 91—03-039 
388-44-145 AMD-C 91—04-047 
388-44-145 AMD-C 91—06-055 
388-44-145 AMD 91-09-070 
388-49-020 AMD-P 91-05-074 
388-49-020 AMD 91-10-096 
388-49-020 AMD-P 91-13-104 
388-49-020 AMD 91-16-065 
388-49-030 AMD-P 91-11-109 
388-49-030 AMD 91-14—081 
388-49-040 AMD-P 91-11-110 
388—49—040 AMD 91-14-082 
388-49-080 AMD-P 91-09-031 
388-49-080 AMD-E 91-09-032 
388-49-080 AMD 91-12-043 
388-49-120 AMD-P 91-11-110 
388-49-120 AMD 91-14-082 
388-49-190 AMD-P 91-05-073 
388-49-190 AMD 91-10-098 
388-49-270 AMD-P 91-13-098 
388-49-270 AMD 91—16—063 
388-49-310 AMD-P 91-07-069 
388-49-310 AMD 91-11-019 
388-49-330 AMD-P 91-05-075 
388-49-330 AMD 91-10-099 
388-49-410 AMD-P 91-05-071 
388-49-410 AMD 91-10-097 
388-49-420 AMD-P 91-05-071 
388-49-420 AMD 91-10-097 
388-49-430 AMD-P 91-13-100 
388-49-430 AMD 91-16-064 
388-49-470 AMD 91—06—004 
388-49-480 AMD-P 91-05-072 
388-49-480 AMD-W 91-10-034 
388-49-480 AMD-P 91-12-023 
388-49-480 AMD-E 91-12-027 
388—49—480 AMD 91-15-088 
388-49-500 AMD-P 91-14-120 
388-49-505 AMD-P 91-04-035 
388-49-505 AMD-E 91-04—036 
388-49-505 AMD 91-08—013 
388-49-520 AMD-P 91-09-067 
388-49-520 AMD 91-12-025 
388-49-530 AMD-P 91-09—067 
388-49-530 AMD 91-12-025 
388-49-535 AMD-P 91—09—067 
388-49-535 AMD 91-12-025 
388-49-600 AMD-P 91-08-064 
388-49-600 AMD 91-11-087 
388—53 AMD 91-06-006 
388-53-010 АМЫ 91-06-006 
388-53-050 AMD 91—06—006 
388-53А-010 КЕР-Р 91-12-066 
388-53А-010 КЕР 91-15-087 
388-53А-020 КЕР-Р 91-12-066 
388-53А-020 КЕР 91-15-087 
388-53А-030 КЕР-Р 91--12-066 
388-53А-030 КЕР 91-15-087 
388-53А-040 КЕР-Р 91-12-066 
388-53А-040 КЕР 91-15-087 
388-53А-050 КЕР-Р 91-12-066 
388-53А-050 КЕР 91-15-087 
388-53А-060 КЕР-Р 91-12-066 
388-53А-060 КЕР 91-15-087 
388-53А-070 КЕР-Р 91-12-066 
388-53А-070 КЕР 91-15-087 
388-53А-080 КЕР-Р 91-12-066 
388-53А-080 КЕР 91-15-087 
388-53А-090 КЕР-Р 91-12-066 
388-53А-090 КЕР 91-15-087 


Table of WAC Sections Affected 


WAC # WSR # 
388-53A-100 REP-P  91-12-066 
388-53A-100 REP 91-15087 
388-53A-110 REP-P — 91-12066 
388-53A-110 REP 91-15-087 
388-53A-120 REP-P 91-12-066 
388-53A-120 REP 91-15-087 
388-53A-130 REP-P 91-12066 
388-53A-130 REP 91-15-087 
388-53А-140 REP-P 91-12-066 
388-53А-140 КЕР 91-15-087 
388-62-020 AMD-P 91-14-119 
388-62-025 NEW-P 91-14-19 
388-62-035 AMD-P 91-14-19 
388-62-050 REP-P 91-14-119 
388-62-070 AMD-P 91-14-19 
388-62-075 AMD-P 91-14-119 
388-62-080 AMD-P 91-14-119 
388-62-095 AMD-P 91-14-19 
388-62-100 REP-P 91-14119 
388-62-115 REP-P 91-14-119 
388-62-130 REP-P  91-14-119 
388-62-135 AMD-P 91-14-119 
388-62-155 REP-P  91-14-119 
388-62-160 REP-P 91-14-119 
388-62-165 REP-P  91-14-119 
388-62-170 REP-P  91-14-119 
388-62-190 AMD-P  91-14-119 
388-62-200 AMD-P 91-14-119 
388-76-030 AMD-P 91-05-070 
388-76-030 AMD 91-09-016 
388-76-040 AMD-P 91-05-070 
388-76-040 AMD 91-09-016 
388-76-087 AMD-P 91-05070 
388-76-087 AMD 91-09-016 
388-77-010 AMD 91-04-041 
388-77-010 AMD 91-05-010 
388-77-010 AMD 91-05-058 
388-77-010 AMD 91-08-050 
388-77-230 КЕР 91-04-041 
388-77-230 КЕР 91-05-010 
388-77-230 КЕР 91-05-058 
388-77-230 КЕР 91-08-050 
388-77-240 AMD-P 91-15-062 
388-77-320 AMD 91-04-041 
388-77-320 AMD 91-05-010 
388-77-320 AMD 91-05-058 
388-77-320 AMD 91-08-050 
388-77-500 AMD 91-04-041 
388-77-500 AMD 91-05-010 
388-77-500 AMD 91-05-058 
388—77-500 AMD 91-08-050 
388-77-515 AMD 91-04-041 
388-77-515 AMD 91-05-010 
388-77-515 AMD 91-05-058 
388-77-515 AMD 91-08-050 
388-77-520 AMD 91-04-041 
388-77-520 AMD 91-05-010 
388-77-520 AMD 9105-058 
388-77-520 AMD 91-08-050 
388-77-530 КЕР 91-04-041 
388-77-530 КЕР 91-05-010 
388-77-530 КЕР 91-05-058 
388-77-530 КЕР 91-08-050 
388-77-531 NEW-P 91-12-065 
388-77-531 NEW-E 91-12-068 
388-77-531 NEW 91-15-086 
388-77-555 AMD 91-04-041 
388-77-555 AMD 91-05-010 
388-77-555 AMD 91-05-058 
388-77-555 AMD 91-08-050 
388-77-600 AMD 91-04-041 
388-77-600 AMD 91-05-010 
388-77-600 AMD 91-05-058 
388-77-600 AMD 91-08-050 
388-77-610 AMD 91-04041 
388-77-610 AMD 91-05-010 
388-77-610 AMD 91-05-058 


WAC f WSR # 
388-77-610 AMD 91—08-050 
388-77-610 AMD-P 91-10-073 
388-77-610 AMD-E 91-10-079 
388-77-610 AMD 91-13-081 
388-77-615 AMD 91-04-041 
388-77-615 AMD 91-05-010 
388-77-615 AMD 91-05-058 
388-77-615 AMD 91-08-050 
388-8 1-030 AMD 91-07-011 
388-8 1-070 REP-P 91-14-066 
388-81-070 REP-E 91-14-070 
388-82-010 AMD 91—06-003 
388-82-010 AMD-E  9I-11-016 
388-82-010 . AMD-P 91-11-017 
388-82-010 AMD 91-15-014 
388-82-140 AMD 91-07-011 
388-82-160 AMD-P 91-08-035 
388-82-160 AMD-E 91-08-036 
388-82-160 AMD 91-11-086 
388-83-013 AMD-P 91-06-042 
388-83-013 AMD-E 91-06-046 
388-83-013 AMD 91-10-101 
388-83-032 AMD-P 91-06-043 
388-83-032 AMD-E  91-06-047 
388-83-032 AMD 91-10-100 
388-83-033 AMD-P 91-08-034 
388-83-033 AMD-E  91-08-037 
388-83-033 AMD-E 91-10-036 
388-83-033 AMD 91-11-085 
388-83-041 NEW-P 91-05-008 
388-83-041 NEW-E  91-05-009 
388-83-041 NEW 91-09-017 
388-83-130 AMD-P 91-06-043 
388-83-130 AMD-E  91-06-047 
388-83-130 AMD 91-10-100 
388-83-200 AMD-P 91-12-067 
388-83-200 AMD 91-16-059 
388-84-105 AMD 91-05-011 
388-85-115 AMD-E  91-11-016 
388-85-115 AMD-P  91-11-017 
388-85-115 AMD 91-16-024 
388-86-00901 АМП-Р 91-04-040 
388-86-00901 АМР-Е 91-04-044 
388-86-00901 АМР 91-08-012 
388-87-007 AMD-P 91-16-03% 
388-87-007 AMD-E 91-16-040 
388-87-010 AMD 91-07-011 
388-87-010 AMD-P 91-14-067 
388-87-010 AMD-E 91-14-072 
388-87-015 AMD-P 91-16-017 
388-87-015 AMD-E 91-16-022 
388-87-070 AMD-P 91-06-044 
388-87-070 AMD-E  91-06-049 
388-87-070 RESCIND 91-06-056 
388-87-070 AMD 91-10-025 
388-87-072 AMD-P 91-06-044 
388-87-072 AMD-E  91-06-049 
388-87-072 RESCIND 91-06-056 
388-87-072 AMD 91-10-025 
388-87-105 AMD-P 91-16018 
388-87-105 AMD-E 91-16023 
388-92-045 AMD-P 91-05-008 
388-92-045 AMD-E  91-05-009 
388-92-045 AMD 91-09-017 
388-95-320 AMD-P 91-05034 
388-95~320 AMD-E  91-05-035 
388-95-320 AMD 91-09-019 
388-95-337 AMD 91-07-011 
388-95-360 AMD 91-07-011 
388-95-360 AMD-P 91-14-068 
388-95-360 AMD-E  91-14-071 
388-95-380 AMD-P 91-05-008 
388-95-380 AMD-E 91-05-009 
388-95-380 AMD 91-09-017 
388-95-395 AMD-P 91-12-022 
388-95-395 AMD-E  91-12-029 
388-95-395 AMD 91-15-085 


WAC # 


388-96-221 
388-96-722 
388-96-722 
388-96-760 
388-96-760 
388-96-901 
388-96-901 
388-96-904 
388-96-904 
388-99-020 
388-99-040 
388-99-040 
388-99-040 
388-100-005 
388-100-005 
388-100-010 
388-100-010 
388-100-015 
388-100-015 
388-100-020 
388-100-020 
388-100-025 
388-100-025 
388-100-030 
388-100-030 
388-100-035 
388-100-035 
388-150-005 
388-150-005 
388-150-005 
388-150-020 
388-150-020 
388-150-020 
388-150-100 
388-150-100 
388-150-100 
388-150-180 
388-150-180 
388-150-180 
388-150-210 
388-150-210 
388-150-210 
388-150-280 
388-150-280 
388-1 50-280 
388-150-390 
388-1 50-390 
388-1 50-390 
388-150-450 
388-150-450 
388-150-450 
388-155 
388-155-005 
388-155-010 
388-155-020 
388-1 55-020 
388-155-020 
388-155-020 
388-1 55-040 
388-155-050 
388-155-060 
388-155-070 
388-155-080 
388-155-090 
388-155-100 
388-155-110 
388-155-120 
388-155-130 
388-155-140 
388-155-150 
388-155-160 
388-155-165 
388-155-170 
388-155-180 
388-155-190 
388-155-200 
388—155-210 


АМО-Р 
АМО-Р 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD 
AMD-P 
AMD-E 
AMD 
AMD-P 
AMD-E 
AMD-P 
AMD-E 
AMD-P 
AMD-E 
AMD-P 
AMD-E 
AMD-P 
AMD-E 
AMD-P 
AMD-E 
AMD-P 
AMD-E 
AMD-P 
AMD-E 
AMD 
AMD-P 
AMD-E 
AMD 
AMD-P 
AMD-E 
AMD 
AMD-P 
AMD-E 
AMD 
AMD-P 
AMD-E 
AMD 
AMD-P 
AMD-E 
AMD 
AMD-P 
AMD-E 
AMD 
AMD-P 
АМО-Е 
AMD 
NEW-C 
NEW 
NEW 
NEW 
AMD-P 
AMD-E 
AMD 
NEW 
NEW 
NEW 
NEW 
NEW 
NEW 
NEW 
NEW 
NEW 
NEW 
NEW 
NEW 
NEW 
NEW 
NEW 
NEW 
NEW 
NEW 
NEW 


WSR j 


91-09-066 
91-09-066 
91-12-026 
91-09-066 
91-12-026 
91-09-066 
91-12-026 
91-09-066 
91-12-026 
91-07-011 
91-05-008 
91-05-009 
91-09-017 
91-14-067 


91-12-028 
91-15-084 
91-03-127 
91-03-128 
91-07-013 
91-03-127 
91-03-128 
91-07-013 
91-03-127 
91-03-128 
91-07-013 
91-03-127 
91-03-128 
91-07-013 
91-03-127 
91-03-128 
91-07-013 
91-03-127 
91-03-128 
91-07-013 
91-03-038 
91-04-048 
91-04-048 
91-04-048 
91-12-024 
91-12-028 
91-15-084 
91-04-048 
91-04-048 
91-04-048 
91-04-048 
91-04-048 
91-04-048 
91-04-048 
91-04-048 
91-04-048 
91-04-048 
91-04-048 
91-04-048 
91-04-048 
91-04-048 
91-04-048 
91-04-048 
91-04-048 
91-04-048 
91-04-048 


Table of WAC Sections Affected 


WAC # WSR j WAC # WSR # 
388-155-220 NEW 91-04-048 390-37-150 AMD 91-16-072 
388-155-230 NEW 91-04-048 390-37-210 КЕР-Р 91-13-089 
388-155-240 NEW 91-04-048 390-37-210 REP 91-16-072 
388-155-250 NEW 91-04-048 392-101-010 AMD-P 91-13-053 
388-155-260 NEW 91-04-048 392-101-015 NEW 91-02-095 
388-155-270 NEW 91-04-048 392-115-005 NEW-P 91-03-001 
388-155-280 NEW 91-04-048 392-115-005 NEW 91-07-007 
388-155-285 NEW-W 91-11-026 392-115-010 NEW-P 91-03-001 
388-155-290 NEW 91-04-048 392-115-010 NEW 91-07-007 
388-155-295 NEW 91-04-048 392-115-015 NEW-P 9]-03-001 
388-155-310 NEW 91-04-048 392-115-015 NEW 91-07-007 
388-155-320 NEW 91-04-048 392-115-020 NEW-P 91-03-00! 
388-155-330 NEW 91-04-048 392-115-020 NEW 91-07-007 
388-155-340 NEW 91-04-048 392-115-025 NEW-P 91-03-001 
388-155-350 NEW 91-04-048 392-115-025 NEW 91-07-007 
388-155-360 NEW 91-04-048 392-115-030 NEW-P 91-03-00! 
388-155-370 NEW 91-04-048 392-115-030 NEW 91-07-007 
388-155-380 NEW 91-04-048 392-115-035 NEW-P 91-03-001 
388-155-390 NEW 91-04-048 392-115-035 NEW 91-07-007 
388-155-400 NEW 91-04-048 392-115-040 NEW-P 91-03-001 
388-155-410 NEW 91-04-048 392-115-040 NEW 91-07-007 
388-155-420 NEW 91-04-048 392-115-045 NEW-P 91-03-001 
388-155-430 NEW 91-04-048 392-115-045 NEW 91-07-007 
388-155-440 NEW 91-04-048 392-115-050 NEW-P 91-03-001 
388-155-450 NEW 91-04-048 392-1 15-050 NEW 91-07-007 
388-155-460 NEW 91-04-048 392-115-055 NEW-P 91-03-001 
388-155-470 NEW 91-04-048 392-115-055 NEW 91-07-007 
388-155-480 NEW 91-04-048 392-115-060 NEW-P 91-03-001 
388-155-490 NEW 91-04-048 392-115-060 МЕМ 91-07-007 
388-155-500 NEW 91-04-048 392-1 15-065 NEW-P 91-03-001 
390-05-210 AMD-W 91-11-104 392-115-065 NEW 91-07-007 
390-05-210 AMD-P 91-11-105 392-115-070 NEW-P 91-03-001 
390-05-210 AMD 91-14-041 392-115-070 NEW 91-07-007 
390-14-045 AMD-P 91-13-089 392-115-075 NEW-P 91-03-001 
390-14-045 AMD 91-16-072 392-115-075 NEW 91-07-007 
390-16-240 NEW-P 91-10056 392-115-080 NEW-P 91-03-001 
390-16-240 NEW 91-14-041 392-115-080 NEW 91-07-007 
390-16-308 AMD-W 91-11-104 392-115-085 NEW-P . 91-03-001 
390-16-308 AMD-P 91-11-105 392-115-085 NEW 91-07-007 
390-16-308 AMD 91-14-041 392-115-090 NEW-P 91-03-001 
390-16-312 NEW-W  91-11-104 392-115-090 NEW 91-07-007 
390-16-312 NEW-P 91-11-105 392-115-095 NEW-P 91-03-001 
390-16-312 NEW 91-14-041 392-115-095 NEW 91-07-007 
390-20-0101 AMD-C 91-06-034 392-115-100 NEW-P 91-03-00! 
39020-0101 AMD 91-09-021 392-115-100 NEW 91-07-007 
390-20-052 AMD-P 91-13-089 392-115-105 NEW-P 91-03-001 
390-20-052 AMD 91-16-072 392-115-105 NEW 91-07-007 
390-24-031 NEW-P 91-07-027 392-115-110 NEW-P 91-03-00! 
390-24-031 NEW 91-10-057 392-115-110 NEW 91-07-007 
390-28-050 REP-P 91-16-071 392-115-115 NEW-P 91-03-001 
390-37-060 AMD-P 91-13-089 392-115-115 NEW 91-07-007 
390-37-060 AMD 91-16-072 392-115-120 NEW-P 91-03-00! 
390-37-085 NEW-P  91-15-025 392-115-120 NEW 91-07-007 
390-37-085 NEW-W 91-15-051 392-115-125 NEW-P 91-03-001 
390-37-090 AMD-P 91-13-0899 392-115-125 NEW 91-07-007 
390-37-090 AMD 91-16-072 392-115-130 NEW-P 91-03-001 
390-37-100 AMD-P 91-13-089 392-115-130 NEW 91-07-007 
390-37-100 AMD 91-16-072 392-115-135 NEW-P 91-03-001 
390-37-105 NEW-P 91-13-089 392-115-135 NEW 91-07-007 
390-37-105 NEW 91-16-072 392-115-140 NEW-P 91-03-001 
390-37-120 NEW-P 91-13-089 392-115-140 NEW 91-07-007 
390-37-120 NEW 91-16-072 392-115-145 NEW-P 91-03-001 
390-37-130 NEW-P 91-13-089 392-115-145 NEW 91-07-007 
390-37-130 NEW 91-16-072 392-115-150 NEW-P 91-03-001 
390-37-132 NEW-P 91-13-089 392-115-150 NEW 91-07-007 
390-37-132 NEW 91-16-072 392-115-155 NEW-P 91-03-001 
390-37-134 NEW-P 91-13-089 392-115-155 NEW 91-07-007 
390-37-134 NEW 91-16-072 392-117-005 NEW-P 91-09-025 
390-37-136 NEW-P 91-13-089 392-117-005 NEW 91-13-054 
390-37-136 NEW 91-16-072 392-117-010 NEW-P 91-09-025 
390-37-140 NEW-P 91-13-089 392-117-010 NEW 91-13-054 
390-37-140 NEW 91-16-072 392-117-015 NEW-P 91-09-025 
390-37-142 NEW-P 91-13-089 392-117-015 NEW 91-13-054 
390-37-142 МЕМ 91-16-072 392-117-020 NEW-P 91-09-025 
390-37-144 NEW-P 91-13-089 392-117-020 NEW 91-13-054 
390-37-144 NEW 91-16-072 392-117-025 NEW-P 91-09-025 
390-37-150 AMD-P 91-13-089 392-117-025 NEW 91-13-054 


WAC # WSR # 
392-117-030 NEW-P 91-09-025 
392-117-030 NEW 91-13-054 
392-117-035 NEW-P  91-09-025 
392-117-035 NEW 91-13-054 
392-117-040 NEW-P 91-09-025 
392-117-040 NEW 91-13-054 
392-117-045 NEW-P 91-09-025 
392-117-045 NEW 91-13-054 
392-117-050 NEW-P  91-09-025 
392-117-050 NEW 91-13-054 
392-121-108 AMD 91-02-096 
392-121-133 AMD 91-02-096 
392-121-136 AMD 91-02-096 
392-121-182 AMD 91-02-096 
392-121-184 NEW-P 91-04088 
392-121-184 NEW 91—08—038 
392-121-265 AMD 91-02-097 
392-121-268 AMD 91-02-097 
392-121-269 NEW 91-02-097 
392-121-270 AMD 91-02-097 
392-121-272 AMD 91-02-097 
392-121-280 AMD 91-02-097 
392-121-295 AMD 91-02-097 
392-121-297 REP 91-02-097 
:392-121-299 AMD 91-02-097 
392-121-500 NEW 91-07-006 
392-121-500 AMD-P 91-10-105 
392-121-500 AMD 91-14-038 
392-121-505 NEW 91-07-006 
392-121-505 AMD-P 91-10-105 
392-121-505 AMD 91-14-038 
392-121-510 NEW 91-07-006 
392-121-510 AMD-P 91-10-105 
392-121-510 AMD 91-14-038 
392-121-515 NEW 91-07-006 
392-121-520 NEW 91-07-006 
392-121-525 NEW 91-07-006 
392-121-530 NEW 91-07-006 
392-121-535 NEW 91-07-006 
392-121-540 NEW 91-07-006 
392-121-545 NEW 91-07-006 
392-122-010 AMD 91-03-118 
392-122-100 AMD 91-03-118 
392-122-106 AMD 91-03-118 
392-122-107 AMD 91-03-118 
392-122-110 AMD 91-03-118 
392-122-115 REP 91-03-118 
392-122-120 AMD 91-03-118 
392-122-125 ВЕР 91-03-118 
392-122-145 AMD 91-03-118 
392-122-165 NEW 91-03-118 
392-122-200 AMD 91-03-118 
392-122-206 NEW 91-03-118 
392-122-210 AMD 91-03-118 
392-122-215 REP 91-03-118 
392-122-230 AMD 91-03-118 
392-122-235 AMD 91-03-118 
392-122-240 REP 91-03-118 
392-122-245 КЕР 91-03-118 
392-122-250 REP 91-03-118 
392-122-265 REP-W 91-13-071 
392-122-270 AMD 91-03-118 
392-122-600 AMD 91-03-118 
392-122-605 AMD 91-03-118 
392-122-610 AMD 91-03-118 
392-122-700 AMD 91-03-118 
392-122-800 AMD 91—03-118 
392-122-805 AMD 91-03-118 
392-122-910 NEW 91-03-118 
392-125-014 NEW-P 91-03050 
392-125-014 NEW 91-07-063 
392-125-015 AMD-P 91-03050 
392-125-015 AMD 91-07-063 
392-125-020 AMD-P 91-03-050 
392-125-020 AMD 91-07-063 
392-125-025 AMD-P 91—03-050 
392-125-025 AMD 91-07-063 


Table of WAC Sections Affected 


WAC # 


392-125-026 
392-125-026 
392-125-027 
392-125-027 
392-125-030 
392-125-030 
392-125-085 
392-125-085 
392-127-004 
392-127-004 
392-127-006 
392-127-006 
392-127-011 
392-127-011 
392-127-700 
392-127-703 
392-127-705 
392-127-710 
392-127-715 
392-127-720 
392-127-725 
392-127-730 
392-127-735 
392-127-740 
392-127-745 
392-127-750 
392-127-755 
392-127-760 
392-127-765 
392-127-770 
392-127-775 
392-127-780 
392-127-785 
392-127-790 
392-127-795 
392-127-800 
392-127-805 
392-127-810 
392-127-815 
392-127-820 
392-127-825 
392-127-830 
392-140-224 
392-140-224 
392-140-257 
392-140-257 
392-140-336 
392-140-336 
392-140-337 
392-140-337 
392-140-340 
392-140-341 
392-140-342 
392-140-343 
392-140-345 
392-140-346 
392-140-347 
392-140-348 
392-140-349 
392-140-350 
392-140-351 
392-140-352 
392-140-353 
392-140-354 
392-140-355 
392-140-356 
392-140-357 
392-140-358 
392-140-359 
392-140-360 
392-140-361 
392-140-362 
392-140-363 
392-140-364 
392-140-365 
392-140-366 
392-140-367 


WSR 4 WAC # 
NEW-P 91-03-050 392-140-368 
NEW 91-07-063 392-140-369 
NEW-P  91-03-050 392-140-370 
NEW 91-07-063 392-140-371 
AMD-P 91-03-050 392-140-372 
AMD 91-07-063 392-140-373 
AMD-P 91-03-050 392-140-374 
AMD 91-07-063 392-140-375 
AMD-P 91-12-006 392-140-376 
AMD 91-16-011 392-140-377 
AMD-P 91-12-006 392-140-378 
AMD  . 91-16-011 392-140-379 
AMD-P 91-12-006 392-140-380 
AMD 91-16-011 392-140-381 
NEW 91-03-129 392-140-390 
NEW 91-03-129 392-140-391 
NEW 91-03-129 392-140-392 
NEW 91-03-129 392-140-393 
NEW 91-03-129 392-142-005 
NEW 91-03-129 392-142-005 
NEW 91-03-129 392-142-095 
NEW 91-03-129 392-142-095 
NEW 91-03-129 392-142-235 
NEW 91-03-129 392-142-235 
NEW 91-03-129 392-142-250 
NEW 91-03-129 392-142-250 
NEW 91-03-129 392-145-015 
NEW 91-03-129 392-145-015 
NEW 91-03-129 392-145-015 
NEW 91-03-129 392-145-030 
NEW 91-03-129 392-145-030 
NEW 91-03-129 392-145-030 
NEW 91-03-129 392-151-003 
NEW 91-03-129 392-151-003 
NEW 91-03-129 392-151-005 
NEW 91-03-129 392-151-005 
NEW 91-03-129 392-151-010 
NEW 91-03-129 392-151-010 
NEW 91-03-129 392-151-015 
NEW 91-03-129 392-151-015 
NEW 91-03-129 392-151-017 
NEW 91-03-129 392-151-017 
AMD-P 91-09-026 392-151-020 
AMD 91-12-021 392-151-020 
AMD-P 91-04-089 392-151-035 
AMD 91-08-039 392-151-035 
AMD-P 91-12-006 392-151-040 
AMD 91-16-011 392-151-040 
AMD-P 91-12-006 392-151-045 
AMD 91-16-011 392-151-045 
NEW 91-02-094 392-151-050 
NEW 91-02-094 392-151-050 
NEW 91—02-094 392-151-055 
NEW 91-02-094 392-151-055 
NEW 91-02-094 392-151-060 
NEW 91-02-094 392-151-060 
NEW 91-02-094 392-151-095 
NEW 91-02-094 392-151-095 
NEW 91-02-094 392-151-105 
NEW 91-02-094 392-151-105 
NEW 91-02-094 392-151-120 
NEW 91-02-094 392-151-120 
NEW 91-02-094 392-151-125 
NEW 91-02-094 392-151-125 
МЕМ 91-02-094 392-151-130 
NEW 91-02-094 392-151-130 
NEW 91-02-094 392-151-135 
NEW 91-02-094 392-151-135 
NEW 91-02-094 392-151-140 
NEW 91-02-094 392-151-140 
NEW 91-02-094 392-151-145 
NEW 91-02-094 392-151-145 
NEW 91-02-094 392-151-150 
NEW 91-02-094 392-151-150 
NEW 91-02-094 392-160 
NEW 91-02-094 392-160-015 
NEW 91-02-094 392-160-020 


WSR 4 

NEW 91-02-094 
NEW 91-02-094 
NEW 91-02-094 
NEW 91-02-094 
NEW 91-02-094 
NEW 91-02-094 
NEW 91-02-094 
NEW 91-02-094 
NEW 91-02-094 
NEW 91-02-094 
NEW 91—02-094 
NEW 91-02-094 
NEW 91-02-094 
NEW 91-02-094 
NEW 91-02-094 
NEW 91-02-094 
NEW 91-02-094 
NEW 91-02-094 
AMD-P 91-12-006 
AMD 91-16-011 
AMD-P 91-12-006 
AMD 91-16-011 
AMD-P 91-12-006 
AMD 91-16-011 
AMD-P 91-12-006 
AMD 91-16-011 
AMD-P 91-03-074 
AMD 91-06-032 
AMD-W 91-16-032 
AMD-P 91-03-074 
АМО 91-06-032 
AMD-W 91-16-032 
NEW-P 91-10-085 
NEW 91-15-016 
AMD-P 91-10-085 
AMD 91-15-016 
AMD-P 91-10-085 
AMD 91-15-016 
AMD-P 91-10-085 
AMD 91-15-016 
NEW-P 91-10-085 
NEW 91-15-016 
AMD-P 91-10-085 
AMD 91-15-016 
AMD-P 91-10-085 
AMD 91-15-016 
AMD-P 91-10-085 
AMD 91-15-016 
AMD-P 91-10-085 
AMD 91-15-016 
AMD-P 91-10-085 
AMD 91-15-016 
AMD-P 91-10-085 
AMD 91-15-016 
AMD-P 91-10-085 
AMD 91-15-016 
AMD-P 91-10-085 
AMD 91-15-016 
AMD-P 91-10-085 
AMD 91-15-016 
AMD-P 91-10-085 
AMD 91-15-016 
AMD-P 91-10-085 
AMD 91-15-016 
AMD-P 91-10-085 
AMD 91-15-016 
AMD-P 91-10-085 
AMD 91-15-016 
AMD-P 91-10-085 
AMD 91-15-016 
REP-P 91-10-085 
REP 91-15-016 
REP-P 91-10-085 
REP 91-15-016 
AMD-C 91-11-028 
AMD-P 91-07-062 
AMD-P 91-07-062 


Table of WAC Sections Affected 


WAC # WSR 4 WACĄ WSR # WAC # WSR # 
392-160-040 AMD-P 91-07-062 400-12-500 AMD-P 91-15-090 415-114-030 REP-P 91-16-09! 
392-162-095 AMD-P 91-13052 400-12-510 REP-P 91-15-090 415-114-040 NEW-P 91-06-089 
392-163-340 AMD-P 91-14-037 400-12-515 NEW-P 91-15090 415-114-040 NEW-C 91-10108 
392-163-345 AMD-P 91-14-037 400-12-520 REP-P 91-15090 415-114-040 NEW 91-11-061 
392-163-355 AMD-P 91-14037 400-12-525 NEW-P 91-15090 415-114-040 AMD 91-13-049 
392-163-435 AMD-P 91-14-037 400-12-530 REP-P 91-15090 415-114-040 REP-P  91-16-091 
392-171-321 NEW-P 91-14-002 400-12-535 NEW-P 91-15-090 415-114-050 NEW-P 91-06089 
392-171-461 AMD-P 91-14-002 400-12-540 REP-P 91-15090 415-114-050 NEW-C 91-10108 
392-191-001 AMD-P 91-12-006 400-12-545 NEW-P 91-15090 415-114-050 NEW 91-11-061 
392-191-001 AMD 91-16-011 400-12-550 REP-P  91-15-090 415-114-050 READ 91-13049 
392-191-007 AMD-P 91-12-006 400-12-555 NEW-P 91-15090 415-114-050 REP-P  91-16-091 
392-191-007 AMD 91-16-011 400-12-560 REP-P 91-15090 415-114-055 NEW-P  91-10-108 
392-191-030 AMD-P  91-12-006 400-12-565 NEW-P 91-15090 415-114-055 NEW 91-13-049 
392-191-030 AMD 91-16-011 400-12-570 ВЕР-Р 91-15090 415-114-055 REP-P 91-16091 
392-191-035 AMD-P 91-12-006 400-12-600 REP-P  91-15-090 415-114-060 NEW-P 91-06-089 
392-191-035 AMD 91-16-011 400-12-605 NEW-P 91-15-090 415-114-060 NEW-C 91-10108 
392-191-040 AMD-P 91-12-006 400-12-610 REP-P  91-15-090 415-114-060 RE-AD 91-11-061 
392-191-040 AMD 91-16-011 400-12-615 NEW-P 91-15090 415-114-060 RE-AD 91-13049 
392-191-060 REP-P ' 91-10-104 400-12-620 REP-P 91-15090 415-114-060 REP-P 91-16-091 
392-191-060 REP 91-16-026 400-12-625 NEW-P  91-15-090 415-114-070 NEW-C 91-10-108 
392-191-065 REP-P 91-10-104 400-12-630 REP-P 91-15-090 415-114-070 NEW 91-13-049 
392-191-065 КЕР 91-16-026 400-12-635 NEW-P 91-15090 415-114-070 REP-P 91-16-091 
392-191-070 REP-P  91-10-104 400-12-640 REP-P  91-15-090 415-114-100 NEW-P 91-16-091 
392-191-070 REP 91-16-026 400-12-650 REP-P 91-15-090 415-114-200 NEW-P 91-16-091 
392-191-075 REP-P  91-10-104 400-12-660 REP-P 91-15090 415-114-300 NEW-P 91-16-091 
392-191-075 AMD-P 91-12-006 400-12-700 AMD-P 91-15-090 415-114—400 NEW-P 91-16-091 
392-191-075 AMD 91-16-011 402-70-010 AMD-W 91-08-059 415-114-500 NEW-P 91-16091 
392—191-075 ВЕР 91-16-026 402-70-020 AMD-W 91-08059 415-114-550 NEW-P 91-16-091 
392-191-080 REP-P 91-10-104 402-70-030 AMD-W 91-08-059 415-114-600 NEW-P 91-16-091 
392-191-080 REP 91-16-026 402-70-040 NEW-W 91-08-059 415-114-700 NEW-P 91-16-091 
392-191-085 REP-P  91-10-104 402-70-045 NEW-W 91-08059 415-115-010 NEW-P 91-10109 
392-191-085 AMD-P 91-12-006 402-70-050 AMD-W 91-08-059 415-115-010 NEW 91-13-030 
392-191-085 AMD 91-16-011 402-70-055 NEW-W 91-08-059 415-115-020 NEW-P 91-10-109 
392-191-085 REP 91-16-026 402-70-060 NEW-W 91-08059 415-115-020 NEW 91-13-030 
392-191-090 REP-P  91-10-104 402-70-062 NEW-W 91-08-059 415-115-030 NEW-P 91-10-109 
392-191-090 REP 91-16-026 402-70-064 NEW-W 91-08059 415-115-030 NEW 91-13-030 
392-191-095 REP-P 91-10-104 402-70-066 NEW-W 91-08-059 415-115-040 NEW-P 91-10-109 
392-191-095 КЕР 91-16-026 402-70-068 NEW-W 91-08-059 415-115-040 NEW 91-13-030 
392-192-005 AMD-P 91-12-006 402-70-070 AMD-W 91-08-059 415-115-050 NEW-P 91-10-109 
392-192-005 AMD 91-16-011 4020-077 NEW-W 91-08-059 415-115-050 NEW 91-13-030 
392-192-040 AMD-P 91-12-006 402-70-080 AMD-W 91-08-059 415-115-060 NEW-P 91-10-109 
392-192-040 AMD 91-16-011 402-70-085 NEW-W  91-08-059 415-115-060 NEW 91-13-030 
392-198—005 NEW-P 91-14-035 402-70-090 AMD-W 91-08059 415-115-070 NEW-P 91-10109 
392-198-010 NEW-P 91-14-035 415-04-020 AMD-P 91-16092 415-115-070 NEW 91-13-030 
392-198-015 NEW-P 91-14-035 415-06-090 AMD-P 91-16-093 415-115-080 NEW-P  91-10-109 
392-198-020 NEW-P 91-14-035 415-100-041 NEW 91-03-013 415-115-080 NEW 91-13-030 
392-198-025 NEW-P 91-14-035 415-100-045 NEW 91-03-013 415-115-090 NEW-P 91-10-109 
392-198-030 NEW-P 91-14-035 415-100-051 NEW 91-03-013 415-115-090 NEW 91-13-030 
392-202-003 AMD 91-03-119 415-100-055 NEW 91-03-013 415-115-100 NEW-P 91-10-109 
392-202-080 AMD-P  91-14-036 415-104-108 AMD-P 91-16-094 415-115-100 NEW 91-13-030 
392-202-110 AMD-P 91-14-036 415-104-201 NEW 91-03-014 415-115-110 NEW-P 91-10109 
392-202-115 AMD-P 91-14-036 415-104-205 NEW 91-03-014 415-115-110 NEW 91-13-030 
392-202-120 AMD-P 91-14-036 415-104-211 NEW 91-03-014 415-115-120 NEW-P 91-10-109 
399-30-030 AMD-P 91-14-093 415-104-215 NEW 91-03-014 415-115-120 NEW 91-13-030 
399-30-040 AMD-P 91-14-093 415-108-320 NEW 91-03-015 415-116-010 МЕМ-Р 91-10-107 
399-30-042 AMD-P 91-14-093 415-108-322 NEW 91-03-015 415-116-010 NEW 91-13-029 
399-30-045 AMD-P 91-14-093 415-108-324 NEW 91-03-015 415-116-020 NEW-P 91-10-107 
399-30-050 AMD-P 91-14093 415-108-326 NEW 91-03-015 415-116-020 NEW 91-13-029 
399-30-060 AMD-P 91-14-093 415-112-040 AMD-P 91-16-095 415-116-030 NEW-P 91-10107 
399-30-065 AMD-P 91-14-093 415-112-720 NEW 91-03-016 415-116-030 NEW 91-13-029 
399-40-020 AMD-P 91-14-092 415-112-722 NEW 91-03-016 415-116-040 NEW-P 91-10-107 
400-06-070 AMD-P 91-15-089 415-112-725 NEW 91-03-016 415-116-040 NEW 91-13-029 
400-06-170 AMD-P 91-15089 415-112-727 NEW 91-03-016 415-116-050 NEW-P 91-10107 
400-12 PREP 91-05-066 415-114-010 NEW-P  91-06-089 415-116-050 NEW 91-13-029 
400-12-110 AMD-P 91-15-090 415-114-010 NEW-C 91-10108 417-01-100 NEW-E 91-09052 
400-12-120 AMD-P 91-15-090 415-114-010 NEW 91-11-061 417-01-100 NEW-P 91-15-028 
400-12-200 AMD-P 91-15-090 415-114-010 READ 91-13049 417-01-105 NEW-E 91-09-052 
400-12-210 AMD-P 91-15-090 415-114-010 REP-P  91-16-091 417-01-105 NEW-P 91-15-028 
400-12-220 AMD-P 91-15090 415-114-020 NEW-P 91-06089 417-01-10 NEW-E 91-09052 
400-12-300 REP-P 91-15-090 415-114-020 NEW-C 91-10108 417-01-110 NEW-P 91-15-028 
400-12-305 NEW-P . 91-15-090 415-114-020 NEW 91-11-061 417-01-115 NEW-E 91-09052 
400-12-310 REP-P 91-15-090 415-114-020 READ 91-13049 417-01-115 NEW-P ` 91-15-028 
400-12-320 AMD-P 91-15-090 415-114-020 REP-P  91-16-091 417-01-120 NEW-E 91-09-052 
400-12-400 AMD-P 91-15090 415-114-030 NEW-P 91-06-089 417-01-120 NEW-P 91-15-028 
400-12-410 AMD-P 91-15090 415-114-030 NEW-C 91-10108 417-01-125 NEW-E 91-09-052 
400-12-415 NEW-P 91-15-090 415-114-030 NEW 91-11-061 417-01-125 NEW-P 91-15-028 
400-12-420 AMD-P 91-15090 415-114-030 READ 91-13049 417-01-130 NEW-E 91-09-052 


13471 
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WAC ji WSR # WAC # WSR # WAC # WSR # 
417-01-130 NEW-P  91-15-028 434-26-035 NEW-P 91-13-022 434-42-915 NEW-W  91-07-003 
417-01-135 NEW-E  91-09-052 434-26-040 NEW-P 91-13-022 434-42-980 NEW-P 91-03-125 
417-01-135 NEW-P 91-15-028 434-26-045 NEW-P 91-13-022 434-42-980 NEW-E  91-03-126 
417-01-140 NEW-E  91-09-052 434-26-050 NEW-P 91-13-022 434-42-980 REP-E 91-07-002 
417-01-140 NEW-P 91-15-028 434-26-055 NEW-P  91-13-022 434-42-980 NEW-W  91-07-003 
417-01-145 NEW-E  91-09-052 434-26-060 NEW-P  91-13-022 434-42-985 NEW-P  91-03-125 
417-01-145 NEW-P 91-15-028 434-26-065 NEW-P 91-13-022 434-42-985 NEW-E 91-03-126 
417-01-150 NEW-E  91-09-052 434-26-900 NEW-P  91-13-022 434-42-985 REP-E 91-07-002 
417-01-150 NEW-P 91-15-028 434-40-010 AMD-E  91-14-080 434-42-985 NEW-W 91-07-003 
417-01-155 NEW-E 91-09-052 434-40-050 AMD-E 91-14-080 434-75-010 NEW-P  91-13-016 
417-01-155 NEW-P 91-15-028 434-40-060 AMD-E  91-14-080 434-75-020 NEW-P  91-13-016 
417-02-100 NEW-E 91-13-020 434-40-070 AMD-E 91-14-080 434—15-030 NEW-P  91-13-016 
417-02-100 NEW-P 91-15-028 434-40-080 AMD-E  91-14-080 434—15-040 NEW-P  91-13-016 
417-02-105 NEW-E  91-13-020 434-40-180 AMD-E 91-14-080 434—15-050 NEW-P 91-13-016 
417-02-105 NEW-P 91-15-028 434-42-900 NEW-P 91-03-125 434—15-060 NEW-P 91-13-016 
417-02-110 NEW-E  91-13-020 434-42-900 NEW-E  91-03-126 434-15-070 NEW-P 91-13-016 
417-02-110 NEW-P 91-15-028 434-42-900 REP-E 91-07-002 434-75-080 NEW-P 91-13-016 
417-02-115 NEW-E  91-13-020 434-42-900 NEW-W 91-07-003 434-175-090 NEW-P  91-13-016 
417-02-115 NEW-P 91-15-028 434-42-905 NEW-P 91-03-125 434-75-100 NEW-P 91-13016 
417-02-120 NEW-E  91-13-020 434-42-905 NEW-E  91-03-126 434-75-10 NEW-P 91-13-016 
417-02-120 NEW-P 91-15-028 434-42-905 REP-E 91-07-002 434-75-120 NEW-P 91-13-016 
417-02-125 NEW-E  91-13-020 434-42-905 NEW-W  91-07-003 434-15-130 NEW-P 91-13-016 
417-02-125 NEW-P 91-15-028 434-42-910 NEW-P 91-03-125 434-15-140 NEW-P 91-13-016 
417-02-130 NEW-E  91-13-020 434-42-910 NEW-E 91-03-126 434-175-150 NEW-P 91-13-016 
417-02-130 NEW-P  91-15-028 434-42-910 REP-E  91-07-002 434—15-160 NEW-P  91-13-016 
417-02-135 NEW-E 91-13-020 434-42-910 NEW-W  91-07-003 434-15-170 NEW-P  91-13-016 
417-02-135 NEW-P 91-15-028 434-42-915 NEW-P 91-03-125 434-75-180 NEW-P 91-13-016 
417-02-140 NEW-E - 91-13-020 434-42-915 NEW-E 91-03-126 434-15-190 NEW-P 91-13-016 
417-02-140 NEW-P  91-15-028 434-42-915 REP-E 91-07-002 434-15-200 NEW-P  91-13-016 
417-02-145 NEW-E 91-13-020 434-42-915 NEW-W  91-07-003 434-15-210 NEW-P 91-13-016 
417-02-145 NEW-P 91-15-028 434-42-920 NEW-P 91-03125 434-175-220 NEW-P  91-13-016 
417-02-150 NEW-E 91-13-020 434-42-920 NEW-E 91-03-126 434-15-230 NEW-P  91-13-016 
417-02-150 NEW-P 91-15-028 434-42-920 REP-E 91-07-002 434-15-240 NEW-P 91-13-016 
417-02-155 NEW-E  91-13-020 434-42-920 NEW-W 91-07-003 434-15-250 NEW-P 91-13-016 
417-02-155 NEW-P 91-15028 434-42-925 NEW-P 91-03-125 434—15-260 NEW-P 91-13-016 
417-06-100 NEW-E  91-13-021 434-42-925 NEW-E  91-03-126 434-15-270 NEW-P 91-13-016 
417-06-100 NEW-P 91-15-028 434-42-925 REP-E 91-07-002 434—15-280 NEW-P  91-13-016 
417-06-110 NEW-E  91-13-021 434-42-925 NEW-W 91-07-003 434-75-290 NEW-P  91-13-016 
417-06-110 NEW-P 91-15-028 434-42-930 NEW-P 91-03-125 434-75-300 NEW-P 91-13-016 
417-06-120 NEW-E  91-13-021 434-42-930 NEW-E 91-03-126 434-175-310 NEW-P  91-13-016 
417-06-120 NEW-P 91-15-028 434-42-930 REP-E 91-07-002 434-75-320 NEW-P 91-13-016 
417-06-130 NEW-E  91-13-021 434-42-930 NEW-W 91-07-003 434-15-330 NEW-P 91-13-016 
417-06-130 NEW-P 91-15-028 434-42-935 NEW-P 91-03-125 434-175-340 NEW-P 91-13016 
417-06-140 NEW-E 91-13-021 434-42-935 NEW-E  91-03-126 434-15-350 NEW-P  91-13-016 
417-06-140 NEW-P  91-15-028 434-42-935 REP-E 91-07-002 434-840-900 NEW-E 91-14-079 
417-06-150 NEW-E 91-13-021 434-42-935 NEW-W 91-07-003 434-840-901 NEW-E 91-14-079 
417-06-150 NEW-P 91-15-028 434-42-940 NEW-P 91-03-125 434-840-902 NEW-E  91-14-079 
417-06-160 NEW-E 91-13-021 434-42-940 NEW-E 91-03-126 434-840-903 NEW-E 91-14-079 
417-06-160 NEW-P 91-15-028 434-42-940 REP-E — 9107002 434-840-904 NEW-E  91-14-079 
417-06-170 NEW-E  91-13-021 434-42-940 NEW-W 91-07-003 434-840-905 NEW-E 91-14-079 
417-06-170 NEW-P 91-15-028 434-42-945 NEW-P 91-03125 434-840-906 NEW-E  91-14-079 
419-14—030 AMD-P 91-03-107 434-42-945 NEW-E  91-03-126 434-840-907 NEW-E  91-14-079 
419-14-030 AMD 91-06-063 434-42-945 REP-E  91-07-002 434-840-908 NEW-E 91-14-079 
419-14-040 AMD-P 91-03-107 434-42-945 NEW-W 91-07-003 434-840-909 NEW-E  91-14-079 
419-14-040 AMD 91-06-063 434-42-950 NEW-P 91-03-125 434-840-910 NEW-E  91-14-079 
419-14-090 AMD-P 91-03-107 434-42-950 NEW-E  91-03-126 434-840-920 NEW-E 91-14-079 
419-14-090 AMD 91-06-063 434-42-950 REP-E 91-07-002 434-840-921 NEW-E 91-14-079 
419-14-100 AMD-P 91-03-107 434-42-950 NEW-W  91-07-003 434-840-922 NEW-E 91-14-079 
419-14-100 AMD 91-06-063 434-42-955 NEW-P  91-03-125 434-840-923 NEW-E 91-14-079 
419-14-110 AMD-P 91-03-107 434-42-955 NEW-E 91-03-126 434-840-930 NEW-E 91-14-079 
419-14-110 AMD 91-06-063 434-42-955 REP-E  91-07-002 434-840-931 NEW-E 91-14-079 
419-18-030 AMD-P 91-03-106 434-42-955 NEW-W 91-07-003 434-840-932 NEW-E 91-14-079 
419-18-030 AMD 91-06-062 434-42-960 NEW-P  91-03-125 434-840-933 NEW-E 91-14-079 
419-18-040 AMD-P 91-03-106 434-42-960 NEW-E 91-03-126 434-840-934 NEW-E 91-14-079 
419-18-040 AMD 91-06-062 434-42-960 REP-E 91-07-002 434-840-940 NEW-E  91-14-079 
419-18-050 AMD-P 91-03-106 434-42-960 NEW-W 91-07-003 434-840-941 NEW-E 91-14-079 
419-18-050 AMD 91-06-062 434-42-965 NEW-P 91-03-125 434-840-942 NEW-E 91-14079 
419-18-060 AMD-P 91-03-106 434-42-965 NEW-E 91-03-126 434-840-943 NEW-E  91-14-079 
419-18-060 AMD 9106-062 434-42-965 REP-E 91-07-002 434-840-944 NEW-E 91-14-079 
419-18-070 AMD-P 91-03-106 434-42-965 NEW-W 91-07-003 434-840-945 NEW-E 91-14-079 
419-18-070 AMD 91-06-062 434-42-970 NEW-P 91-03125 434-840-946 NEW-E 91-14-079 
434-26-005 NEW-P 91-13-022 434-42-970 NEW-E 91-03-126 434-840-947 NEW-E  91-14-079 
434-26-010 NEW-P 91-13-022 434-42-970 REP-E 91-07-002 440-44-050 REP-W 91-08-059 
434-26-015 NEW-P  91-13-022 434-42-910 NEW-W  91-07-003 440-44-057 REP-W 91-08-059 
434-26-020 NEW-P 91-13-022 434-42-915 NEW-P 91-03-125 440-44-058 REP-W 91-08-059 
434-26-025 NEW-P  91-13-022 434-42-915 NEW-E 91-03-126 440-44-059 REP-W 91-08-059 
434-26-030 NEW-P  91-13-022 . 434-42-915 REP-E 91-07-002 440-44-060 REP-W 91-08-059 


WAC # WSR j 
440-44-062 REP-W 91-08-059 
440-44-085 REP-P 91-15-061 
440-44-085 REP-E 91-15-064 
446-16-080 AMD-P 91-16-099 
446-20-500 AMD-P 91-15-045 
446-20-510 AMD-P 91-15-045 
446-20-515 AMD-P 91-15-045 
446-65 AMD-P 91-16098 
446-65-005 NEW-E 91-06-050 
446-65-005 NEW 91-06-066 
446-65-005 AMD-P 91-16-098 
446-65-010 NEW-E  91-06-050 
446-65-010 NEW 91-06-066 
446-65-010 AMD-P 91-16-098 
446-75-010 NEW-P 91-07-045 
446-175-010 NEW-E 91-07-046 
446-175-010 NEW 91-11-046 
446—15-020 NEW-P 91-07-045 
446-75-020 NEW-E  91-07-046 
446-75-020 NEW 91-11-046 
446-175-030 NEW-P 91-07-045 
446-75-030 NEW-E 91-07-046 
446-75-030 NEW 91-11-046 
446-175-040 NEW-P 91-07-045 
446-175-040 NEW-E  91-07-046 
446-75-040 NEW 91-11-046 
446-75-050 NEW-P 91-07-045 
446-15-050 NEW-E  91-07-046 
446-75-050 NEW 91-11-046 
446-15-060 NEW-P 91-07-045 
446-75-060 NEW-E 91-07-046 
446-75-060 NEW 91-11-046 
446-75-070 NEW-P 91-07-045 
446-75-070 NEW-E  91-07-046 
446-75-070 NEW 91-11046 
446-15-080 NEW-P 91-07-045 
446-75-080 NEW-E 91-07-046 
446-75-080 NEW 91-11-046 
448-12-010 REP-S 91-03-123 
448-12-010 REP 91-06-022 
448-12-015 КЕР-5 91-03-123 
448-12-015 КЕР 91-06-022 
448-12-016 REP-S 91-03-123 
448-12-016 КЕР 91-06-022 
448-12-020 REP-S 91-03-1232 
448-12-020 КЕР 91-06-022 
448-12-030 REP-S 91-03-123 
448-12-030 REP 91-06-022 
448—12-040 REP-S 91-03-123 
448-12-040 REP 91-06-022 
448-12-050 REP-S 91-03-123 
448-12-050 КЕР 91-06-022 
448-12-055 REP-S 91-03-123 
448-12-055 КЕР 91-06-022 
448-12-060 КЕР-8 91-03-1232 
448-12-060 REP 91-06-022 
448-12-070 REP-S 91-03-123 
448-12-070 КЕР 91-06-022 
448-12-075 REP-S  91-03-123 
448-12-075 REP 91-06-022 
448-12-080 REP-S 91-03-123 
448-12-080 КЕР 91-06-022 
448-12-090 REP-S 91-03-123 
448-12-090 КЕР 91-06-022 
448-12-00 REP-S 91-03-123 
448-12-100 КЕР 91-06-022 
448-12-210 REP-S 91-03-123 
448-12-210 КЕР 91-06-022 
448-12-220 REP-S 91-03-123 
448-12-220 КЕР 91-06-022 
448-12-230 REP-S 91-03-123 
448-12-230 КЕР 91-06-022 
448-12-240 REP-S 91-03-123 
448-12-240 КЕР 91-06-022 
448-12-250 REP-S 91-03-123 
448-12-250 КЕР 91-06-022 
448-12-260 REP-S  91-03-123 


Table of WAC Sections Affected 


WAC # WSR # WAC # WSR # 
448-12-260 REP 91-06-022 448-1 5-070 NEW-P 91-03-124 
448-12-270 REP-S 91-03-123 448-15-070 NEW-W 91-16-077 
448-12-270 КЕР 91-06-022 448-15-080 NEW-P 91-03-124 
448-12-280 REP-S 91-03-123 448-15-080 NEW-W 91-16077 
448-12-280 КЕР 91-06-022 456-09-210 AMD-P 91-04-084 
448-12-290 REP-S 91-03-123 456-09-210 AMD 91-07-038 
448-12-290 REP 91-06-022 456-09-325 AMD-P 9104084 
448-12-300 REP-S 91-03-123 456-09-325 AMD 91-07-038 
448-12-300 REP 91-06-022 456-09-365 AMD-P 91-04-084 
448-12-320 REP-S 91-03-123 456-09—365 AMD 91-07-038 
448-12-320 REP 91-06-022 456-10-360 AMD-P 91-04-083 
448-12-330 REP-S 91-03-123 456-10-360 AMD 91-07-039 
448-12-330 КЕР 91-06-022 456-10-547 NEW-P 91-04-083 
448-12-340 REP-S  91-03-123 456-10-547 NEW 91-07-039 
448-12-340 REP 91-06-022 458-14-010 КЕР 91-07-040 
448-13-010 NEW-S 91-03-123 458-14-020 REP 91-07-040 
448-13-010 NEW 91-06-022 458-14-030 REP 91-07-040 
448-13-020 NEW-S 91-03-123 458-14-040 КЕР 91-07-040 
448-13-020 NEW 91-06-022 458-14-045 REP 91-07-040 
448-13-030 NEW-S 91-03-123 458-14-050 КЕР 91-07-040 
448-13-030 NEW 91-06-022 458-14-052 REP 91-07-040 
448-13-040 NEW-S  91-03-123 458-14-055 REP 91-07-040 
448-13-040 NEW 91-06-022 458-14-060 REP 91-07-040 
448-13-050 NEW-S 91-03-123 45814062 REP 91-07-040 
448-13-050 NEW 91-06-022 458-14-065 REP 91-07-040 
448-13-060 NEW-S 91-03-123 458-14-070 REP 91-07-040 
448-13-060 NEW 91-06-022 458-14-075 REP 91-07-040 
448-13-070 NEW-S 91-03-123 458-14-080 КЕР 91-07-040 
448-13-070 NEW 91-06-022 458-14-085 KEP 91-07-040 
448-13-080 NEW-S 91-03-123 458-14-086 REP 91-07-040 
448-13-080 NEW 91-06-022 458-14-090 REP 91-07-040 
448—13-090 NEW-S 91-03-123 458-14-091 REP 91-07-040 
448-13-090 NEW 91-06-022 458-14-092 REP 91-07-040 
448-13-100 NEW-S 91-03-123 458-14-094 REP 91-07-040 
448-13-100 NEW 91-06-022 458-14-098 REP 91-07-040 
448-13-110 NEW-S 91-03-123 458-14-100 REP 91-07-040 
448-13-110 NEW 91-06-022 458-14-110 REP 91-07-040 
448-13-120 NEW-S 91-03-123 458-14-115 REP 91-07-040 
448-13-120 NEW 91-06-022 458-14-120 КЕР 91-07-040 
448-13-130 NEW-S 91-03-123 458-14-121 REP 91-07-040 
448-13-130 NEW 91-06-022 458-14-122 REP 91-07-040 
448-13-140 NEW-S 91-03-123 458-14-125 REP 91-07-040 
448-13-140 NEW 91-06-022 458-14-126 REP 91-07-040 
448-13-150 NEW-S 91-03-123 458-14-130 КЕР 91-07-040 
448-13-150 NEW 91-06-022 458-14-135 КЕР 91-07-040 
448-13-160 NEW-S 91-03-123 458-14-140 КЕР 91-07-040 
448-13-160 NEW 91-06-022 458-14-145 REP 91-07-040 
448-13-170 NEW-S 91-03-123 458-14-150 REP 91-07-040 
448-13-170 NEW 91-06-022 458-14-152 REP 91-07-040 
448-13-180 NEW-S 91-03-123 458-14-155 КЕР 91-07-040 
448-13-80 NEW 91-06-022 458-16-013 AMD-E 91-13-074 
448-13-190 NEW-S 91-03-123 458-16-020 AMD-E 91-13-074 
448-13-190 NEW 91-06-022 458-18-010 AMD-E 91-13-075 
448-13-200 NEW-S 91-03-123 458-18-020 AMD-E 91-13-075 
448-13-200 NEW 91-06-022 458-18-220 AMD-P 91-10-070 
448-13-210 NEW-S 91-03-123 458-18-220 AMD 91-15-024 
448-13-210 NEW 91-06-022 458-20-105 AMD-E 91-14-050 
448-13-220 NEW-S 91-03-123 458-20-109 РКЕР 91-03-057 
448-13-220 NEW 91-06-022 458-20-109 AMD-P 91-11-005 
448-14-010 REP-P 91-03124 458-20-110 PREP 91-03-058 
448-14-010 REP-W 91-16-077 458-20-110 AMD-P 91-11-004 
448—14-020 REP-P  91-03-124 458-20-126 PREP 91-04-062 
448-14-020 REP-W  91-16-077 458-20-126 AMD-P 91-11-002 
448-14-030 КЕР-Р 91-03-124 458-20-126 AMD 91-15-022 
448-14-030 REP-W 91-16-077 458-20-127 PREP 91-08-044 
448-15-010 NEW-P 91-03-124 458-20-151 PREP 91-04-061 
448-15-010 NEW-W 91-16-077 458-20-151 AMD-P 91-11-003 
448-15-020 NEW-P 91-03-124 458-20-151 AMD 91-15-023 
448-15-020 NEW-W  91-16-077 458-20-163 AMD 91-05-040 
448-15-030 NEW-P 91-03-124 458-20-164 AMD-E 91-14-049 
448-15-030 NEW-W 91-16-077 458-20-166 PREP 91-08-045 
448-15-040 NEW-P 91-03-124 458-20-169 РКЕР 91-12-062 
448-15-040 NEW-W  91-16-077 458-20-18601 — NEW-E 91-14-027 
448-15-050 NEW-P  91-03-124 458-20-18801 PREP 91-12-002 
448-15-050 NEW-W  91-16-077 458-20-193A PREP 91-13-073 
448-15-060 NEW-P 91-03124 458-20-193B PREP 91-13-073 
448-1 5-060 NEW-W 91-16-077 458-20-199 PREP 91-08-043 


WAC # 


458-20-227 

458-20-228 

458-20-229 

458-20-237 

458-20-255 

458-20-255 

458-20-255 

458-30-262 

458-40-615 

458-40-660 

458-40-660 

458-40-660 

458-40-660 

458-40-660 

458-40-670 

458-40-670 

460-11A-010 
460-11A-020 
460-11A-030 
460—11А—040 
460—16А—102 
460-16А-200 
460-16А-205 
460-17А-030 
460-17А-070 
460-31А-410 
460-31А-415 
460-31А-420 
460-31А-425 
460-31А-430 
460-31А-435 
460-31А-440 
460-31А-445 
460-31А-450 
460-31А-455 
460-31А-460 
460-31А-465 
460-31А-470 
460-31А-475 
460-31А-480 
460-31А-485 
460-31А-490 
460-31А-495 
460-31А-500 
460-31А-505 
460-31А-510 
460-31А-515 
460-31А-520 
460-31А-525 
460-31А-530 
460-31А-535 
460-31А-540 
460-31А-545 
460-31A—550 
460-31А-555 
460-31А-560 
460-31А-565 
460-31А-570 
460-31А-575 
460-31А-580 
460-31А-585 
460-31 A-590 
460-31 A-595 
460-31 A-600 
460-31 A-605 
460-31 A-610 
460-31 A-615 
460-31 A-620 
460-31 A-625 
460-31 A-630 
460-31 A-635 
460-31 A—640 
460-31 A-645 
460-31 A-650 
460-31 A-655 
460-31 A—660 
460-31 A-665 


WSR # 

AMD 91-05-039 
PREP 91-16-008 
PREP 91-16-009 
AMD 91-05-038 
AMD-E 91-12-003 
PREP 91-12-063 
AMD-P 91-16-010 
AMD 91-04-001 
NEW-E 91-16-053 
AMD-P 91-06-052 
AMD-E 91-06-053 
AMD 91-09-030 
AMD-P 91-10-090 
AMD 91-14-077 
AMD-P 91-10-090 
AMD 91-14-077 
NEW-P 91-14-089 
NEW-P 91-14-089 
NEW-P 91-14-089 
NEW-P 91-14-089 
AMD 91-04-008 
NEW 91-04-008 
NEW 91-04-008 
AMD 91-04-009 
AMD 91-04-009 
REP 91-04-012 
REP 91-04-012 
REP 91-04-012 
REP 91-04-012 
REP 91-04-012 
REP 91-04-012 
REP 91-04-012 
REP 91-04-012 
REP 91-04-012 
REP 91-04-012 
REP 91-04-012 
REP 91-04-012 
REP 91-04-012 
REP 91-04-012 
REP 91-04-012 
REP 91-04-012 
REP 91-04-012 
REP 91-04-012 
REP 91-04-012 
REP 91-04-012 
REP 91-04-012 
REP 91-04-012 
REP 91-04-012 
REP 91-04-012 
REP 91-04-012 
REP 91-04-012 
REP 91-04-012 
REP 91-04-012 
REP 91-04-012 
REP 91-04-012 
КЕР 91-04-012 
КЕР 91-04-012 
КЕР 91-04-012 
КЕР 91-04-012 
REP 91-04-012 
КЕР 91-04-012 
КЕР 91-04-012 
КЕР 91-04-0112 
КЕР 91-04-012 
КЕР 91-04-012 
КЕР 91-04-012 
КЕР 91-04-012 
КЕР 91-04-0112 
КЕР 91-04-012 
КЕР 91-04-012 
КЕР 91-04-012 
КЕР 91-04-012 
КЕР 91-04-012 
КЕР 91-04-012 
КЕР 91-04-012 
КЕР 91-04-012 
КЕР 91-04-012 


Table of WAC Sections Affected 


WAC # 


460-31А-670 
460-31А-675 
460-31А-680 
460-31А-685 
460-31А-690 
460-31А-695 
460-31А-700 
460-31А-705 
460-31А-710 
460-31А-715 
460-31А-720 
460-31А-725 
460-31А-730 
460-34А-010 
469-34А-015 
460-34А-020 
460-34А-025 
460-34А-030 
460-34А-035 
460-34А-037 
460-34А-040 
460-34А-045 
460-34А-050 
460-34А-055 
460-34А-060 
460-34А-065 
460-34А-070 
460-34А-075 
460-34А-080 
460-34А-085 
460-34А-090 
460-34А-095 
460-34А-100 
460-34А-105 
460—34A-110 
460-34А-112 
460-34А-115 
460-34А-120 
460-34А-125 
460-34А-130 
460-34А-135 
460-34А-200 
460-36А-100 
460-36А-105 
460-36А-110 
460-36А-115 
460-36А-120 
460-36А-125 
460-36А-130 
460-36А-135 
460-36А-140 
460-36А-145 
460—36A-.150 
460-36А-155 
460-36А-160 
460-36А-165 
460-36А-170 
460-36А-175 
460-36А-180 
4560-36A-185 
460-36А-190 
460-36А-195 
460-42А-081 
460-46А-020 
460-46А-040 
460-46А-050 
460-46А-055 
460-46А-061 
460-46А-065 
460-46А-071 
460-46А-072 
460-46А-095 
460-46A-110 
463-06-010 

463-10-010 

463-14-030 

463-14-080 


WSR 4 WAC g 
REP 91-04-012 463-18-020 
КЕР 91-04-012 463-26-120 
REP 91-04-012 463-26-130 
REP 91-04-012 463-28-060 
REP 91-04-012 463-28-080 
REP 91-04-012 463-38-041 
REP 91-04-012 463-38-042 
REP 91-04-012 463-38-063 
REP 91-04-012 463-39-130 
КЕР 91-04-012 463-39-150 
КЕР 91-04-012 463-42-680 
REP 91-04-012 463-42-680 
REP 91-04-012 463-43-060 
REP 91-04-012 463-47-060 
REP 91-04-012 463-50-030 
REP 91-04-012 463-54-070 
ВЕР 91-04-012 463-58-030 
REP 91-04-012 468-16-010 
REP 91-04-012 468-16-020 
REP 91-04-012 468-16-030 
КЕР 91-04-012 468-16-040 
REP 91-04-012 468-16-050 
КЕР 91-04-012 468-16-060 
КЕР 91-04-012 468-16-070 
КЕР 91-04-012 468-16-080 
КЕР 91-04-012 468-16-090 
REP 91-04-012 468-16-100 
КЕР 91-04-012 468-16-110 
REP 91-04-012 468-16-120 
REP 91-04-012 468-16-130 
REP 91-04-012 468-16-140 
REP 91-04-012 468-16-150 
КЕР 91-04-012 468-16-160 
КЕР 91-04-012 468-16-170 
КЕР 91-04-012 468-16-180 
КЕР 91-04-012 468-16-190 
КЕР 91-04-012 468-16-200 
КЕР 91-04-012 468-16-210 
КЕР 91-04-012 468-38-035 
КЕР 91-04-012 468-38-035 
КЕР 91-04-012 468-38-050 
КЕР 91-04-012 468-38-050 
КЕР 91-04-012 468-38-190 
КЕР 91-04-012 468-38-190 
КЕР 91-04-012 468-38-260 
REP 91-04-012 468-38-260 
REP 91-04-012 468-38-260 
КЕР 91-04-012 468-38-370 
REP 91-04-012 468-38-370 
REP 91-04-012 468—38—400 
REP 91-04-012 468-38-400 
REP 91-04-012 468-38-410 
REP 91-04-012 468-38-410 
REP 91-04-012 468-54-020 
КЕР 91-04-012 468-54-040 
КЕР 91-04-012 468-54-050 
КЕР 91-04-012 468-54-065 
КЕР 91-04-012 468-54-070 
КЕР 91-04-012 468-70-030 
КЕР 91-04-012 468-70-050 
КЕР 91-04-012 468-70-060 
КЕР 91-04-012 468-70-070 
AMD 91-04-010 468-300-010 
AMD 91-04-011 468-300-010 
AMD 91-04-011 468-300-020 
AMD 91-04-011 468-300-020 
NEW 91-04-011 468-300-040 
NEW 91-04-011 468-300-040 
NEW 91-04-011 468-300-070 
NEW 91-04-011 468-300-070 
NEW 91-04-011 478-116-020 
AMD 91-04-011 478-116-020 
AMD 91-04-011 478-116-020 
AMD 91-03-090 478-116-055 
AMD 91-03-090 478-116-055 
AMD 91-03-090 478-116-055 
AMD 91-03-090 478-116-080 


WSR # 

AMD 91-03-090 
AMD 91-03-090 
AMD 91-03-090 
AMD 91-03-090 
AMD 91-03-090 
AMD 91-03-090 
AMD 91-03-090 
AMD 91-03-090 
REP 91-03-090 
AMD 91-03-090 
NEW-P 91-03-132 
NEW 91-09-040 
AMD 91-03-090 
AMD 91-03-090 
AMD 91-03-090 
AMD 91-03-090 
AMD 91-03-090 
NEW 91-04-014 
NEW 91-04-014 
NEW 91-04-014 
NEW 91-04-014 
NEW 91-04-014 
NEW 91-04-014 
NEW 91-04-014 
NEW 91-04-014 
NEW 91-04-014 
NEW 91-04-014 
NEW 91-04-014 
NEW 91-04-014 
NEW 91-04-014 
NEW 91-04-014 
NEW 91-04-014 
NEW 91-04-014 
NEW 91-04-014 
NEW 91-04-014 
NEW 91-04-014 
NEW 91-04-014 
NEW 91-04-014 
REP-P 91-06078 
REP 91-10-023 
AMD-P 91-06-078 
AMD 91-10-023 
AMD-P 91-06-079 
AMD 91-10-022 
AMD-P 91-06-078 
AMD 91-10-023 
AMD 91-10-054 
REP-P 91-06-078 
REP 91-10-023 
REP-P 91-06-078 
REP 91-10-023 
REP-P 91-06-078 
КЕР 91-10-023 
AMD-P 91-12-031 
AMD-P 91-12-0231 
AMD-P 91-12-031 
AMD-P 91-12-031 
AMD-P 91-12-031 
AMD-P 91-13-024 
AMD-P 91-13-024 
AMD-P 91-13-024 
AMD-P 91-13-024 
AMD-P 91-14-031 
AMD-E 91-14-032 
AMD-P 91-14031 
AMD-E  91-14-032 
AMD-P 91-14-031 
AMD-E 91-14-032 
AMD-P 91-14031 
AMD-E 91-14-032 
AMD-P 91-06-092 
AMD 91-11-029 
AMD 91-12-047 
AMD-P 91-06-092 
AMD 91-11-029 
AMD 91-12-047 
AMD-P 91-06-092 


WAC # 
478-116-080 
478-116-080 
478-116-085 
478-116-085 
478-116-085 
478-116-088 
478-116-088 
478-1 16—090 
478-1 16-090 
478-116-090 
478-116-110 
478-116-110 
478-116-110 
478-116-130 
478-116-130 
478-116-130 
478-116-160 
478—116-160 
478-116-160 
478-116-210 
478-116-210 
478-116-210 
478-116-230 
478-116-230 
478-116-230 
478—116-240 
478—116-240 
478-116-240 
478-116-250 
478-116-250 
478-116-250 
478-116-260 
478-116-260 
478-116-260 
478-116-300 
478-116-300 
478-116-300 
478—116-360 
478-116-360 
478-116-360 
478-116-390 
478-116-390 
478-116-390 
478-116-450 
478-116-450 
478-116-450 
478-116-455 
478-116-463 
478-116-470 
478-116-520 
478-116-520 
478-116-520 
478-116-540 
478-116-584 
478-116-584 
478-116-584 
478-116-586 
478-116-586 
478-116-586 
478-116-588 
478-116-588 
478-116-588 
478-116-600 
478-116-600 
478-1 16-600 
478-116-601 
478-116-601 
478-116-601 
478-124 
478-124-020 
478-124-020 
478-124-030 
478-124-030 
478-136-030 
478-136-030 
478-136-030 
478-160-170 


WSR 4 
91-11-029 
91-12-047 
91-06-092 
91-11-029 
91-12-047 
91-06-092 
91-11-029 
91-06-092 
91-11-029 
91-12-047 
91-06-092 
91-11-029 
91-12-047 
91-06-092 
91-11-029 
91-12-047 
91-06-092 
91-11-029 
91-12-047 
91-06-092 
91-11-029 
91-12-047 
91-06-092 
91-11-029 
91-12-047 
91-06-092 
91-11-029 
91-12-047 
91-06-092 
91-11-029 
91-12-047 
91-06-092 
91-11-029 
91-12-047 
91-06-092 
91-11-029 
91-12-047 
91-06-092 
91-11-029 
91-12-047 
91-06-092 
91-11-029 
91-12-047 
91-06-092 
91-11-029 
91-12-047 
91-06-092 
91-06-092 
91-06-092 
91-06-092 
91-11-029 
91-12-047 
91-06-092 
91-06-092 
91-11-029 
91-12-047 
91-06-092 
91-11-029 
91-12-047 
91-06-092 
91-11-029 
91-12-047 
91-06-092 
91-11-029 
91-12-047 
91-06-092 
91-11-029 
91-12-047 
91-09-012 
91-05-069 
91-10-030 
91-05-069 
91-10-030 
91-10-086 
91-11-025 
91-14-024 
91-11-057 


Table of WAC Sections Affected 


WAC j 


478-160-170 
478-160-175 
478-160-175 
478-160-180 
478-160-180 
478-160-185 
478-160-185 
478-160-190 
478-160-190 
478-160-195 
478-160-195 
478-250-010 
478-250-010 
478-250-020 
478-250-050 
478-250-050 
478-250-060 
478-250-060 
478-250-070 
478-250-070 
478-276-010 
478-276-010 
478-276-040 
478-276-040 
478-276-060 
478-276-060 
478—276-080 
478-276-080 
478—276-100 
478—276-100 
478—276-110 
478-276-110 
478-276-130 
478-276-130 
479-02-010 
479-02-010 
479-02-020 
479-02-020 
479-02-030 
479-02-030 
479-02-050 
479-02-050 
479-02-060 
479-02-060 
479-02-070 
479-02-070 
479-02-080 
479-02-080 
479-02-090 
479-02-090 
479-02-100 
479-02-100 
479-02-110 
479-02-110 
479-02-120 
479-02-120 
479-02-130 
479-02-130 
479-02-140 
479-02-140 
480-04-100 
480-04-100 
480-09-015 
480-09-015 
480-09-100 
480-09-100 
480-09-120 
480-09-120 
480-09-125 
480-09-125 
480-09-440 
480-09-440 
480-09-500 
480-09-500 
480-09-510 
480-09-510 
480-09-520 


WSR 4 
91-16-001 
91-11-057 
9116-001 
91-11-057 
91-16-001 
91-11-057 
91-16-001 
91-11-057 
91-16-001 
91-11-057 
91-16-001 
91-04-058 
91-10-031 
91-04-058 
91-04-058 
91-10-031 
91-04-058 
91-10-031 
91-04-058 
91-10-031 
91-04-058 
91-10-031 
91-04-058 
91-10-031 
91-04-058 
91-10-031 
91-04-058 
91-10-031 
91-04-058 
91-10-031 
91-04-058 
91-10-031 
91-04-058 
91-10-031 
91-10-037 
91-13-056 
91-10-037 
91-13-056 
91-10-037 
91-13-056 
91-10-037 
91-13-056 
91-10-037 
91-13-056 
91-10-037 
91-13-056 
91-10-037 
91-13-056 
91-10-037 
91-13-056 
91-10-037 
91-13-056 
91-10-037 
91-13-056 
91-10-037 
91-13-056 
91-10-037 
91-13-056 
91-10-037 
91-13-056 
91-03-098 
91-07-025 
91-02-105 
91-06-010 
91-02-105 
91-06-010 
91-02-105 
91-06-010 
91-03-100 
91-07-026 
91-02-105 
91-06-010 
91-02-105 
91-06-010 
91-02-105 
91-06-010 
91-03-097 


WAC # WSR # 
480-09-520 NEW 91-07-024 
480-09-610 AMD-P 91-02-105 
480-09-610 AMD 91-06-010 
480-09-736 AMD-P 91-02-105 
480-09—736 AMD 91-06-010 
480-12-003 AMD-P 91-10-081 
480-12-003 AMD 91-13-077 
480-12-030 AMD-P 91-06-009 
480-12-030 AMD 91-09-038 
480-12-033 AMD-P 91-06-009 
480-12-033 AMD 91-09-038 
480-12-130 AMD-P 91-16-090 
480-12-315 REP 91-06-071 
480-12-322 REP-W 91-08-060 
480-12-500 NEW 91-03-101 
480-12-510 NEW 91-03-101 
480-12-520 NEW 91-03-101 
480-70-050 AMD 91-03-053 
480-70-060 AMD 91-03-053 
480-70-070 AMD 91-03-053 
480-70-100 AMD 91-03-053 
480-70-130 AMD 91-03-053 
480-70-130 AMD-P 91-09-015 
480-70-150 AMD 91-03-053 
480-70-230 AMD 91-03-053 
480-70-245 AMD-P 91-11-048 
480-70-260 AMD 91-03-053 
480-70-280 AMD 91-03-053 
480-70-330 AMD 91-03-053 
480-70-340 AMD 91-03-053 
480-70-350 AMD 91-03-053 
480-70-360 AMD 91-03-053 
480—70-390 AMD 91-03-053 
480-70-400 AMD 91-03-053 
480-70-405 AMD 91-03-053 
480—70-420 AMD 91-03-053 
480—70-440 AMD 91-03-053 
480-70-500 AMD 91-03-053 
480-170-570 AMD 91-03-053 
480-70-700 NEW-P 91-10-080 
480-70-700 NEW-W  91-14-013 
480-70-710 NEW-P 91-10-080 
480-70-710 NEW-W 91-14-013 
480-70-720 NEW-P 91-10-080 
480-70-720 NEW-W 91-14-013 
480-80-047 NEW-P 91-03-051 
480-80-047 NEW-W 91-03-120 
480-80-047 NEW-P 91-03-12! 
480-80-047 NEW 91-13-003 
480-80-390 AMD-P 91-03-096 
480-80-390 AMD-W 91-07-023 
480-120-021 AMD-S 91-03-122 
480-120-021 AMD 91-13-078 
480-120-031 AMD-P 91-06095 
480-120-031 AMD 91-09-039 
480-120-031 AMD-P 91-15-052 
480-120-106 AMD-S 91-03-122 
480-120-106 AMD 91-13-078 
480-120-126 AMD-P 91-06-095 
480-120-126 AMD 91-09-039 
480-120-136 AMD-P 91-06-095 
480-120-136 AMD 91-09-039 
480-120-137 AMD-P 91-06-095 
480-120-137 AMD 91-09-039 
480-120-138 AMD-S 91-03-122 
480-120-138 AMD 91-13-078 
480-120-141 AMD-S 91-03-122 
480-120-141 AMD 91-13-078 
480-120-143 NEW 91-13-078 
480-120-400 NEW 91-03-052 
480-120-405 NEW 91-03-052 
480-120-410 NEW 91-03-052 
480-120-415 NEW 91-03-052 
480-120-420 NEW 91-03-052 
480-120-425 NEW 91-03-052 
480-120-430 NEW 91-03-052 
480-120-435 NEW 91-03-052 


Table of WAC Sections Affected 


WAC g WSR # WAC # WSR # 
480-140-020 AMD-P 91-03-099 490-100-210 AMD-P 91-05077 
480-140-020 AMD 91-08-026 490-100-210 AMD 91-08-029 
480-140-040 AMD-P 91-03-099 490-100-220 AMD-E 91-03-037 
480-140-040 AMD 91-08-026 490-100-220 AMD-P 91-05-077 
490-100—010 AMD-E  91-03-037 490-100-220 AMD 91-08-029 
490-100-010 AMD-P 91-05-077 490-100-250 AMD-E 91-03-037 
490-100-010 AMD 91-08-029 490-100-250 AMD-P 91-05-077 
490-100-012 REP-E 91-03-037 490-100-250 AMD 91-08-029 
490-100-012 REP-P 91-05-077 516-13-030 AMD-W 91-04-082 
490-100—012 REP 91-08-029 516-13-080 AMD-W 91-04-082 
490-100-030 AMD-E 91-03-037 
490-100-030 AMD-P 91-05-077 
490-100-030 AMD 91-08-029 
490-100—035 AMD-E 91-03-037 
490-100—035 AMD-P 91-05-077 
490-100—035 AMD 91-08-029 
490-100-040 AMD-E 91-03-037 
490-100-040 AMD-P 91-05-077 
490-100-040 AMD 91-08—029 
490-100-050 AMD-E 91-03-037 
490-100-050 AMD-P 91-05-077 
490-100-050 AMD 91-08-029 
490-100-060 AMD-E 91-03-037 
490-100-060 AMD-P 91-05-077 
490-100-060 AMD 91-08-029 
490-100-070 AMD-E  91-03-037 
490-100-070 AMD-P 91-05-077 
490-100-070 AMD 91-08-029 
490-100-080 AMD-E 91-03-037 
490-100-080 AMD-P 91-05-077 
490-100-080 AMD 91-08-029 
490—100—090 AMD-E 91-03-037 
490-100-090 AMD-P 91-05-077 
490-100-090 AMD 91-08-029 
490-100-100 AMD-E  91-03-037 
490-100—100 AMD-P 91-05-077 
490-100-100 AMD 91-08-029 
490-100-105 AMD-E 91-03037 
490-100-105 AMD-P 91-05-077 
490-100-105 AMD 91-08-029 
490-100-110 AMD-E 91-03-037 
490-100-110 AMD-P 91-05-077 
490-100-110 AMD 91-08-029 
490-100-120 AMD-E 91-03-037 
490-100-120 AMD-P 91-05-077 
490-100-120 AMD 91—08-029 
490-100-130 AMD-E 91-03-037 
490-100-130 AMD-P 91-05-0177 
490-100-130 AMD 91-08-029 
490-100-135 NEW-E 91-03-037 
490-100-135 NEW-P 91-05-077 
490-100-135 NEW 91-08-029 
490-100-140 AMD-E 91-03-037 
490-100-140 AMD-P 91-05-077 
490-100-140 AMD 91-08-029 
490-100-150 AMD-E 91-03-037 
490-100-150 AMD-P 91-05-077 
490-100-150 AMD 91-08-029 
490-100-160 AMD-E 91-03-037 
490-100-160 AMD-P 91-05-077 
490-100-160 AMD 91-08-029 
490-100-170 AMD-E 91-03-037 
490-100-170 AMD-P 91-05-077 
490-100-170 AMD 91-08-029 
490-100-180 AMD-E 91-03-037 
490-100-180 AMD-P 91-05-077 
490-100-180 AMD 91-08-029 
490-100-200 AMD-E 91-03-037 
490-100-200 AMD-P 91-05-077 
490-100-200 AMD 91-08-029 
490-100-205 AMD-E  91-03-037 
490-100-205 AMD-P 91-05-077 
490-100-205 AMD 91-08-029 
490-100—208 AMD-E 91-03-037 
490-100-208 AMD-P 91-05-077 
490-100-208 AMD 91-08-029 
490-100-210 AMD-E 91-03037 


ACCOUNTANCY, BOARD OF 
Experience requirement for license 


Public records index 
Superseded rules, repeal of 


AGRICULTURE, DEPARTMENT OF 
Apples 
apple ermine moth quarantine 
maggot quarantine 


marketing standards 
moth quarantine repeal 


Aquaculture 
farm products identification, labeling 


Asparagus 
commission 
creation, powers, and duties 


commodity board 
creation, powers, and duties 
Barley commission 
producer assessment funds 
. expenditure of 
Bean seed certification standards, quarantine 


Blueberry assessments 
Bluegrass quarantine 


Chrysanthemum white rust disease 
quarantine 
Desiccants and defoliants, rules 


Fertilizers 
fertigation equipment requirements 
Garlic seed certification 


Grapes 
grape virus quarantine 
solicitation of preproposal comment 
phylloxera quarantine 
solicitation of preproposal comment 
Herbicides 
phenoxy herbicides, use of 


Hops 
assessments and collections 


disease quarantine 
rootstock certification 


License renewal dates 
Narcissus bulb nematode quarantine repeal 


Noxious weed control board 
noxious weed list, additions, deletions, 
and changes 
Organic foods 
crop production standards 


processing certification and 
labeling 
registration of materials 


approved for production 


transition to organic producer 
certification 


Subject/Agency Index 


(Citations in bold type refer to material in this issue) 


91-14-090 
91-14-091 
91-01-055 
91-01-057 


91-15-100 
91-01-045 
91-03-115 
91-03-093 
91-07-015 
91-07-036 
91-11-054 


91-04-076 
91-09-042 
91-13-018 


91-01-104 
91-09-003 


91-08-021 


91-01-100 
91-04-066 
91-08-017 
91-01-054 
91-10-082 
91-13-087 


91-03-046 
91-04-078 
91-08-058 


91-01-015 
91-04-068 
91-08-015 


91-15-098 
91-10-013 
91-15-098 
91-10-013 


91-02-106 
91-06-019 


91-09-057 
91-14-113 
91-15-019 
91-04-067 
91-04-067 
91-08-016 
91-13-106 
91-16-005 
91-07-037 
91-11-053 


91-01-016 


91-05--006 
91-09-028 
91-15-067 


91-05-006 
91-09-028 


91-01-116 
91-05-007 
91-15-067 


91-05-006 
91-09-028 


AGRICULTURE, DEPARTMENT OF—cont. 
Peaches 
quarantines 
Pium curculio quarantine 
Potatoes 
virus Y necrotic strain 
virus Y quarantine 


Rules coordinator 
Seed branch 
schedule of charges 
Seed potatoes 
certification 


quarantine 


Seeds 
certification standards and fees 


fees 
schedule of charges 
Swine 
pseudorabies control and eradication 


Tree fruit 
assessment for special research 
projects 
assessments for funding programs 
Wheat commission 
producer assessment funds 
expenditure of 


Yellow nutsedge quarantine 


APPLIED TECHNOLOGY, WASHINGTON 
INSTITUTE OF 
(See WASHINGTON INSTITUTE OF 
APPLIED TECHNOLOGY) 


ASIAN AMERICAN AFFAIRS, COMMISSION ON 


Meetings 


ATTORNEY GENERAL'S OFFICE 
Motor vehicle warranties 
fines for noncompliance with 
arbitration decision 


Opinions 
apprenticeship council, authority of 
(1990, No. 17) 


banks and trust companies, insurance 
activities (1991, No. 14) 

Bush Act tidelands, clam cultivation 
(1991, No. 8) 

chiropractic health care service 
contractor, health insurance pool 
assessments (1991, No. 20) 

city police officer transferring to county 
sheriff's office, benefits 
(1991, No. 27) 

community collegc educational services, 
contracts (1991, No. 16) 

community college and school district 
risk management pools 
(1991, No. 19) 

counselors, registration (1991, No. 24) 

counties, sale of property acquired by 
foreclosure (1991, No. 25) 

criminal justice training commission 
basic training requirement 
(1991, No. 18) 

ecological commission, advisory role 
(1991, No. 4) 

frecholder elections, first class cities 
(1991, No. 3) 

governor's authority to issue executive 
order having force and effect of law 
(1991, No. 21) 

HIV testing of juvenilcs adjudged to 


91-15-097 
91-01-045 


91-06-035 
91-10-095 
91-13-026 
91-03-020 
91-15-099 
91-06-061 
91-10-029 
91-03-105 
91-07-016 
91-10-082 
91-13-087 
91-14-001 
91-15-099 
91-15-099 
91-05-076 
91-08-027 


91-13-105 
91-13-105 


91-01-099 
91-05-065 
91-03-045 


91-01-058 


91-02-080 


91-02-001 
91-08-062 


91-07-022 


91-13-017 


91-16-031 
91-09-010 
91-11-060 
91-15-038 


91-15-046 


91-11-011 
91-05-003 


91-04-053 


91-13-032А 


ATTORNEY GENERAL'S OFFICE—cont. 
have committed sexual offenses 
(1991, No. 23) 
irrigation districts, sale of property 
acquired by foreclosure (1991, 
No. 25) 


local governments, self-funding of health 


and welfare benefits (1991, No. 17) 
machine gun possession by members of 
armed services (1991, No. 26) 
motor vehicle, forfeited, use by state 
(1991, No. 10) 
property tax assistance payments 
(1991, No. 7) 
property tax payment, credit card use 
(1991, No. 2) 
Public Disclosure Act (1991, No. 6) 
radioactive materials transport 
(1991, No. 1) 
risk management pools, formation by 


community colleges and school districts 


(1991, No. 19) 

sale of property acquired by 
foreclosure (1991, No. 25) 

small business export finance assistance 
center, public meetings and records 
(1991, No. 5) 

term limitations of city and county 
elected officials (1991, No. 22) 

Rules coordinator 


BASIC HEALTH PLAN 
Rules coordinator 


BELLEVUE COMMUNITY COLLEGE 
Admissions and registration policies 


Foreign students, admissions 


Meetings 
Rules coordinator 


BLIND, DEPARTMENT OF SERVICES 
FOR THE 
"Adaptive skills assessment and training" 
defined 
Eligibility for services, criteria 
"Legal blindness" defined 
" Visual impairment" defined 


BLIND, WASHINGTON STATE SCHOOL 
FOR THE 
Rules coordinator 


BUILDING CODE COUNCIL 
Barrier-free facilities 
regulations 
solicitation of preproposal comments 
Building code 
Day care facilities for children 
Energy code 


Historic buildings code 


Long-term residential care facilities, 
construction requirement 
solicitation of preproposal comment 
Meetings 


Radon requirements and monitoring 


Uniform building code 
Uniform codes 

solicitation of preproposal comments 
Uniform fire code and fire code standards 


Subject/Agency Index 


(Citations in bold type refer to material in this issue) 


91-15-026 


91-15-046 
91-10-008 
91-16-028 
91-07-043 
91-07-001 


91-04-013 
91-06-054 


91-03-085 


91-11-060 


91-15-046 


91-05-057 


91-14-030 
91-01-086 


91-14-022 


91-15-020 
91-15-050 
91-15-058 
91-15-020 
91-15-050 
91-15-058 
91-03-061 
91-15-034 


91-16-085 
91-16-085 
91-16-085 
91-16-085 


91-02-044 


91-16-10 
91-05-053 
91-16-112 
91-01-117 
91-01-112 
91-06-065 
91-16-111 
91-01-103 
91--06-064 


91-07-020 
91-01-10! 
91-09-050 
91-12-017 
91-15-042 
91-07-047 
91-12-045 
91-16-113 
91-07-020 
91-05-021 
91-16-115 


BUILDING CODE COUNCIL —cont. 
Uniform mechanical code 
Uniform plumbing code 
Uniform plumbing code standards 
Ventilation and indoor air quality code 


CENTRAL WASHINGTON UNIVERSITY 
Meetings 
Rules coordinator 
Student judicial code 
due process for students in regard 
to alleged violations 


CENTRALIA COLLEGE 
Rules coordinator 


CLARK COLLEGE 
Parking and traffic 
Suspended operations, civil service 
employees 


CLEMENCY AND PARDONS BOARD 
Meetings 


CODE REVISER'S OFFICE 
Register filing closing time 
Rules coordinator 
WAC amendments and repealers 


COLUMBIA BASIN COLLEGE 
Rules coordinator 
Sex discrimination, grievance procedures 


COLUMBIA RIVER GORGE COMMISSION 
County or city appeal of decision 
by director 
Structure alteration, review standards 
and guidelines 


COMMUNITY COLLEGE EDUCATION, BOARD FOR 
Compensation elements for presidents 


Meetings 
Personnel qualification standards 
Retirement annuity plan participation 


Running start program 


Tuition and fees for courses on 
problems of retirement and 
advanced age 

Vocational-technical institutions personnel 
inclusion in community college system 


COMMUNITY DEVELOPMENT, DEPARTMENT OF 
Border areas, supplemental law 
enforcement for 
Daycare centers 
fire protection standards 


Emergency management council 
meetings 

Fire protection policy board 
meetings 


Fire protection services division 
fire protection sprinkler contractors 


91-16-114 
91-16-116 
91-16-117 
91-01-102 


91--15-009 
91-01-049 


91-01-013 
91-01-095 
91-04-054 


91-13-047 


91-15-071 


91-15-072 


91-01-027 
91-03-040 
91-05-096 


91-12-007 
91-01-001 
91-06-067 
91-10-010 


91-16-002 
91-02-101 
91-08-001 


91-13-039 
91-09-009 


91-13-001 
91-15-092 
91-10-087 
91-15-094 
91-06-069 
91-09-008 
91-09-036 
91-12-030 
91-13-048 
91-06-075 
91-15-091 


91-15-093 


91-15-094 


91-04-017 


91-06-020 
91-06-021 
91-11-001 


91-02-023 


91-03-048 
91-05-017 
91-05-018 
91-06-051 


91-10-083 
91-10-084 
91-14-085 
91-14-086 


COMMUNITY DEVELOPMENT, DEPARTMENT OF 


—cont. 
fire safety standards 
Homelessness, advisory council on, 
duties 
Land classification, guidelines for 
classification of agricultural, 
forest, mineral resource, and 
critical areas lands 


Low-income home energy assistance 
program 
Meetings 


Public works board 

loan and financing guarantees 

meetings 

State Environmental Policy Act compliance 
Rules coordinator 


CONSERVATION COMMISSION 
Rules coordinator 


CONVENTION AND TRADE CENTER 
Meetings 


CORRECTIONS, DEPARTMENT OF 
Mitigation funds for local governments 
Rules coordinator 


CRIMINAL JUSTICE TRAINING COMMISSION 
Corrections academy 
equivalency or "challenge" process 
physical fitness standard for recruits 


D.A.R.E. program 
certification and decertification of 
officers 
Law enforcement academy 
physical fitness standard for admission 
to basic academy 
Meetings 


DEAF, WASHINGTON STATE SCHOOL 
FOR THE 
Rules coordinator 


DEFERRED COMPENSATION, COMMITTEE FOR 
Description 


Public records, access to and copying of 


EASTERN WASHINGTON UNIVERSITY 
Meetings 


Rules coordinator 


ECOLOGY, DEPARTMENT OF 
Air pollution 
sources 
toxic air pollutants discharge, 
control of 


Subject/Agency Index 


(Citations in bold type refer to materia! in this issue) 


91-05-043 


91-06-023 


91-01-129 
91-01-130 
91-07-041 


91-13-028 
91—06-031 
91-07-017 
91-10-020 


91-14-093 
91-02-003 
91-14-092 
91-04-006 


91-15-055 


91-01-012 
91-03-012 
91-03-041 
91-05-013 
91-06-036 
91-07-009 
91-09-007 
91-11-012 
91-11-049 
91-13-005 
91-14-073 
91-15-011 


91-10-018 
91-06-011 


91-01-041 
91-01-044 
91—10-088 
91-10-089 
91—14-010 
91-14-011 


91-01-042 


91-01-043 
91-03-003 


91-02-045 


91-02-098 
91-05-084 
91-02-098 
91-05-084 


91-11-079 
91-13-060 
91-14-021 
91-15-068 
91-02-043 


91-05-064 


91-01-083 
91-13-079 
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ECOLOGY, DEPARTMENT OF—cont. 


Aluminum plants, control and prevention 
of air pollutant emissions 
Batteries 
vehicle battery recycling 
Critical water resource situation 
response process 
Critical water resource situations 
Dangerous waste 
regulations 
solicitation of preproposal comment 
Drought relief, emergency 


Flood control assistance account program, 
public hearing notice 
Gasoline vapor control requirements 


Ground water management 
general schedule 
Island County 
West Snohomish County 


Walla Walla County 


Hazardous waste 
dangerous waste regulation 
facilities plans 


generator fees 
generators 
management facilities, siting criteria 
management facilities, siting criteria 
and notice of intent 
Kraft pulping mills, control and prevention 
of air pollutant emissions 
Model Toxics Control Act 
cleanup, identification and investigation, 
processes and standards 
Oil spills 
offshore facility contingency plan 
response contractor standards 
Ocean management 
Rules coordinator 
Sediment management standards 


Shoreline master programs 
Chelan County 


Grays Harbor County 
Island County 

King County 
Klickitat County 


Medina, city of 
Normandy Park, city of 
ocean management 


Ocean Shores, city of 


Okanogan, city of 
Omak, city of 
Oroville, town of 
Pierce County 


Redmond, city of 
San Juan County 


Thurston County 
Tonasket, town of 
Tumwater, city of 


Twisp, town of 


91-05-064 
91-05-020 


91-12-038 
91-12-042 


91-15-105 
91-02-099 
91-03-081 


91-08-072 
91-02-107 
91-14-101 


91-05-100 
91--06-096 
91-03-102 
91-05-099 
91-03-103 
91-05-098 


91-07-005 
91-08-041 
91-14-099 
91-08-040 
91-03-139 
91-08-041 


91-08018 


91-05-064 


91-04-019 


91-14-110 
91-14-110 
91-05-042 
91-03-025 
91-01-052 
91-03-094 
91-06-098 
91-08-019 


91-02-112 
91-14-054 
91-09-054 
91-03-145 
91-03-149 
91-03-141 
91-11-088 
91-14-100 
91-01-131 
91-14-053 
91-04-069 
91-10-033 
91-03-144 
91-12-053 
91-03-147 
91-14-052 
91-03-146 
91-03-143 
91-12-052 
91-12-036 
91-04-072 
91-05-063 
91-06-094 
91-12-054 
91-14-0351 
91-03-148 
91-04-079 
91-09-055 
91-04-070 


ECOLOGY, DEPARTMENT OF—cont. 
Winthrop, town of 
Solid and hazardous waste management 
coordinated prevention grants 


Solid fuel burning devices 
increase in retail sales fees 
sale and use of 

Sołid waste disposal facilities 
inspector certification, exemption 


operator certification 
State/environmental protection agency 
agreement, public hearing notice 
Underground storage tanks program 
Waste 
dangerous waste regulation 
hazardous waste facilities 
plans 
hazardous waste fees 
solid waste recycling projects, grants 
to local governments, solicitation 
of preproposal comment 
solid waste reduction, grants to local 
governments, solicitation of 
preproposal comment 
Wastewater 
discharge permit fees 
solicitation of preproposal comment 


system developed 


Water 
critical resource water situations 
critical water resource situation 
response process 
highway runoff quality enhancement 


operator certification program 
resource situations strategy 
surface water quality standards 


Water resources program 
Methow River Basin 


Wells 
drilling restrictions 


EDMONDS COMMUNITY COLLEGE 
Athletes, loss of eligibility for 
unlawful drug use, procedure 
Meetings 


Parking regulations 


EDUCATION, STATE BOARD OF 
Accreditation of schools 


Building assistance commitments, 
suspension of 
"Building condemnation" defined 


Certification 
instructional specialist certificate 


internship certificate 


limited certificate 


Subject/Agency Index 


(Citations in bold type refer to material in this issue) 


91—04-071 


91-02-052 
91-11-090 


91-07-066 
91-07-066 


91-09-053 
91-12-040 
91-01-093 


91-08-020 
91-04-022 


91-07-005 


91-08-041 
91-08-040 


91-10-032 


91-10-032 


91-01-019 
91-15-106 
91-03-080 
91-11-047 


91-12-042 


91-12-038 
91-04-091 
91-11-09! 
91-13-058 
91-04-080 
91-09-056 
91-10-048 
91-11-089 


91-12-039 
91-15-104 


91-04-073 
91-12-039 
91-12-041 


91-05-012 
91-03-110 
91-05-050 
91-07-044 
91-09-058 
91-11-050 
91-15-007 
91-12-016 


91-01-068 
91-01-128 
91-04-015 


91-15-030 
91-08-068 
91-12-059 


91-01-092 
91-05-056 
91-01-092 
91-05-056 
91-01-092 
91-05-056 


EDUCATION, STATE BOARD OF— cont. 
Environmental education, interdisciplinary 
study of 


High school credit for courses taken by 
students in grades 7 and 8 
Meetings 


Physical education requirement 
"Portable facility" defined 


Professional certification 
reprimand or certificate suspension 
or revocation 


Rules coordinator 
School construction projects 


suspension of state funding commitments 


School plant facilities 
acceptance criteria, proposed sites 


local match money 
modernization 
state assistance 

Teacher school day requirement 


Title 28A RCW, amendments to conform 
to recodification of title 


EMPLOYMENT SECURITY DEPARTMENT 


Eligibility determination 
Employer notice and separation 
determination 


Employer notices 
Family independence program, 


see FAMILY INDEPENDENCE PROGRAM 


Rules coordinator 
Timber dependence indicators by county 
Timber impact areas determination 


Timber retraining benefits and programs 


ENERGY FACILITY SITE EVALUATION COUNCIL 


Meetings 
Site restoration standards 


ENERGY OFFICE 
Terminology, revision of obsolete 
language 


ENVIRONMENTAL HEARINGS OFFICE 
Rules coordinator 


EVERETT COMMUNITY COLLEGE 
Meetings 
Rules coordinator 


EVERGREEN STATE COLLEGE, THE 
Meetings 
Rules coordinator 


FAMILY INDEPENDENCE PROGRAM 

Benefits suspension, termination, 

or reduction 

advance notice 
` Child care eligibility to support 

employment and training 
Eligibility for qualifying a parent 
Income disregard 
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91-01-067 
91-12-055 


91-01-066 
91-04-050 
91-12-064 
91-11-018 
91-08-068 
91-12-059 


91-05-024 
91-08-056 
91-13-045 


91-15-030 


91-08-071 
91-12-057 
91-08-069 
91-12056 
91-08-070 
91-12-058 
91-08-067 
91-12-055 
91-05-068 
91-08-055 


91-01-091 
91-04-016 


91-03-054 


91-11-051 
91-11-052 
91-16-029 
91-03-054 


91-03-055 
91-14-117 
91-14-115 
91-14-116 
91-14-115 
91-14-116 


91-02-077 
91—03-132 
91-09-040 


91-03-090 


91-14-005 


91-02-047 
91-03-079 


91-02-054 
91-14-114 


91-07-068 


91-01-061 
91-15-063 
91-05-008 
91-05-009 
91-10-073 
91-10-079 
91-13-081 


| 


Subject/Agency Index 


(Citations in bold type refer to material in this issue) 


FAMILY INDEPENDENCE PROGRAM —cont. FISHERIES, DEPARTMENT OF—cont. 


Ineligibility period 
nonrecurring lump sum income 


sea urchin seasons 


receipt 91-12-065 
91-12-068 
91-15-086 shad 
Management plan, implementation of Columbia River harvest 
second stage 91-01-062 
91-04041 
91-05-058 shrimp 
91-05-010 Puget Sound fishery 
91-08-050 
Medical programs eligibility 91-05-008 Puget Sound season 
. 91-05-009 seasons 
Meetings 91-01-060 
Parent eligibility 91-15-062 spawn on kelp auction 
FINANCIAL MANAGEMENT, OFFICE OF 
Past due receivables, interest ries ia Ri B il 
waiver criteria 91-15-053 olumbia River above Bonneville, seasons 
Columbia River below Bonneville, seasons 
FISHERIES, DEPARTMENT OF 
Commercial trawl fishing, seasons 
bottomfish and gear 
coastal bottomfish catch limits 91-01-018 vessel ownership and accountability 
91-01-023 proof 
91-01-050 Personal use 
91-01-094 clams 
91-03-152 areas and seasons 
91-07-050 hardshell 
91-08-023 
91-10-012 
91-11-027 
91-11-077 razor 
91-14-026 halibut 
91-16-041 seasons and bag limits 
seasons 91-05-037 oysters 
clams areas and seasons 
razor clam harvest 91-08-024 
crabs, seasons and areas 91-05-102 
91-10-024 rules amended 
crawfish, areas 91-05-102 
fish buyers, reporting date for fish 
receiving tickets 91-01-005 
91-05-015 
herring 
endorsement requirements 91-11-056 
91-16-070 
reporting catch 91-10-014 salmon 
licensing rules amended 91—03-108 areas and seasons 
91-10-071 
marine fish, seasons 
and closures 91-09-064 
91-13-051 
regulations 91-03-083 
91-04-029 bag limits 
91-04-031 Chehalis River 
91-10-01) Columbia River 
salmon 
Columbia River below Klickitat River 
Bonneville, seasons 91-05-005 Little White Salmon River 
91-05-036 saltwater seasons and bag limits 
Puget Sound 
areas and seasons 91-13-031 
restrictions and closure 91-15-017 
91-16-027 
91-16-069 Skagit River 
subsistence fishery, Columbia River Wenatchee River 
tributaries 91-11-014 Wind River 
91-11-076 shrimp 
91-12-004 Puget Sound fishery 
troll fishery, seasons and gear 91-10-058 
91-15-115 Rules coordinator 
sea cucumber seasons deque FOREST PRACTICES BOARD 
91-1 1-015 Conversions and developing areas, 
91-11-055 county Participation 
9111111 Forest practices subject to 
91-15-031 environmental review under 
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91-05-102 
91-10-024 
91-11-11 
91-15-031 


91-05-005 
91-05-036 
91—11-100 


91-10—094 
91-15-096 
91-11-044 
91-11-111 
91-15-031 
91-02-108 
91-05-016 


91-08-065 
91-05-005 
91-05-036 


91-09-064 


91-11-056 


91-01-069 
91-02-021 
91-02-076 
91-15-047 
91-10-049 


91-14-007 


91-01-069 
91-06-057 
91—14—039 
91-03-153 
91-04-030 
91-06-057 
91-08-051 
91-08-054 
91-14-045 
91-14-046 
91-16-080 


91-03-151 
91-08-052 
91—08-053 
91-12-008 
91-14-047 
91-16-079 
91-08-025 
91-11-045 
91-08-002 
91-14-078 
91-08-025 
91-08-025 
91-14-008 
91-14-048 
91-14-118 
91-15-095 
91-16-007 
91-12-009 
91-08-025 
91-08-025 


91-10-094 


91-16-006 
91-15-069 


91-13-072 


FOREST PRACTICES BOARD cont. 
SEPA and SEPA rules 
Lands likely to convert to urban 
development 
Meetings 


State Environmental Policy Act compliance 
Watershed screening and analysis 
solicitation of preproposal 
comment 


GAMBLING COMMISSION 
Adjudicative proceedings 
Amusement games 

authorized games 


authorized locations 


licensing of manufacturers and 
distributors 


licensing of operators 


operation at regional shopping centers 


prizes 
records required 


Bingo 
accounting records requirements 


"manager" defined 


prize limit increased 
proposed rule withdrawal 
Cruise ships, gambling devices on 
foreign vessels 
Electronic cranes 
approved locations 
authorization for use 
records required 
special authorization 
Fund raising events, limits on amount of 
rent, lease, or other payments 
Fund raising events, providing food 
and beverages to volunteers 


Income requirements, bingo and charitable 
games 

Income receipting and deposit requirements 

Prizes 


Pull tab dispensing devices 


Pull tab series, assembly, packaging, 
and operation 


Punchboard and pull tabs, prizes 
Record-keeping requirements 


Subject /Agency Index 


(Citations in bold type refer to material in this issue) 


91-07-034 


91-13-072 
91-07-012 
91-08-028 
91-13-033 
91-14-096 
91-14-102 


91-07-030 


91-03-063 


91-15-039 
91-15-041 
91-15-039 
91-15-041 


91-15-039 
91-15-041 
91-15-039 
91-15-041 
91-05-047 
91-06-008 
91-06-039 
91-15-039 
91-15-041 
91-15-039 
91-15-041 


91-10-006 
91--13-070 
91-10-006 
91-13-070 
91-13-069 
91-09-045 


91-15-039 


91-15-039 
91-09-045 
91-15-039 
91-15-041 


91-09-045 


91-03-049 
91-05-044 
91-05-046 
91-05-047 
91-06-008 
91-06-039 


91-09-045 
91--10-006 
91-05-047 
91-06-008 
91-06-039 
91-07-018 
91-07-051 
91-12-011 
91-05-045 
91-10-004 


91-03-049 
91-05-044 
91-05-046 
91-05-047 
91-06-008 
91-06-039 
91-09-045 
91-10-006 


GAMBLING COMMISSION—cont. 
Recreational gaming activities 


Washington blackjack 


GENERAL ADMINISTRATION, DEPARTMENT OF 


Acquisition of goods 


Banking, division of 
collection of examination costs and 
collection of semi-annual assessment 
fee schedule, processing and 
investigation of applications 
Flood mitigation standards 
state agencies 


Parking fees and payments 


Rules coordinator 
Savings and loan association, division of 
credit union examination and supervision 
fees and charges 


savings and loan examination and 
supervision fees 


GOVERNOR, OFFICE OF THE 

Education reform and funding, 
council on, established 

HIV/AIDS advisory council established 

Homelessness, council on 

Low-income housing tax credit, federal, 
allocation of 

Special session of legislature called 
for June 10, 1991 

Substance abuse, governor's council 
on, reestablished 

Timber export restrictions, implementation 
of federal legislation 


GRAYS HARBOR COLLEGE 
Athletes, loss of eligibility for 
unlawful drug use 


Rules coordinator 


GREEN RIVER COMMUNITY COLLEGE 
Meetings 
Rules coordinator 


HARDWOODS COMMISSION 
(See TRADE AND ECONOMIC 
DEVELOPMENT, DEPARTMENT OF) 


HEALTH, BOARD OF 
(See HEALTH, DEPARTMENT OF) 


HEALTH CARE AUTHORITY 
Advertising or promotion of SEBB-sponsored 
benefit plans 
Appeals process established 


Dependents health coverage 

Medical plan options between open 
enrollments 

Medicare payment of eligible retirees 


Organ transplant programs, requirements 


[358] 


91-03-062 
91-07-019 
91-07-021 
91-07-042 
91-10-005 
91-15-040 
91-03-049 
91-05-044 
91-05-046 
91-05-047 
91-06-008 
91-06-039 


91-09-034 
91-09-035 


91-15-102 
91-15-101 


91-05-101 
91-08-057 
91-04-081 
91-15-080 
91-03-060 


91-03-106 
91-06-062 


91-03-107 
91-06-063 


91-11-068 
91-07-004 
91-06-023 


91-02-053 
91-13-015 
91-09-059 


91-02-111 
91-10-106 
91-14-040 


91-05-033 
91-11-102 
91-14-075 
91-15-049 


91-03-004 
91-13-037 


91-11-093 
91-04-087 
91-14-025 
91-11-096 


91-11-094 
91-11-095 
91-14-084 
91-05-079 


Subject/Agency Index 


(Citations in bold type refer to material in this issue) 


HEALTH CARE AUTHORITY —cont. HEALTH, DEPARTMENT OF—cont. 


public water systems, volatile organic 


Spouse health insurance coverage 91--11-096 chemical monitoring requirements 
91-14-084 rules coordinator 
State employee benefits board plans, dependent transfer of rules to Title 246 WAC 
parent, continued coverage on self—pay basis, Health and sanitation inspections at 
qualification for 91—04—086 state institutions fees 
91-11-010 Health care assistants 
HEALTH, DEPARTMENT OF license fees 
e pana. e 91-10-069 Health care facilities 
examinations 91-10-069 construction review and approval 
fees 91-08-078 activities, fees 
91-13-002 А ў А 
Cancer cases Hearing aid council : 
criteria and procedures Гог identifying defamation of competitors 
and reporting 91-15-005 1 дісі 
information access standards 91-15-005 personat gise osure 
Certificate of need 
open heart surgery services review 91-10-102 А 
91-10-103 rules coordinator Р 
transfer of 91-01-075 transfer of rules to Title 246 WAC 
91-05-093 ы " I 
Chiropractic disciplinary board Не s fitters/ dispensers 
professional procedures 91-06-090 кепе 065 
SED Hematocrit testing for exclusion 
Ailes coordinator 9101020 HIV and AIDS training and record-keeping 
transfer of rules to Title 246 WAC 91-05-095 requirements 
Chiropractic examining board Hospital charity care, procedures, ча 
chiropractic assistant license fees 91-15-082 р identifying 
91—15—113 indigent persons, and penalties for 
91-15-114 noncompliance 
license fees 91—15-082 Hospital pharmacy standards 
91-15-113 Immunization of day care and 
91-15-1 14 school children 
rules coordinator 91-01-020 d PREZ ion f 
transfer of rules to Title 246 WAC 91-05-026 ca trand запнаполапзресиоп dens 
Community health clinics Isotopes use in medicine and industry 
ааа ы ша РТ Live birth and fetal death, 
Death certificate contents 91-16-105 standard certificates Я 
Dental disciplinary board | Low level radioactive waste sites 
discrimination prohibited as unprofessional regulation 
conduct 91--03-109 Маггіа; d dissoluti m 
mandatory reporting requirements 91-16-102 ies and dissolution: certilicates, 
rules coordinator 91-01-020 M соп AA d 
transfer of rules to Title 246 WAC 91-02-048 2272-22 
Dental examiners, board of A 
examination failures, repeat examinations 91-10-093 transfer of rules to Title 246 WAC 
91--14--087 1 m NE 
transfer of rules to Title 246 WAC 91-01-007 Medical disciplinary board 
Dental hygienists election of board members | 
education programs, expanded functions 91-08-077 mandatory reporting rule, hospitals 
Mp 065 rules coordinator 
DURS Ier nuiritionists 9212082078 transfer of rules to Title 246 WAC 
license fees 91-08-078 Medical examiners, board of 
91-13-002 application, registration, or license fees 
Drug manufacturing or storage sites, not refundable 2 
illegal, contractor certification application denial, hearings procedure 
for decontamination of 91-04-007 examination scores 
Emergency medical services A 
emergency medical technicians, certification TRA angs T 
and recertification requirements 91-02-013 р OWE anis 
training requirements 91-06-026 STe E 
Environmental Policy Act (SEPA) rules 91-02-050 preseripions 
Fees 91-02-050 ЕДІ vis 
Health, board of prescription writing 
drug manufacturing or storage sites, ка ane surgeons 
illegal, contractor certification is ena Ing | 
for decontamination of 91-04-007 Еран не 
immunization of day care and school E COOLE Ma Or сед 
children 91-11-103 special purpose examination 
91-15-066 б 
infants, screening for congenital transfer of rules to Title 246 WAC 
disorders 91-01-032 


Medical test categories 


91-07-031 
91-01-020 
91-02-051 


91-15-082А 


91-08-078 
91-13-002 


91-12-019 
91-16-107 


91-07-057 
91-07-059 
91-07-057 
91-07-059 
91-11-032 
91-01-020 
91-07-058 
91-11-031 


91-08—078 
91-13-002 
91-11-039 


91-06-026 


91-05-048 
91-05-049 


91-13-050 


91-15-082А 
91-11-081 
91-15-12 


91-16-105 


91-11-083 
91-16-109 


91-16-105 


91-01-020 
91—01-077 
91-09-044 


91-16-033 
91-10-040 
91-10-042 
91-01-020 
91—02-012 


91-15-111 
91-13-092 
91-01-074 
91-06-038 
91-02-061 


91-15-111 
91—04-055 
91-08-007 
91-04-033 


91-15-111 
91-15-111 
91-01-020 
91-13-094 
91-15-111 
91-01-076 
91-06-030 
91-11-039 


HEALTH, DEPARTMENT OF—cont. 


Midwifery 
license fees 


Nursing, board of 
AIDS education requirement for 
nurses obtaining interstate 
endorsement 
license denial, adjudicative proceedings 


nurse technicians, definition 
and function of 
rules coordinator 
supervision of care and delegation 
of tasks 
transfer of rules to Title 246 WAC 
Nursing home administrators, board 
of examiners for 
inactive license fee 


inactive license status 


rules coordinator 
transfer of rules to Title 246 WAC 


Nursing homes 
bed need standards 


Nursing pools 
license fees 


Occupational therapy practice, board for 
educational programs 
license fees 


licensure requirements 
rules coordinator 
transfer of rules to Title 246 WAC 
Open heart surgery services, certificate 
of need review 


Opticians 
accreditation standards for educational 
programs 
continuing education requirements 


dispensing optician examining committee 
prescribed courses approval 
rules updating 


Optometrists 
license fees 


Optometry board 
rules coordinator 
transfer of rules to Title 246 WAC 


Osteopathic medicine and surgery 
board of 
examination procedures 


impaired practitioner program surcharge 
license fees 


license reinstatement 

limited licenses and temporary 
permit fees 

osteopathic physician's assistant 
prescriptions 

rules coordinator 

substance abuse monitoring programs 
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91-08-078 
91-13-002 


91-07-032 
91-10-007 
91-15-004 


91-07-067 
91-01-020 


91-16-101 
91-07-049 


91-05-025 
91-09-051 
91-02-058 
91-06-059 
91-01-020 
91-02-059 
91-06-060 


91-02-010 
91-12-020 
91-15-018 


91-08-078 
91-13-002 


91-05-088 
91-08-078 
91-13-002 
91-05-088 
91-01-020 
91-05-027 


91-10-102 
91-10-103 


91-16-103 
91-05-087 
91-09-023 
91-09-024 
91-16-103 
91-16-103 
91-05-087 
91-09-023 
91-09-024 


91-08-078 
91-13-002 


91-01-020 
91-03-116 
91-06-025 


91-03-117 
91-10-039 
91-10-043 
91-16-104 
91-08-078 
91-13-002 
91-14-088 


91-16-104 


91-14-088 
91-01-020 
91-03-117 
91-10-039 
91-10-043 


HEALTH, DEPARTMENT OF—cont. 
Pharmacists 
license fees 


retired 
license fees 


Pharmacy, board of 
animal control agencies, legend 
drug use regulation 
transfer of rules to Title 246 WAC 


humane societies, legend 
drug use regulation 

rules coordinator 

internship requirements 


nonprescription drugs, tampered 
products detection information 

prescriptions, out-of-state 
practitioners 


pharmacy assistant/ pharmacist ratio 


tampered products detection 
information 
Physical therapy, board of 
drug or alcohol monitoring programs, 
voluntary participation 


examination scores 


licensing fees 


licensure requirements 

rules coordinator 

transfer of rules to Title 246 WAC 
Physician assistants 

prescription writing 
Podiatric medical board 

inactive license 


license fees 
license renewals 
reciprocity requirements 


rules coordinator 
terminology 


Practical nurses 
license fees 


Practical nursing board 
licensing requirements and procedures 


rules coordinator 
transfer of rules to Title 246 WAC 
Prenatal tests, provision of information 
on 
Psychology. examining board of 
continuing education 
license fees 


licensing requirements and procedures 
meetings 


rules coordinator 

transfer of rules to Title 246 WAC 
Radiation protection programs 

fees 
Radiation protection, general provisions 


91-08-078 
91-13-002 


91-08-078 
91-13-002 


91-04-056 
91-06-037 
91-14-033 


91-04-056 
91-01-020 
91-05-091 
91-11-041 


91-07-056 


91-05-090 
91-13-004 
91-05-092 
91-11-040 


91-07-056 


91-09-033 
91-09-063 
91-14-006 
91-09-033 
91-09-063 
91-14-006 
91-05-004 
91-08-078 
91-13-002 
91-05-094 
91-01—020 
91-02-011 


91-04-033 


91-05-089 
91-10-041 
91-08-078 
91-13-002 
91-05-089 
91-10-041 
91-05-089 
91-10-041 
91-01-020 
91-05-089 
91-10-041 


91-08-078 
91-13-002 


91-09-014 
91-13-023 
91-01-020 
91-01-078 


91-11-024 


91-04-021 
91-08-078 
91-13-002 


91-04-021 
91-06-024 
91-08-030 
91-01-020 
91-12-035 


91-08-059 
91-11-024 
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HIGHER EDUCATION PERSONNEL BOARD—cont. 


HEALTH, DEPARTMENT OF—cont. 


Rules coordinator 91-01-020 Military active duty leave 91-13-013 
Rules, transfer to Title 246 WAC 91-03-095 91—13-095 
91-04-020 91-16-054 
91-05-028 Rules coordinator 91-02-040 
91-05-029 Salary reallocation 91-05-052 
91-05-030 91-06-077 
91-05-031 91-10-003 
91-06-027 91-10-0611 
91-06-028 91-13-011 
91-06-058 Shared leave 91-10-060 
91-07-048 91-13-012 
91-11-030 Temporary workers, remedial action 91--10-060 
91-15-003 91-13-012 
Rural health care University of Washington hospitals 
facilities, licensing standards 91-02-014 special pay plan 91-13-096 
rural health system project 91-13-093 91-16-054 
91-16-108 Work period designations 91-07-060 
Sex offender treatment providers 91—06-091 91-13-014 
91-11-062 91-13-095 
91-11-063 91-16-054 
91-16-106 Workers' compensation 
Standard certificates of live birth return-to-work policy 91—02-038 
and fetal death 91-16-105 91-05-054 
Transfer of rules to Title 246 WAC 91—02-049 91-05-059 
Uranium mills regulation 91—11-083 91—10—001 
Veterinary board of governors ш NE Baeza o COLLEGE 91-08-03 
rules coordinator 91-01-020 uies coordinator 208931 
transfer of rules to Title 246 WAC 91-02-060 HISPANIC AFFAIRS, COMMISSION ON 
Women, infant, children program Meetings 91-13-088 
client access 91-06-029 91-15-015 
Х-гау machine use regulation 91-11-082 HORSE RACING COMMISSION 
91-15-083 Claiming races, next start requirements, 
HIGHER EDUCATION COORDINATING BOARD horses claimed but not processed 91-03-064 
American Indian endowed scholarship Jockey suspension, temporary 91-08-073 
ргоргат 91-03-087 91-15-036 
91-11-073 Owner's license, use of facsimile 
Athletic gender equity tuition and application and trainer as agent 91-03-033 
fee waiver program 91-09-061 Satellite locations, daily fee 91-08-073 
91-12-005 91-15-036 
Award for excellence in education .HUMAN RIGHTS COMMISSION 
program, administrative procedures 91-15-073 Meetings 91-01-087 
| 2116-088 91-01-088 
Contract issuance procedures, 1991-93 91-02002 
21507045 91-02-035 
Displaced homemaker program administration 91-01-053 91-02-102 
| | аным 91-04-063 
Environmental Policy Act (SEPA) 91-04-064 
notice of action taken 91-01-124 91-06-072 
91-01-125 91-08-046 
HIGHER EDUCATION, JOINT CENTER FOR 91-08-047 
Meetings 91-03-002 91-11-080 
HIGHER EDUCATION PERSONNEL BOARD ЕЛ 
Appointments 91-02-039 91-14-076 
91-05-055 
91-14-103 
91-05-060 91-15-043 
91-10-002 
Bereavement leave 91-10-060 INDETERMINATE SENTENCE REVIEW BOARD 
91-13-012 Non-APA rules publication 91-14-029 
Fair Labor Standards Act, federal Public records 91-10-009 
preemption 91-10-059 91-14-028 
91-13-011 Rules adoption requirements 91-10-009 
Hearing examiners 91-02-039 91-14-028 
91-05-055 Rules coordinator 91-03-067 
21-02-0600 — INDUSTRIAL INSURANCE APPEALS, 
21540 002 BOARD OF 
Leave of absence without pay, excepted Practice and procedure 91-09-062 
work period 91-10-059 91-13-038 
91-13-011 
Locality special pay plan increments 91-15-032 INFORMATION SERVICES, DEPARTMENT OF 
Meetings 91-02-041 Public records access 91—04—090 
91-06-014 91-07-033 
91-11-035 INSURANCE COMMISSIONER 
"Allowable expense" defined 91-15-110 
Chemical dependency treatment providers 91-16-068 
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INSURANCE COMMISSIONER cont. 
Chief hearing officer, duties 
Fees and assessments, clarification 


Foreign and alien insurers, service 
of process 

"Involuntary termination" defined for 
purpose of high risk health pool 


Life and disability insurance, out-of-state 
group contracts, unfair practices 
Prelicense education curriculum 


Prelicense education requirement 


Rate standards 
Rules coordinator 


INTEREST RATES 
(See inside front cover) 


INVESTMENT BOARD 
Meetings 


JUDICIAL CONDUCT, COMMISSION ON 
Public records access 


Rules coordinator 


LABOR AND INDUSTRIES, 
DEPARTMENT OF 
Agricultural safety standards 


Apprenticeship and training council 
meetings 
Boiler rules, board of 
condemned boilers or unfired 
pressure vessel, inspection 


meetings 


new constructions standards 

nuclear repairs/replacement 

nuclear safety devices repair 
Cash deposits, periodic review of 


Construction 
safety standards 


Crime victim compensation 
repressed memory of criminal act, 
rights of victim with 


Electrical board 
meetings 

Elevator safety standards 

Employer's surety bond 


Explosives 
safety standards 
Fire fighters 
safety standards 


Grain handling facilities 
safety standards 


Longshore, stevedore operations 
safety standards 


Medical services 
coverage 
reimbursement 
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91-14-064 
91-04-057 
91-07-053 


91-14-064 


91-13-076 
91-16-012 
91-16-052 


91-03-073 
91-09-049 
91-12-033 
91-09-048 
91-12-032 
91-01-073 
91-02-009 


91-02-015 


91-01-126 
91-04-060 
91-01-002 


91-04-077 
91-11-070 


91-04-038 


91-09-047 
91-11-107 
91-01-107 
91-03-086 
91-05-062 
91-09-047 
91-11-107 
91—09-047 
91-11-107 
91-09-046 
91-11-106 
91-09-046 
91-11-106 
91-15-108 
91-15-109 


91-04-077 
91-11-070 


91-01-065 
91-04-027 


91-03-076 
91-10-091 
91-15-108 
91-15-109 


91-01-026 
91-01-026 
91-04-077 
91-11-070 


91-04-077 
91-11-070 


91-04-077 
91-11-070 


91-12-060 
91-12-060 


LABOR AND INDUSTRIES, 
DEPARTMENT OF—cont. 
Occupational health standards 
general standards 


Passenger vessel safety standards 
Prevailing wage 
filing fees 
terms and procedures used to determine, 
for public works projects 


Safety and health standards 
general 


Travel expenses 
injured workers 


Worker's compensation 
health care services, payment for 


medical aid rules 


rules, classifications, rates and 
rating system revisions 


LEGAL FOUNDATION OF 
WASHINGTON 
Meetings 


LICENSING, DEPARTMENT OF 
Architect licenses 
fees 


renewal 
Architecture 
"design-build" definition 


solicitation of preproposal comment 
Camping resorts 
Cosmetology, barber and manicurist rules 


Court reporters 
examination and application procedures 
examination appeal procedures 
licensing requirements 
standards of professional practice 
transcript preparation format 
Engineers and land surveyors 
fees 


license renewals 


seals 
new seal required, design 


solicitation of ргергороза! comment 
use definition 


Escrow officers and agents 
fees 


Funeral directors and embalmers 
continuing education 
approval 


crematory renewal fees 


91-01-026 
91-03-043 
91-09-004 
91-01-026 


91-01-017 


91-03-113 
91-10-092 
91-14-104 


91-01-026 
91-03-044 
91-04-077 
91-11-070 


91-03-114 
91-12-010 


91-01-123 
91-07-008 
91-14-098 
91-02-063 
91-02-064 
91-02-114 


91-07-061 
91-12-014 


91-06-001 


91-09-020 
91-13-055 
91-09-020 


91-06-012 
91-09-041 
91-12-061 
91-02-046 
91-01-082 
91-05-080 
91-11-042 


91-15-065 
91-15-065 
91-03-065 
91-15-065 
91-15-065 


91-07-065 
91-10-046 
91-07-064 
91-07-065 
91-10-046 
91-11-075 


91-05-078 
91-06-018 
91-11-098 
91-11-099 
91-05-041 
91-05-078 
91-06-018 


91-08-049 
91-11-066 


91-09-043 
91-15-048 
91-08-032 
91-11-023 


LICENSING, DEPARTMENT OF—cont. 
preneed renewal fees 
Motor vehicle excise tax rules 
Motor vehicles 
advertising and pricing practices of 
dealers, prohibited practices 
certificate of inspection 
disclosure of vehicle owner names 
and addresses 
drivers' licenses 
waiver of driving test for new 
resident with valid license 
from previous home state 
fleet registration programs, regular 
and permanent 


higher education institutions license 
plate emblems, criteria to obtain 


license plates, special 


parking tickets outstanding, information 


to be supplied by jurisdiction 
proportional registration of fleet 
vehicles 


snowmobile fuel use study 
special license plates and emblems, 
criteria.to obtain 


title, "guaranteed title" defined 
veterans license plate emblems 


Multijurisdictional disclosure system 
Public records indexing systems 


Real estate appraiser certification 
Real estate commission 
course approval 


depositary institutions 
authorized to hold trust funds 
examination grading 


fees for real estate course, 
School, and instructor 
approval 


funds held in trust, 
authorized institutions 


instructor approval 
instructor qualifications 


meetings 
Rules clarifications 
Rules coordinator 
Securities division 
cattle feeding programs 
commodity pools 
corporate limited offering 
exemption 
debt offering standards 
equipment programs 
exchange and national market system 
exemption from registration 
oil and gas programs 
promotional shares 
real estate investment trusts 
uniform limited offering registration 
(ULOR-C) 
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91-01-006 
91-04-026 


91-03-019 
91-04-024 


91-03-088 


91-01-063 


91-11-084 
91-15-006 


91-03-091 
91-11-084 
91-15-006 
91-04-025 


91-04-024 


91-02-109 
91-02-110 
91-06-093 
91-14-056 


91-03-091 
91-11-084 
91-15-006 
91-03-092 
91-03-091 
91-04-025 
91-11-084 
91-15-006 
91-14-089 
91-07-028 
91-13-057 
91-04-074 


91-03-047 
91-07-029 


91-09-013 
91-03-047 
91-07-029 


91-09-013 
91-12-012 


91-09-013 
91-12-012 
91-09-065 
91-12-013 
91-03-047 
91-07-029 
91—02-078 
91-14-097 
91-03-006 


91-04-012 
91-04-012 


91-04-01 
91-04-008 
91-04-012 


91-04-010 
91-04-012 
91-04-008 
91-04-012 


91-04-009 
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LICENSING, DEPARTMENT OF—cont. 
Snowmobile fuel use study 
Special fuel tax rules 
power tax off use 


Tow truck operators 
abandoned vehicles 
procedures for selling 
storage rate charges 
Vessel registration 
Owner's names and addresses, 
disclosure of 


LIQUOR CONTROL BOARD 
Advertising of liquor 


Beer 
label requirements 


Board samples, accounting for 
Chemical analysis procedures 
Conduct on licensed premises, regulation 


Courses of instruction at breweries 
and wineries 

Information furnished to board, 
procedures 

Malt liquor in kegs, retail 
sale of 

Meetings 


Rules coordinator 
Tax refund procedures 


LOTTERY COMMISSION 
Debts owed the state 
Instant game number 20 through instant 
game number 39, repeal 


Instant game number 59 — Lucky Draw 
criteria 


definitions 
Instant game number 61 — Triple Play 


criteria 
definitions 
ticket validation 


Instant game number 62 — Roulette 
criteria 
definitions 


ticket validation 


Instant game number 63 — Lucky 7's 


criteria 


definitions 


ticket validation 

Instant game number 64 — Play Days 
criteria 
definitions 


ticket validation 


Instant game number 65 — Touchdown 


criteria 
definitions 


ticket validation 


91-14-056 


91-03-017 
91-03-018 


91-13-035 
91-13-035 


91-03-089 


91-03-007 
91-04-085 


91-05-086 
91-08-022 
91-16-081 
91-16-081 
91-05-085 
91-09-005 
91-10-045 
91-16-083 


91-16-082 
91-16-081 


91-16-081 
91-13-097 
91-16-034 
91-10-044 
91-16-081 


91-16-084 
91-03-034 


91-03-036 
91-03-036 


91-03-036 
91-03-036 
91-03-036 


91-03-112 
91-06-074 
91-03-112 
91-06-074 
91-03-112 
91-06-074 


91-03-112 
91-06-074 
91-12-069 
91-03-112 
91-06-074 
91-12-069 
91-03-112 
91-06-074 
91-12-069 


91-07-070 
91-11-033 
91-07-070 
91-11-033 
91-07-070 
91-11-033 


91-07-070 
91-11-033 
91-07-070 
91-11-033 
91-07-070 
91-11-033 


LOTTERY COMMISSION—cont. 
Instant game number 66 — Tumbling Dice 


criteria 


definitions 


ticket validation 


Instant game number 67 - 21 


criteria 
definitions 


ticket validation 


Instant game number 68 - Mistledough 


criteria 
definitions 


ticket validation 


Instant game number 69 — Gold Rush 


criteria 
definitions 
ticket validation 


Instant game number 70 - Тіс-Тас-Тое 
Money Match 


criteria 

definitions 

ticket validation 
Prizes, payment of 
Promotional contests of chance 
Public records index 


Quinto 
definitions 
prizes 
rules 
ticket purchases 
Reapplication following license denial 


Retailer compensation 
Retailer settlement 


LOWER COLUMBIA COLLEGE 
Meetings 


MARINE SAFETY, OFFICE OF 
Oil spills 
vessel contingency plans 


MARITIME COMMISSION 
Assessments, rates and terms 


Cleanup contractor approval requirements 
Meetings 
Rules coordinator 


MINORITY AND WOMEN'S BUSINESS 
ENTERPRISES, OFFICE OF 
Meetings 
Participation goals for 1991—92 
State contracting opportunities 
participation 


NATURAL RESOURCES, DEPARTMENT OF 
Adjudicative proceedings 


Burn barrel restrictions 

Burning permit requirements 
"Electrical fence controller" defined 
Fire hazard areas, closed season 
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91-07-070 
91-11-033 
91-16-084 
91-07-070 
91-11-033 
91-16-084 
91-07-070 
91-11-033 
91-16-084 


91-12-069 
91-15-037 
91-12-069 
91-15-037 
91-12-069 
91-15-037 


91-12-069 
91-15-037 
91-12-069 
91-15-037 
91-12-069 
91-15-037 


91-16-084 
91-16-084 
91-16-084 


91-16-084 
91-16-084 
91-16-084 
91-03-036 
91-16-084 
91-03-035 
91-03-036 


91-16-084 
91-16-084 
91-16-084 
91-16-084 
91-07-070 
91-11-033 
91-16-084 
91-16-084 


91-02-037 
91-03-005 


91-14-111 


91—02-005 
91-16-086 
91-16-086 
91-02-004 
91-04-028 


91-05-097 
91-12-051 


91-14-105 


91-08-066 
91-13-059 
91-14-083 
91-15-107 
91-15-107 
91-09-029 
91-10-067 
91-15-001 
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NATURAL RESOURCES, DEPARTMENT OF—cont. 


Forest fire advisory board 
meetings 

Forest practices board 
meetings 
rules coordinator 

Geodetic control survey standards 

Geographic names, board on 
rules coordinator 

Meetings 

Milwaukee road corridor, recreational 

use 

Natural heritage advisory council 

meetings 


Outdoor burning 
prohibited materials or substances 
restrictions 

Public records, availability 


Rules coordinator 
Woodard Bay natural resources 
conservation area ° 


OIL AND GAS CONSERVATION COMMITTEE 
Meetings 


OLYMPIC COLLEGE 
Meetings 


Rules coordinator 


OUTDOOR RECREATION, INTERAGENCY 
COMMITTEE FOR 
Meetings 


Rules coordinator 
Washington wildlife and recreation 
program, grant eligibility 


PARKS AND RECREATION COMMISSION 
Alcohol consumption in state parks, 
enforcement 


Boating pumpout contract program 


Fee changes 


Meetings 

Rules coordinator 

Ski lift operator requirements 
Ski lift signing 


PENINSULA COLLEGE 
Meetings 


PERSONNEL APPEALS BOARD 
Rules coordinator 


PERSONNEL BOARD 
Affirmative action program 
sexual orientation 
special testing 
Applications, time limits on filing of 
Appointment status, transfer upwards 


Correctional officers caring for law 
enforcement dogs, special pay range 


Examinations 
composition 
waiver of minimum 
qualifications 


Exempt and classified service, movement 
between 
Family care requirements 
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91-10-047 


91-02-066 
91-02-065 
91-15-060 


91-01-106 
91-14-012 


91-13-090 


91-01-089 
91-10-016 


91-15-107 
91-14-083 
91-09-060 
91-14-014 
91-01-108 


91-10-068 


91-01-072 


91-15-008 
91-16-055 
91-15-081 


91-01-003 
91-04-032 
91-06-070 
91-13-019 
91-16-035 
91-03-011 


91-13-025 


91-03-140 
91-07-014 
91-11-058 
91-15-103 
91-03-142 
91-09-001 
91-16-078 
91-01-051 
91-01-084 
91-16-096 
91-16-096 


91-01-009 


91-10-038 


91-16-051 
91-16-047 
91-02-029 
91-02-032 
91-03-070 


91-02-025 
91-05-083 


91-16-049 


91-02-034 
91-03-071 


91-15-077 
91-16-042 
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PERSONNEL BOARD—cont. PILOTAGE COMMISSIONERS, BOARD OF—cont. 


"Flex-time" defined 91-16-045 Puget Sound 91-08-003 
In-training positions 91-02-030 91-11-074 
Leave for family care needs 91-16-042 Retirement disbursements 91-02-062 
Leave sharing program 91-02-024 91-06-033 
91-05-082 Rules coordinator 91-15-070 
ede ты 91-07-05 POLLUTION CONTROL HEARINGS BOARD 
EFI system гизе Е Practice and procedure rules 91-03—027 
91-13-040 
91-15-074 pps 
> : = Public records 91-03-027 
Noncompetitive service 91—02-033 91-03-028 
91-03-068 
91-05-081 POLLUTION LIABILITY INSURANCE AGENCY 
Partial day absence, exceptions work Assessments 91-08—033 
period employees 91-10-066 Eligibility 91—08—033 
91-11-043 Reimbursement 91--08—033 
91-13-043 PRODUCTIVITY BOARD 
' i 91-14-044 Rules coordinator 91—03-111 
Performance evaluation requirements 
and monitoring 91-16-048 PROFESSIONAL ATHLETIC COMMISSION 
"Persons of disability" defined 91-16-046 Boxing rules 91-05-032 
Probationary period 91-15-076 91-11-038 
Promotional testing 91-02-028 91-11-101 
91-12-034 91-14-063 
91—15-078 Wrestling rules 91-05-032 
Protected group members 91-16-044 91-11-038 
Public records, inspection and copying of 91-02-027 PUBLIC DISCLOSURE COMMISSION 
Reexaminations 91-02-026 Contributions 
Registered nurses Р . "contribution" defined 91-11-104 
shift and supplemental shift premium 91-11—105 
schedules 91--15-079 91-14-041 
. , 91-16-089 "earmarked contributions" defined 91-10-056 
Registers, removal of candidate's name 91—14-041 
for cause 91-10-064 handling contributions of uncertain origin 91-11-104 
91-13-041 91-11-105 
Special pay ranges 91-10-063 91-14-041 
91-13-034 identification of sources 91-11-104 
91-15-021 91-11-105 
Standby compensation 91—02-031 91-14-041 
91-03-069 Enforcement hearings procedures 91—13-089 
91-15-027 91-16-072 
| 91-15-075 Hearing to modify reporting 91-16-071 
Temporary appointments 91-15-076 Informal settlement procedures 91-15-025 
Trial service period 91-15-076 91--15-051 
Trial service, reversion for failure to Lobbyist employers, political 
perform satisfactorily 91-10-065 contribution reporting form 91-06-034 
91-13-042 91-09-021 
Vacation leave for religious observances 91-16-050 Public agency lobbying reports 91—13-089 
Work period designations 91-04-046 91-16-072 
91-07-054 Public office fund 91-07-027 
91-09-037 91-10-057 
Workforce diversity 91-16-043 Public records indexing 91-13089 
PERSONNEL, DEPARTMENT OF | 91-16-072 
Registers, removal of candidate's name Rules coordinator 91-11-037 
for cause - 91-01-111 PUBLIC INSTRUCTION, SUPERINTENDENT OF 
Rules coordinator | 91-02-016 Absent students, reporting requirements 91-02-096 
Trial service, revision for failure Allocations 
to perform adequately 91-01-110 procedures for allocating state moneys 
PIERCE COLLEGE to school districts 91-03-118 
Meetings 91-01—010 salary . 91-02-097 
91—06—088 Allocations, special, 1989—91 
91—09—006 procedures for allocating state 
91-16-076 moneys to school districts 91-13-071 
Rules coordinator 91-04-049 Allocations, special 1990-91 
Student rights and responsibilities 91—03-084 early intervention services 91-04-089 
91-03-150 91-08-039 
91-09-027 procedures for allocating state moneys 
to school districts 91-03-118 
PHARMACY, BOARD ОҒ 91-13-071 
(See HEALTH, DEPARTMENT OF) Alternative instructional programs, 
PILOTAGE COMMISSIONERS, BOARD OF eligibility 91-07-062 
Pilot applications 91-11-028 
qualification to take 1991 exam 91—01—090 Basic education allocation, withholding 
Pilotage rates for repayment of federal moneys 91-07-006 
Grays Harbor 91-03-075 Basic skills achievement, learning 
91-08-004 assistance program policies and 
91-08-008 procedures 91-13-052 
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PUBLIC INSTRUCTION, SUPERINTENDENT OF REDISTRICTING COMMISSION 
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—cont. Administrative rules 91-09-052 
Bilingual instruction program, 91-15-028 
transitional 91-07-062 Emergency adoption of rules 91-13-020 
91-11-028 91-13-021 
виза revision, ten percent allowed 91-14-037 RETIREMENT SYSTEMS, DEPARTMENT OF 
; Actuarial tables, schedules, and factors 
operation procedures REDY law enforcement officers' and fire fighters' 
: -16-032 retirement system 91-02-019 
school bus operating rules 91—06-032 91-16-094 
Certificated personnel performance public employees’ retirement system 91-02-018 
evaluation 21=10-104 teachers' retirement system 91-02-020 
I n 215165026 91-16-095 
jm т. districts 91-03-050 Administrative fee assessment for 
ucgenng procedures 91-07-063 processing deficient reports 91-10-109 
timely reporting procedures 91-09-025 n | 91-13-030 
91-13-054 Administrative fee rate 91--10-107 
Excellence т education awards 91-03-119 21550 
Administrative petition procedure 91-16-092 
91-14-036 . 
Е dit ified obj f 91-09-026 Indexing of records 91-16-093 
xpenointures, specttied.oojects:;o Overdue payments, interest charges 91-06-089 
912122021 91-10-108 
Federal moneys, monetary and nonmonetary 91-11-061 
audit findings, resolution procedures 91—03-001 9113-049 
91-07-007 
Federal moneys, withholding from basic А 91=16-091 
> › A Records index 91-16-093 
education allocation for repayment of 91-07-006 Survivor benefit options 
egi judicial retirement system 91-03-013 
Handicapped students law enforcement officers' and fire fighters' 
definitions and independent educational генгетеп! system, оа 
f 91-01-033 public employees" retirement system 91-03-015 
WE ЕЛЕП - teachers' retirement system 91-03-016 
individualized education program 91-14-002 91-16-095 
transition services 91-14-002 
HIV/AIDS training for school employees 91-14-035 REVENUE, DEPARTMENT OF 
RCW references updated 91-12-006 Accounting 
91-16-011 accrual method, tax reporting duties 
Rules coordinator 91-13-046 solicitation of preproposal comment 91-08—043 
Running start program 91-03-129 Addresses of department district offices 91-01-113 
91—04—088 91-05-038 
91-08-038 Agricultural land valuation 91-04-001 
Salary allocations 91-02-097 Business and occupation tax 
School buses community antenna television services, 
operating rules 91-06-032 reporting of advertising income 91-01-114 
operation procedures 91-03-074 91-05-039 
School districts insurance agents, brokers, and solicitors, 
timely reporting procedures 91-09-025 taxability of amounts received 91-14-049 
91-13-054 insurance companies, health insurance 
School safety patrol 91-10-085 pool deductions to be deducted from 
91-15-016 the measure of the B&O tax 91-01-115 
Specified objects of expenditure 91-06-026 91-05-040 
Staff ratio enhancements, grades K-3 91—02-094 life insurance salespersons, full-time, 
Timely reporting policies and procedures 91-09-025 considered employees 91-14-050 
Traffic safety education program 91-13-053 real estate, lease, rental, or license to 
Transcripts, provision to indigent persons 91-02-095 use, tax status 91-02-056 
91-02-057 
PUGET SOUND AIR POLLUTION Carbonated beverage and syrup tax 91-16-010 
CONTROL AGENCY қ қ 
Asbestos removal projects requirements 91-14-095 Cigarette vendor licenses. ma 91-14-027 
lid fuel burning devic Disabled persons and senior citizens 
Sone tue burning CEWICE "disposable income" defined 91-13-074 
standards 91-16-087 аты: N 5 
Washington Clean Air Act regulations 91-14-094 Disposable income" defined 91-13-074 
8 8 91-16-087 Equalization, county boards of 
g revised chapter relating to 91—07—040 
PUGET SOUND WATER QUALITY Excise tax 
AUTHORITY carbonated beverages or syrup, tax 
Local government wetland protection on selling activity 
programs 91-14-112 implementation 91-12-003 
Meetings 91-01-011 solicitation of preproposal comment 91-12-063 
91-11-092 fundraising activities by public 
Nonpoint source pollution, local plannings benefit organizations, exemption 
solicitation of preproposal comments 91—05-066 solicitation of preproposal comment 91-12-062 
Relocation of agency offices 91-15-089 motor vehicle fuel and special fuel 
Rules coordinator 91-05-067 sales, reporting information 91-11-002 
Watershed action plans 91-15-022 
local government criteria and dentists, dental laboratories, and 
procedures 91-15-090 physicians, reporting information 91-11-003 
91-15-023 


REVENUE, DEPARTMENT OF—cont. 


Finance charges, carrying charges, 
interest, and penalties 
solicitation of preproposal comment 
taxation 
Freight and delivery charges 
exclusion from gross proceeds of sales 
solicitation of preproposal comment 
Hotel/motel tax 
solicitation of preproposal comment 
Hotel and motels, taxation 
on telephone service 
solicitation of preproposal comment 
Interstate shipment of goods 
solicitation of preproposal comment 
Magazines and periodicals, 
out-of-state sellers 
solicitation of preproposal comment 
Medical service providers, tax reporting 
solicitation of preproposal comment 
Motor vehicle fuel and special fuel sales 
excise tax reporting information 
solicitation of preproposal comment 
Open Space Taxation Act rules 
agricultural land valuation 
Property tax 
annual ratio study 
deferral, definitions and qualifications 
refunds rate of interest 


Refunds 
solicitation of preproposal comment 
Returns, remittances, penalties interest 
extensions, and stay of collection 
solicitation of preproposal comment 
Rule-making procedure 
solicitation of preproposal comment 


Rules coordinator 
Sales tax 

collection schedules 

legend drugs, exemption 

solicitation of preproposal comment 

Senior citizens and disabled persons 

"disposable income" defined 
Stadium tax 

solicitation of preproposal comment 
Timber excise tax 

stumpage values 


RULES COORDINATORS 


Agriculture, department of 

Attorney general 

Basic health plan 

Bellevue Community College 

Blind, Washington State School for the 
Central Washington University 
Centralia College 

Chiropractic disciplinary board 
Chiropractic examining board 

Code reviser 

Columbia Basin College 

Community development, department of 
Conservation commission 

Corrections, department of 

Deaf, Washington State School for the 
Dental disciplinary board 

Dental examiners, board of 
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91—03-057 
91-11-005 


91-11-004 
91-03-058 


91-08-045 


91-08-045 


91-13-073 


91-08-044 
91-04-061 


91-11-002 
91-04-062 


91—04-001 


91-01-008 
91-13-075 
91-10-070 
91-15-024 


91-16-009 


91-16-008 


91-04-061 
91-04-062 
91-01-028 


91-01-1113 
91-12-002 
91-13-074 
91-08-045 


91-02-088 
91-02-089 
91-06-052 
91-06-053 
91-09-030 
91-10-090 
91-14-077 
91-16-053 


91-03-020 
91-01-086 
91-14-022 
91-15-034 
91-02-044 
91-01-049 
91-13-047 
91-01-020 
91-01-020 
91-01-001 
91-16-002 
91-04-006 
91-15-055 
91-06-011 
91-02-045 
91-01-020 
91-01-020 
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Eastern Washington University 
Ecology, department of 
Education, state board of 
Employment security department 
Environmental hearings office 
Evergreen State College, The 
Everett Community College 
Fisheries, department of 

Forest practices board 

General administration, department of 
Geographic names, board on 
Grays Harbor College 


Green River Community College 

Health, board of 

Health, department of 

Hearing aids council 

Higher education personnel board 

Highline Community College 

Indeterminate sentence review board 

Insurance commissioner, office of 

Judicial conduct commission 

Licensing, department of 

Liquor control board 

Maritime commission 

Massage board 

Medical disciplinary board 

Medical examiners, board of 

Natural resources, department of 

Nursing, board of 

Nursing home administrators, board 
of examiners for 

Occupational therapy practice, board of 

Olympic College 

Optometry board 

Osteopathic medicine and surgery board 

Outdoor recreation, interagency 
committee for 

Parks and recreation commission 

Personnel appeals board 

Personnel, department of 

Pharmacy, board of 

Physical therapy board 

Pierce College 

Pilotage commissioners, board of 

Podiatric medical board 

Practical nursing board 

Productivity board 

Psychology, examining board of 

Public disclosure commission 

Public instruction, superintendent of 

Puget Sound water quality authority 

Revenue, department of 

Shoreline Community College 

Skagit Valley College 

Social and health services, department of 

South Puget Sound Community College 

State auditor 

Tacoma Community College 

Tax appeals, board of 

Trade and economic development, 
department of 

Traffic safety commission 

Transportation commission 

Transportation, department of 

Transportation improvement board 

University of Washington 

Veterinary board of governors 

Washington State University 

Wenatchee Valley College 

Western Washington University 

Whatcom Community College 

Wildlife, department of 


91-02-043 
91-03-025 
91-13-045 
91-03-055 
91-14-005 
91-14-114 
91—03-079 
91-15-069 
91-02-065 
91-03-060 
91-01-106 
91-14-075 
91-15—049 
91-13-037 
91-01-020 
91-01-020 
91-01-020 
91-02-040 
91-08-031 
91-03-067 
91-02-009 
91-01-002 
91-03-006 
91-10-044 
91-04-028 
91-01-020 
91-01-020 
91-01-020 
91-01-108 
91-01-020 


91-01-020 
91-01-020 
91-15-081 
91-01-020 
91-01-020 


91-03-01 1 
91-01-084 
91-10-038 
91-02-016 
91-01-020 
91-01-020 
91-04-049 
91-15-070 
91-01-020 
91-01-020 
91-03-111 
91-01-020 
91-11-037 
91-13-046 
91-05-067 
91-01-028 
91-16-004 
91-15-035 
91-01-118 
91-15-044 
91-14-019 
91-14-017 
91-02-103 


91-03-088 
91-16-030 
91-03-078 
91-03-009 
91-04-051 
91-03-056 
91-01-020 
91-05-022 
91-15-057 
91-14-043 
91-14-042 
91-12-001 
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SEATTLE COMMUNITY COLLEGES SOCIAL AND HEALTH SERVICES, 
Meetings 91-01-024 DEPARTMENT OF—cont. 
91—03-023 income and resources disregard 
91-03-104 
91-06-068 
91-10-055 
91-14-020 
91-14-074 
91-15-059 


SEATTLE VOCATIONAL INSTITUTE 
SE АЯ ыы Аы Ды loans, when treated as income 
Washington Institute of Applied шын 
Technology, name changed to Seattle 


Vocational Institute, July 1, 1991 91-13-036 medical programs eligibility 
SECRETARY OF STATE у 
Address confidentiality program for victims overpayments, mandatory grant deductions 
of domestic violence 91-14-079 10 гесоуег 
91-14-080 
Presidential preference primary 91-13-016 
Public record home and work address 
information protection for pregnant women, eligibility 
endangered persons 91-03-125 extensions 
91-03-126 
91-07-002 
91-07-003 retrospective budgeting supplement 
91-11-069 
Victims of domestic violence Aliens 
address confidentiality program 91-14-079 "sponsored alien" defined 
91-14-080 
Voter registration at driver license Antipsychotic medications 
facilities 91-13-022 involuntary administration 
SHORELINE COMMUNITY COLLEGE procedures for mental 
Meetings 91-03-024 ZAC providers 
Rules coordinator 91-16-004 „ rights of patients 
Child care 
SKAGIT VALLEY COLLEGE family day care homes, licensing 
Meetings 91-01-071 requirements 
91-13-086 
Rules coordinator 91-15-035 Children 
SOCIAL AND HEALTH SERVICES, institutionalized 
DEPARTMENT OF parent income and resources 
Adult family homes 
complaiñts ол Medicaid eligibility, income standards 
inspections 91-05-070 
91-09-016 . 
Aduit protective services Chore services program 
PROCY disabled, eligibility 91-01-096 Computer Matching and Privacy 
Aid to families with dependent children Protection Act of 1988 
assistance standards 91-02-072 household notices 
91—02-075 
91-13-101 Day care 
91-16-062 family child day care homes 
assistance unit 91—09—068 licensing requirements 
91-09-069 
91-11-020 
91-12-044 
benefits suspension, termination, . 
or reduction advance notice 91-07-068 subsidy payment to day care 
earned income tax credit programs, facilitation 
as resource 91-10-074 
91-10-078 | 
91—13—082 Developmentally disabled 
employable, deprivation due adult protective services, 
to unemployment of parent 91-13-099 . eligibility for 
91-16-058 Disaster relief | 
fifty dollars disregard payment 91-06-097 individual and family grant 
91-10-026 program eligibility 


Emergency assistance 


Family independence program, see 
FAMILY INDEPENDENCE PROGRAM 
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91-02-083 
91-02-0084 
91-05-008 
91-05-009 
91-06-007 
91-09-017 
91-10-072 
91-10-077 
91-13-080 


91-01-029 
91-01-047 
91-05-008 
91-05-009 
91-09-017 


91-03-039 
91-04-047 
91-06-055 
91-09-070 


91-16-014 
91-16-020 
91-16-021 
91-16-015 
91-16-019 


91-13-104 
91-16-065 


91-16-025 
91-16-013 


91-04-048 
91-11-026 


91-05-034 
91-05-035 
91-09-019 
91-08-034 
91-08-037 
91-11-085 
91-04-039 
91-08-011 


91-08—064 
91-11-087 


91-02-017 
91-03-038 
91-03-127 
91-03-128 
91-07-013 


91-12-024 
91-12-028 
91-15-084 


91-01-096 


91-02-081 
91-01-030 
91-02-071 


SOCIAL AND HEALTH SERVICES, 
DEPARTMENT OF—cont. 
Families with dependent children 

employable, deprivation due to 
unemployment of parent 
Food and nutrition service 
vehicle resources 


Food stamp program 
aliens eligibility 


dependent care deduction, eligibility 
eligibility 


expedited service eligibility 


homeless persons eligibility 


household status for temporarily 
disabled persons 


income budgeting, retrospective and 
special circumstances budgeting 


income exclusions 


ineligible household members 

institutional residents, application 
timeliness 

"sponsored alien" defined 

standard utility allowance 

student participant in work study 
program, eligibility 


telephone standard allowance 


vehicle resources 


work requirements 


Funeral and interment services, vendor 
payment increases 


General assistance 
benefits suspension, termination, 
or reduction advance notice 


earned income tax credit 
as resource 
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91-13-099 
91-16-058 


91-13-100 


91-07-069 
91-11-019 
91-11-109 
91-13-098 
91-13-104 
91-14-081 
91-16-063 
91-16-065 
91-14-120 
91-11-109 
91-14-081 
91-09-031 
91-09-032 
91-12-043 
91—09—067 
91-12-025 


91-05-074 
91-10-096 


91-09-067 
91-12-025 
91-01-120 
91-02-067 
91-02-068 
91-02-073 
91-06-004 
91-09-067 
91-12-025 
91-12-023 
91-12-027 
91-15-088 


91-11-110 
91-14-082 
91-13-104 
91-16-065 
91-04-035 
91-04-036 
91-08-013 


91-05-075 
91-10-099 
91-04-035 
91-04-036 
91-08-013 
91-13-100 
91-16-064 
91-05-071 
91-05-072 
91-05-073 
91-10-034 
91-10-097 
91-10-098 


91-02-082 
91-02-085 
91—06—005 


91-07-068 
91-11-020 


91-10-075 
91-10-076 
91-13-083 
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SOCIAL AND HEALTH SERVICES, 


DEPARTMENT OF—cont. 
eligibility 


pregnant women, eligibility 
extension 


retrospective budgeting 
supplement 
Hospitals 


inpatient and outpatient services 
payment 


transfer of patients between 
state-operated hospitals 


Job opportunities and basic skills training 
program (JOBS) 


support services 
Juvenile involuntary treatment 


Kitsap Physicians Service-Sound Care Plan 
payment 


Medicaid 
children to eighteen years 
of age, eligibility 


expedited Medicaid disability program 


infants under one year of age, 
eligibility 
personal care services 
pregnant women eligibility 
Medical assistance 
availability of resources 
benefits suspension, termination, 


or reduction advance notice 


birth costs' collection 


eligibility 


eligibility, community services office 
waiver of office interview 


91-15-002 
91-15-063 
91-16-016 
91-16-036 
91-16-037 
91-16-039 
91-16-073 
91-16-074 
91-16-075 


91-16-014 
91-16-020 
91-16-021 


91-16-015 
91-16-016 


91-06-044 
91-06-049 
91-06-056 


. 91-10-025 


91-16-057 
91-16-067 


91-02-092 
91-02-093 
91-04-042 
91-04-043 
91-08-010 
91-08-063 
91-02-086 
91-02-087 
91-13-103 
91-16-060 
91-04-040 
91-04-044 
91-08-012 
91-02-090 
91-02-091 
91-07-011 


91-08-034 
91-08-037 
91-11-016 
91-11-017 
91-15-014 
91-16-024 


91-10-036 
91-16-056 
91-16-066 
91-06-043 
91-06-047 
91-10-100 


91-01-121 


91-07-068 
91-11-020 
91-06-042 
91-06-046 
91-10-101 
91-02-069 
91-02-074 
91-06-003 
91-11-016 
91-11-017 
91-15-014 


91-01-021 
91-01-022 
91-05-011 
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SOCIAL AND HEALTH SERVICES, 
DEPARTMENT OF—cont. 


expedited Medicaid disability program 91-11-016 
91-11-017 
91-15-014 
hospital inpatient and outpatient 
payments 91-06-044 
91-06-049 
91-06-056 
91-14-067 
91-14-072 
hospital premium insurance enrollment 
for working disabled 91—08-035 
91-08-036 
91-11-086 
institutionalized recipient, allocation 
of income 91-14-068 
91-14-071 
limited casualty program, emergency 
medical expense requirement 91--14-067 
91-14-072 
medical care outside state 91-16-018 
91-16-023 
medical provider agreement 91-16-038 
91-16-040 
medical vendors, billing 
time period 91-16-017 
91-16-022 
Maternity care in distressed areas 91-14—066 
$ 91-14-070 
Medicare hospital premium payments 
for working disabled 91-08-035 
91-08-036 
91-11-086 
medical care services 
administration 91-02-090 
91-02-091 
91-07-011 
income levels 91—02-090 
91-02-091 
91-07-011 
spousal transfer rules, incorporation 
of federal rules 91-12-022 
91-12-029 
91-15-085 
Mentally Ш 
juvenile involuntary treatment 91-13-103 
91-16-060 
transfer of patients between state- 
operated hospitals 91-16-057 
91-16-067 
treatment and evaluation 91-13-102 
91-16-061 


Nursing facility 
terminology change from "nursing 
home" to "nursing facility" 91-12-067 
91-16-059 
Nursing homes 
accounting and reimbursement 


system 91-09-066 
91-12-026 
license fees 91-15-061 
91-15-064 

terminology change from "nursing 
home" to "nursing facility" 91-12-067 
91-16-059 


Patient rights 
involuntary administration of 
antipsychotic medications 91-16-013 
91-16-025 
Patient transfer between state- 


operated hospitals 91-16-057 
91-16-067 

Pregnant women 
Medicaid/eligibility 91-06—043 
91-06-047 
91-10-100 
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SOCIAL AND HEALTH SERVICES, 
DEPARTMENT OF—cont. 
Psychiatric hospitals 


Refugee assistance 
earned income tax credit 
as resource 


eligibility 
"Repatriates" defined 
Repatriates, eligibility requirements 
and program standards 
Rights of patient 
involuntary administration of 
antipsychotic medications 


Rules compliance with Title 71A RCW 


Rules coordinator 
Standards of assistance 


State hospitals 
schedule of charges revision 


transfer of patients between 


Supplemental security income 
assistance standards 


state income disregard 


medical programs eligibility 


supplementary programs 
Support enforcement, office of 


address disclosure hearings, procedures 


birth costs liability 


confidentiality 


fifty dollars disregard payments 
residential parent or payee, grievance 
resolution 


Temporary housing program 
Time loss payments to dependent child, 


recovery by office of financial 
recovery 


Women, infants, and children (WIC) program 


food vendor participation 


transfer of rules to Title 246 WAC 


SOUTH PUGET SOUND COMMUNITY COLLEGE 


Meetings 


Rules coordinator 


SPOKANE COMMUNITY COLLEGFS 
Adjudicative proceedings 


91-06-041 
91-06-045 


91—10-074 
91-10-078 
91-01-122 
91-14-119 


91-14-119 


91-16-013 
91-16-025 
91-10-035 
91-15-013 
91-01-118 
91-02-072 
91-02-075 
91-06-041 
91-06-045 
91-10-028 
91-14-122 
91-14-124 


91-04-034 
91-04-037 
91-08-014 
91-14-065 
91-14-069 
91-16-057 
91-16-067 


91-02-072 
91-02-075 
91-05-008 
91-05-009 
91-09-017 
91-05-008 
91-05-009 
91-09-017 
91-01-046 


91-14-121 
91-14-123 
91-06-040 
91-06-048 
91-10-027 
91-14-121 
91-14-123 
91-06-097 


91-04-002 
91-04-003 
91-09-018 
91-12-066 
91-15-087 


91-01-031 
91-01-048 
91-02-070 


91-01-079 
91-01-119 
91-01-097 
91-01-098 


91-06-002 
91-11-021 
91-11-022 
91-13-006 
91-15-044 


91-14-058 


SPOKANE COMMUNITY COLLEGES—cont. 
Athletes, loss of eligibility for 
unlawful drug use 
Meetings 


State Environmental Policy Act compliance 
Student records 


SPOKANE COUNTY AIR POLLUTION 
CONTROL AUTHORITY 
Asbestos handling and disposal standards 
Fee schedules 


STATE AUDITOR 
Rules coordinator 


SUPREME COURT 
Admission and certification to limited 
practice 
Rule 18 for APR 12 
Rule 19 for APR 12 
Admission to practice 
Rule 11 for APR 11 


Attorney fees 

Dependents, separate cause numbers 
(AR3 and СТЕ 4.4 (c)(4) 

Discovery, scope and limits (CR 26(b)) 

Investigations confidential 

Local rules 

filing and effective date 

Presiding judges, more than one judge in 
superior court district (AR 4) 

Rules and amendments 

Trust accounts (RLD 13.4, RPC 1.14(c), RLD 
1.10) and RLD Title 13) 


TACOMA COMMUNITY COLLEGE 
Meetings 


Rules coordinator 


TAX APPEALS, BOARD OF 
Formal hearings, practice and procedure 


Informal hearings, practice and procedure 
Meetings 
Rules coordinator 


TOXICOLOGIST, STATE 
Breath alcohol test program 


Blood alcohol test regulations 


TRADE AND ECONOMIC DEVELOPMENT, 
DEPARTMENT OF 
Business and job retention 
advisory committee 
meetings 


Community economic revitalization board 
meetings 


Economic development finance authority 
meetings 

Hardwoods commission 
meetings 


Subject/Agency Index 


(Citations in bold type refer to material in this issue) 


91-14-057 
91-02-036 
91-10-017 
91-14-016 
91-14-059 
91-14-060 


91-14-015 
91-13-091 


91-14-019 


91-01-036 
91-13-007 


91-13-008 
91-15-012 
91-01-059 


91-01-038 
91-01-040 
91-13-009 


91-13-010 


91-01-034 
91-13-010 


91-01-037 


91-01-025 
91-12-037 
91-14-017 


91-04-083 
91-04-084 
91-07-038 
91-07-039 
91-04-083 
91-02-104 
91-02-103 


91-03-123 
91-06-022 
91-03-124 
91-16-077 


91-03-032 
91-12-015 


91-02-055 
91-06-017 
91-13-027 


91-01-070 


91-01-127 
91-03-026 
91-07-052 
91—10-021 
91-11-072 
91-14-034 
91-15-010 
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TRADE AND ECONOMIC DEVELOPMENT, 
DEPARTMENT OF—cont. 
purposes of commission, election of 
board members, procedures, and 
collection of assessments 


Rules coordinator 


TRAFFIC SAFETY COMMISSION 
Meetings 


Rules coordinator 


TRANSPORTATION COMMISSION 
Limited access hearings 
Meetings 


Rules coordinator 


TRANSPORTATION, DEPARTMENT OF 
Contractors, prequalification of 
county ferry franchises, tolls 
and financial assistance 
Dishonored checks, recovery of 
collection costs 
Ferry fares, effective date 


Motorist information signs 
Oversize load signs on vehicles, 
standards 


Rules coordinator 
Tow truck operations 


Traffic control devices, adoption of 1988 
edition of uniform manual on (MUCTD) . 
Urban arterial trust account monies 


TRANSPORTATION IMPROVEMENT BOARD 
Meetings 


Public records, accessibility 


Rules coordinator 


TREASURER 
(See also inside front cover) 
Rules coordinator 


UNIVERSITY OF WASHINGTON 
Admission and registration procedures, 
continuing education 
Alcohol and other prohibited substances 
possession and use on campus or 
at university-sponsored events 
prohibition 


use and possession at athletic events 
and concerts, inspection procedures 


Continuing education 
admission and registration procedures 


Meetings 


91-11-034 
91-14-055 
91-03-008 


91-03-059 
91-09-022 
91-13-032 
91-16-030 


91-12-031 
91-02-042 
91-04-023 
91-04-075 
91-07-035 
91-10-019 
91-11-067 
91-14-023 
91-14-061 
91-15-054 
91-03-078 


91-04-014 


91-02-007 
91-14-031 
91-14-032 
91-13-024 


91-06-079 
91-10-022 
91-03-009 
91-06-078 
91-10-023 
91-10-054 


91-02-008 
91-02-006 


91-02-079 
91-04-059 
91-08-042 
91-10-052 
91-11-071 
91-14-062 
91-10-037 
91-13-056 
91-04-051 


91-03-077 


91-11-057 


91-05-069 
91-09-012 
91-10-030 


91-01-004 
91-11-025 


91-11-057 
91-16-001 
91-01-085 
91-02-100 
91-03-010 
91-03-021 


UNIVERSITY OF WASHINGTON—cont. 


Parking and traffic regulations 


Public records access 


Rules coordinator 
Smoking prohibition specifications 


USURY 
(See inside front cover) 


UTILITIES AND TRANSPORTATION COMMISSION 
Budget reporting for major capital 
projects 


Common carriers 
preservation of records of 
communications 


fees 


regulatory fee card 
Contract carriers 
fees 
regulatory fee card 
Cost of copying and supplying public 
records 


Electric safety code, national 

Extended area service routes 

Failure to file sufficient copies, 
cost of copying 


Interstate tariff filings, repeal of 
requirement 

Log road classification 

Log shipments, intrastate rates 

Procedures before the commission, 
procedural rules 


Recycling 
commodity rate adjustment 


transportation of recovered materials 


Solid waste 
collection companies 
service agreement certificate 
temporary certificates 
Telecommunications 
abbreviated proceedings for competitive 
classification 


access charges 


alternate operator services 


mandatory cost changes 


Subject/Agency Index 


(Citations in bold type refer to material in this issue) 


91-03-022 
91-03-029 
91-03-030 
91-03-031 
91-03-042 
91-04-005 
91-04-065 
91-05-014 
91-06-073 
91-08-006 
91-09-01 1 
91-15-033 
91-06-092 
91-11-029 
91-12-047 
91-04-058 
91-10-031 
91-03-056 
91-10-086 
91-14-024 


91-03-099 
91-08-026 


91-06-095 
91-09-039 
91-06-009 
91-09-038 
91-16-090 
91-16-090 


91-16-090 
91-16-090 


91-03-098 
91-07-025 
91-06-095 
91-03-052 


91-03-100 
91-07-026 


91-06-071 
91-01-080 
91-08-060 


91-02-105 
91-06-010 
91-10-081 
91-13-077 


91-10-080 
91-14-013 
91-01-081 
91-03-101 


91-03-053 
91-11-048 
91-09-015 


91-03-097 
91-07-024 
91-03-051 
91-03-120 
91-03-121 
91-13-003 
91-03-122 
91-13-078 
91-03-096 
91-07-023 
91-07-024 


UTILITIES AND TRANSPORTATION 
COMMISSION—cont. 
operations accounting statements 
Uniform system of accounts 


VOCATIONAL EDUCATION, BOARD FOR 
Private vocational schools 


Meetings ` 


VOCATIONAL EDUCATION, COUNCIL ON 
Meetings 


WALLA WALLA COMMUNITY COLLEGE 
Meetings 


WASHINGTON INSTITUTE OF 
APPLIED TECHNOLOGY (See also 
SEATTLE VOCATIONAL INSTITUTE) 
Meetings 


Name changed to Seattle Vocational 
Institute, July 1, 1991 

Student financial aid 

Tuition and fees 

Tuition waivers 


WASHINGTON STATE LIBRARY 
Library commission 
meetings 


WASHINGTON STATE PATROL 
Chains or traction devices, when use 
required š 


Criminal records 
report time limitations 
DNA identification systems and procedures 


"Emergency tow truck" defined 


Motor carrier regulations 
Motorcycle helmets, exemption for operators 
and riders of antique motorcycles 
Motorcycle helmets, headsets or 
earphones 
Private carriers, adoption of 
federal standards 


Sex offender registration 
Tow truck firms 
driver qualifications and 
hours of service 
Traction devices or chains, when use 
required 


WASHINGTON STATE UNIVERSITY 
Meetings 


Rules coordinator 


WENATCHEE VALLEY COLLEGE 
Rules coordinator 


WESTERN WASHINGTON UNIVERSITY 
Bicycle traffic and parking regulation 


91-15-052 
91-06-095 


91-01-056 
91-03-037 
91-05-077 
91-08-029 
91-04-052 
91-06-076 
91-12-046 


91-04-004 
91-05-051 


91-07-010 


91-03-072 
91-04-018 
91-05-023 
91-06-013 
91-08-005 
91-13-085 


91-13-036 
91-13-036 
91-13-036 
91-13-036 


91-01-014 
91-05-061 
91-09-002 
91-11-097 


91-10-053 
91-14-004 


.91-16-099 


91-07-045 
91-07-046 
91-11-046 
91-10015 
91-14003 
91-16-098 


91-05-019 
91-16-100 
91-01-105 
91-06-050 
91-06-066 
91-15-045 
91-16-098 


91-10-053 
91--14-004 


91-11-036 
91-11-078 
91-16-097 
91-05-022 


91-15-057 


91—04—082 


WESTERN WASHINGTON UNIVERSITY—cont. 
Parking and traffic 
Rules coordinator 


WHATCOM COMMUNITY COLLEGE 
Meetings 


Rules coordinator 


WILDLIFE, COMMISSION AND DEPARTMENT 
Bullfrog, classification 
Coyote, classification 


Deleterious exotic wildlife 
additions to list 
Field identification, sex evidence 
definitions 


Fishing 

game fish seasons and catch limits 
adoption of 1992—94 regulations 
Cedar River 
Columbia River, emergency closure 
Lake Sammamish 
Lake Washington 
repeal of 1990-92 regulations 
Sammamish River 
Snake River 
Snoqualmie River 
Tolt River 


Forest grouse, classification 
Game management units 
Hunting 
blind and visually handicapped hunters 
firearm restriction areas 
hours, closure notices, and hound 
hunting areas 
hunter orange clothing requirements 
restrictions 
Hunting seasons 
bear and small game seasons, 
1990-91 


bear 1991-92, 1992-93, 1993-94 


Canada goose season, early closure 
deer hunting seasons, 1990-91 


deer hunting seasons, 1991-92 
deer hunting seasons, opening 1991, 


1992, and 1993 
deer 1991-92, 1992—93, 1993-94 


elk 
seasons, opening dates, 1991, 
1992, and 1993 
seasons, 1990—91 


seasons, 1991—92 


Subject/ Agency Index 


(Citations in bold type refer to material in this issue) 


91-04-082 
91-14-043 


91-08-048 
91-12-018 
91-13-044 
91-14-018 
91-16-003 
91-14-042 


91-11-007 
91-03-133 
91-11-007 


91-03-082 


91-06-080 
91-13-064 


91-12-048 
91-05-001 
91-08-009 
91-05-001 
91-05-001 
91-12-049 
91-05-001 
91-05-002 
91-03-136 
91-03-066 
91-03-136 
91-08-074 
91-03-131 
91-11-006 
91-03-130 
91-11-059 


91-01-109 
91--06-083 
91-15-056 
91-06-084 
91--06-086 
91-13-062 


91—06-084 
91-13-062 
91-03-137 
91-08-075 
91-06-081 
91-12-050 
91-13-061 


91-06-084 
91-13-061 
91-03-138 
91-11-009 
91-02-022 
91-06-084 
91-13-062 
91-06-087 
91-13-067 
91-14-107 


91--06-016 
91-03-138 
91-11-009 


91--06-016 
91-06-084 
91-13-062 
91-06-087 
91-13-067 
91-14-107 
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WILDLIFE, COMMISSION AND DEPARTMENT 
—cont. 
elk 1991-92, 1992-93, 1993-94 


game fishing seasons, 1990-92 
general hunting seasons and rules 
1991—92, 1992-93, 1993—94 


migratory waterfowl seasons 
mountain goat, sheep, moose, cougar, 
and lynx seasons 


pelt sealing, river otter, cougar, 
lynx, and bobcat 


small game seasons 
1991-92, 1992—93, 1993-94 seasons 


snow goose season, early closure 
special closure areas, 1991—92 


ring-necked pheasant seasons 
1991—92, 1992-93, 1993-94 seasons 


turkey seasons 
1991 spring season 
upland game bird seasons 


upland game bird seasons, opening dates, 
1991, 1992, and 1993 
Rules coordinator 
Upland birds, classification 


91-03-135 
91-11-008 
91-14-108 
91-14-109 


91-03-134 
91-08-061 
91-14-106 


91-06-085 
91-13-068 


91-06-082 
91-13-063 


91-08-076 
91-13-065 
91-01-064 
91-06-086 
91-13-066 


91-08-076 
91-13-065 


91-06-015 
91-02-113 
91-14-106 


91-06-016 
91-12-001 
91-03-131 
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